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Minutes of Meetings 


of the 


BOARD OF COMMISSIONERS 


of NEWARK, NEW JERSEY 


January, 1952 


Commissioners 


RALPH A. VILLANI, Mayor 
MEYER C. ELLENSTEIN 
JOHN B. KEENAN 
.LEO P. CARLIN 
STEPHEN J. MORAN 


City Clerk 
HARRY S. REICHENSTEIN 
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DIRECTORY OF DEPARTMENTS 
AND OFFICERS 


一 一 -一 人 一 一 一 一 


Department of Parks and Public Property 
RALPH A. VILLANI, Mayor, Director 
David Kent, . Deputy Mayor; Samuel D. Bozza, Secretary; 


James P. Lordi and Joseph Katowitz, Executive Secretaries; Mario 
V. Farco, Personal Secretary; Edna M. Holdsworth, Executive Clerk; 
John J. Sileo, Senior Clerk-Publicity; Pat H. Serra, Special Investiga- 
tor; Paul Brienza, Executive Assistant. 


FREE PUBLIC LIBRARY 
Board of Trustees 


Prof. Samuel L. Hamilton, President 
Mayor Ralph A. Villani, Vice President (Ex-Officio) 
Mrs. Denis Kelly, Secretary 
Augustine J. Kelley, Treasurer 


Dr. John S. Herron, Supt. of Schools, Ex-Officio; Dr. Nicholas 
W. Sivolella and Irving Siegler, members of the Board of Trustees. 


John Boyton Kaiser, Director; James E. Bryan, Assistant 
Director and Acting Personnel Officer. 


BOARD OF EDUCATION 
William C. Ricigliano, President 


Mrs. Edward F. Fitzpatrick, Vice President; J. H. Thayer 
Martin, Benjamin C. Slavkoski, Mrs. Reynold E. Burch, Peter Yab- 
jonsky, Frances Nussbaum, Charles A. De Piano, Saul J. Baron; 
Arnold M. Hess, Secretary; Harry Kling, Assistant. Secretary; Jacob 
Fox, Counsel. 


Dr. John S. Herron, Superintendent of Schools. Albion U. 
Jenkins, Michael К. McGrael, Thomas Е. McHugh, Dr. Joseph Н. 
Schotland, Ass't Superintendents; Department Directors: Armand 
С. Rehn, Practical Arts; Dr. Donald W. Campbell, Reference and 
Research; Lillie J. Geisser, Elementary Education; Raymond C. Good- 
fellow, Business Education: Dr. Elizabeth Kelly, Special Education; 
Dr. Edward F. Kennelly, Personnel; Marguerite Kirk, Libraries, Visual 
Aids and Radio; Dr. James E. McCormick, Health Education and 
Service; Agnes C. Murphy, Music; Dr. Bruce B. Robinson, Bureau 
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of Child Guidance; Edgar С. Spitz, Purchasing Agent; Albert L. 
Fiorella, Supervisor of Repairs and Maintenance; Joseph A. Liddy, 
Physical Education and Recreation; Wiiliam O'Toole, Director, Bureau 
of Attendance; Fred Lendolphi, Secondary Guidance; Margzret Е. 
Brennan, Director of Home Economics, і; с Cafeterias. 


BOARD OF SCHOOL ESTIMATE MEMBERS 


Mayor Ralph A. Villani, City Commissioners Meyer C. Ellen- 
stein and Stephen J. Moran; Saul J. Baron and William C. Ricigl ano. 


NEWARK COLLEGE ОҒ ENGINEERING 
AND NEWARK TECHNICAL SCHOOL 
Board of Trustees Appointed by the Governor 


Governor Alfred E. Driscoli, Mayor Ralph A. Villani, Ex- 
Officio members; Edward F. Weston, President; Robert Campbell, 
Vice-President; Robert G. Cowan, Treasurer; Edward F. Bataille, 
Assistant Treasurer; Robert W. Van Houten, Secretary; Jcseph 
M. Byrre, Jr., Frederick W. Birkenhauer, Judge William J. Bren- 
nan, Jr., and Frederick O. Runyon. 


NEWARK MUSEUM 
Board of Trustees 
Franklin Conklin, Jr., President 


Paul B. Sommers, Mrs. John К. Hardin and Mrs. George 
Barker, Vice Presidents; Adrian Riker, Treasurer; Katherine Coffey, 
Secretary and Director; Mrs. Mildred Baker, Assistant Secretary and 
Assistart Director; Trustee Emeritus, Mrs. Wallace M. Scudcer. 


Elective Trustees 


Carl W. Badenhausen, Edgar S. Bamberger, 
Mrs. George Barker, Charles B. Bradley, John A. Brady, John 
Cervase, Katherine Coffey, Supreme Court Justice Frederic R. Colie, 
Franklin Conklin, Jr., Edward M. Crane, Mrs. C. Sudyam Cu:ting, 
Leonard Dreyfuss, Mrs. Wells P. Eagleton, Charles Edison, Wilson 
C. Ely, Rabbi Solomon Foster, Frederick Frelinghuysen, L. Hamilton 
Garner, Charles C. Giffoniello, Mrs. Parker O. Griffith, Dr. Semuel 
L. Hamilton, Mrs. John R. Hardin, Dr. John S. Herron, Superinten- 
dent of Public Schools, Ex-Officio, William A. Hughes, Hermen A. E. 
Jaehne, Alice W. Kendall, Frank 1. Liveright, Ralph E. Lum, Earl R. 
Mellen, The Right Rev. John J. Murphy, H. Victor Paul, Moses Plaut, 
William C. Ricigliano, Ex-Officio, Mrs. Grafton H. Pyne, Adrian 
Riker, Mrs. Mary G. Roebling, Mrs. Rodney Saylor, Edward W. Scud- 
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der, Edward W. Scudder, Jr., Mrs. John E. Sloane, Paul B. Sommers, 
Augustus C. Studer, Jr., W. Clark Symington, John C. Thompson, 
Hon. Ralph A. Villani, Ех- Officio, Mrs. Kenneth V. C. Wallace, Тһе 
Most Rev. Thomas J. Walsh, The Right Rev. Benjamin M. Wash- 
burn, John C. Williams, Mrs. Earl Le Roy Wood, Mrs. Roger Young. 


CITY CLERK'S OFFICE 
Harry S. Reichenstein, City Clerk 


and 
Registrar of Vital Statistics 


Elizabeth R. Sweeney, Secretary to the City Clerk 
Vital Statistics (births, deaths, marriages) 
Marriage License Bureau 
Municipal Records - City Archives - General Licenses and 
Department of Elections - Custodian of Martin Act 
Department Records 


LAW DEPARTMENT 


Charles Handler, Corporation Counsel 


Michael Breitkopf, George B. Astley and Richard T. McDonough 
Assistant Corporation Counsels. 
Vincent J. Casale, Joseph A. Ward, Thomas M. Kane, 
Nicholas Albano, Louis Weiss and Harry A. Pine, 
Legal Assistants. 
Alfred Del Negro, Investigating Attorney 
William La Vecchia, Clerk 


BUREAU OF SANITATION 
STREET CLEANING, REFUSE and MOTOR DIVISION 


Timothy B. Struble, General Superintendent 


PUBLIC BATHS AND SWIMMING POOLS 
Mrs. Bertha B. Heath, Business Manager 


SHADE TREE AND CITY PARKS DIVISION 


William Coleman, Superintendent 


PUBLIC BUILDINGS BUREAU 


Harry J. Corbally, Chief Clerk 
- Charles Villano, Chief Architectural Engineer 
Al. Gialanella, Superintendent of Maintenance 
Louis Etzel, Chief Engineer 
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MUNICIPAL FARMERS MARKET 
Louis Anker, Supe-visor 


SUPERVISOR OF ACCOUNTS = 
William А. Adams 


_———————————— 


CELEBRATION OF HOLIDAYS 
BAND CONCERTS 


Denny Hope and Herb Larsen, Supervisors 


COMMISSION ON MUNICIPAL SANITATION 


George D. Callan, Chairman 
George V. Bradley, Vice Chairman 


Mrs. Edward F. Fitzpatrick, Dr. Aaron H. Haskins, Roger M. 
Yancy, Dr. Morando De Fronzo, Vito Verniero, Frank AAarschne・, Jr., 
J. Anton Hagios, Joseph Dubowy, Frank A. O'Neil, Mack Farris, 
John P. Teevan, Moe Zimmerman, Raymond W. Glassman, Joseph 
Tantleff, Juliar Kraemer, Samuel Caputo, Dominick Sorce алс Paul 
Brienza, Secretary. 


NEWARK CIVIL RIGHTS COMMISSION 


David M. Litwin, Chairman 

J. Bernard Johnson and Ann Nugent, Vice Chairman 
William B. Davis, Secretary 
George M. Margolis, Counsel 


Andrew Keybida, John J. Egan, Herman Sirota, Monsignor 
John J. McNulty, Rabbi Dr. Joachim Prinz, Rev. Dr. Lester H. Clee, 
Louise Baxter, Mario V. Farco, Vasco Jardim, Leo Kazlowski, Anthony 
Martino, John A. Paolercio, 


NEWARK DEFENSE COUNCIL 


Lionel P. Kristeller, Chairman 
Alexander T. Schenck, Vice-Chairman 
William А. Consodine, Aide to Chairman 
Samuel Kaphan, Secretary 
Frank A. O'Neil, Director 


Fire Chief Charles G. Burnett, 
Dr. Harold A. Murray, Dr. Aaron Haskins, City Chief Engineer 
Jchn Flockhart, John P. Sutton, A. J. Denman, Harry Aston, Director 
Division of Central Purchase, Tax Commissioner Vincent P. Torp- 
pey, Harold A. Lett, Herman J. Harris, T. R. Davis, Jr., P. T. Com- 
stock, of American Red Cross, Albert Stango, and Nicholas Cundari. 
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MAINTENANCE OF FORECLOSED PROPERTIES 
Samuel D. Bozza 


FLAG CUSTODIAN 
Frank V. Lanzara 


DIVISION OF INVENTORIES 
Rocco Blasi 


MUNICIPAL COURTS 


Part 1 (First Precinct); Part 2, (Family Court). 
Chief Magistrate, Samuel E. Cooper 
Thomas F. Guthrie, Chief of Clerks 
Robert J. Beckley, Clerk in Part 1, Anna Hentsch, Clerk т 
Family Court. 


Part 2, (Second Precinct) ; Part 3, (Third Precinct). 
Magistrate A. Milton Jacobs, Charles F. J. McGovern, Clerk 


Part 4, (Fourth Precinct). 
Magistrate LeRoy J. D'Aloia, Edward Devore, Clerk 


Part 5, (Traffic Court). 
Magistrate Joseph B. Sugrue, Peter C. Walsh, Violations Clerk. 


Department of Revenue and Finance 
MEYER C. ELLENSTEIN, Director 


Michael Salandra, Deputy Director; William Tropp, Secretary; 
Charles J. Farley, Clerk; Frank Calabrese, Acting Receiver of Taxes; 
Charles Flicker, Acting Treasurer; Herbert M. Gladstone, Acting 
Comptroller; William J. Griffin, Chief Accountant and Acting 
Auditor; William P. Schorn, Chief Clerk. 


BOARD OF ASSESSMENTS AND REVISION OF TAXES 
Ralph Caprio, President 


Jack Slavitt, Joseph Esposito, John А. Condon, Vincent P. Torppey 
Thomas E. Hunt, Secretary and Chief Clerk 


BOARD OF ASSESSMENTS FOR LOCAL IMPROVEMENTS 
(Inactive) 
БА 


SINKING FUND COMMISSION 


Richard D. Marzano, President 
William Van Loan Taggart, Vice-President; Meyer C. El en- 
stein, Treasurer; Danie! J. Moore, Assistant Treasurer; Mayor. Ralph 
A. Villani, Ex-Officio; Mortimer Johnson, Secretary. 


POLICE AND FIREMENS’ PENSION FUND 


James F. Caffrey, Jr., President 
Mayor Ralph A. Villani, Bernard F. Curran, Secretary; Pa:rol- 
man James T. Stapleton, Police Representative; Captain William H. 
Van Ness, Firemen's Representative; and Commissioner Meyer C. 
Ellenstein. 


HEALTH DEPARTMENT PENSION FUND 


Joseph E. Connolly, President; Dr. William E. Ferguson, Vice- 


President; Frank C. Kreitler, Treasurer; Charles Wesser, Secretary; 
Ex-Officio members, Commissioner Stephen J. Moran and Dr. A. H. 
Haskin. 


BOARD OF WORKS PENSION ASSOCIATION 


' John J. Goff, Chairman; James Conway, Vice-Chairman; 
Robert E. Mitchell, Secretary; Frederick M. Summers, Treasurer; 
Anthony M. Zoppi, Counsel; John S. Flockhart and Frank M. Bagwell, 
г...ОНИсю member, Commissioner Leo P. Carlin. 


MUNICIPAL EMPLOYEES PENSION FUND 


Mayor Ralph A. Villani, President; Ben Krusch, Vice-Pres- 
ident; Commissioner Meyer C. Ellenstein, Treasurer; Thomas F. 
Robinscn, Secretary-Ass't. Treasurer; Leo J. Schweizer and Samuel 
Glass 


MUNICIPAL EMPLOYEES COMPENSATION BUREAU 
Alfred Del Negro, Investigator 


INSURANCE FUND COMMISSION 
Mayor Ralph A. Villani, Commissioners Meyer C. Ellenstein 
and Stephen J. Moran 


DIVISION OF CENTRAL PURCHASE 
Harry J. Aston, Director 


MUNICIPAL BOARD OF ALCOHOLIC BEVERAGE CONTROL 


William S. Macdonald, Chairman 
JosepF A. D'Alessio Joseph N. Braff 
Robert E. Brown, Secretary 
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DIVISION ОҒ WATER (ACCOUNTS) 
Samuel W. Lockhart, Chief Accountant | 


CUSTODIAN OF SCHOOL FUNDS 


Commissioner Meyer C. Ellenstein 


PORT COORDINATOR 
Raymond J. Dempsey 


COMPTROLLER'S DIVISION 
Gayton A. Rotunda, Chief Clerk : 


TREASURER'S DIVISION 
Leo А. Reilly, Chief Clerk 


CASHIER'S DIVISION 
John A. Miele, Supervising Cashier 


TAX ACCOUNTING DIVISION 
John К. Farrell, Supervisor 


' PERSONAL TAX ARREARS DIVISION | 
William J. Doyle, Supervisor 


TAX SURVEYOR’S DIVISION 
Richard McCandless, Supervisor 


一 一 一 一 一 一 -一 一 


Department of Public Works 


LEO P. CARLIN, Director 


Gilbert W. Hewson, Deputy Director; Charles P. McCann, 
Secretary; Helen Williams, Clerk; Alfred L. Swain, Chief Clerk; 
John S. Flockhart, Chief Engineer. 


| BUREAU OF STREETS 
` George W. Andress, Engineer in Charge 
BUREAU. OF SEWERS 


Walter S. Baver, Engineer in Charge 
ТА 


DIVISION OF WATER (ENGINEERING) 


William C. Banks, Division Engineer 


BUREAU OF SURVEYS 
August E. Zentgraf, Encineer in Charge 


BUREAU OF LIGHTING 
GAS METER INSPECTION BUREAU 


Leonard S. Whippen, Acting Engineer in Charge 


PRINTING AND STATIONERY BUREAU 
Johr Carey, Clerk іг Charge 


SMOKE ABATEMENT BUREAU 
William B. Schaum, Chief Smoke Inspector 


ELECTRICAL DIVISION 
Elmer T. Quinn, Chief Inspector 


BOARD OF ELECTRICAL EXAMINERS 
Elmer T. Quinn, Albert A. Richmond, John Salerno 


CENTRAL PLANNING BOARD 


Peter A. Cavicchia, Chairman; Dr. James E. Lee, Vice Chair- 
man; Mrs. Meyer Kussy, Secretary; Mayor Ralph A. Villani, Com- 
missiorer Leo P. Carlin, John Flockhart, Arthur Perkoff, Mrs. Neal 
Cocchia, and Dr. Arthur A. Giffonielio. 


Mariano J. Rinaldi, Executive Secretary 


BOARD OF ADJUSTMENT - ZONING 


John B. Rooney, Chairmen; Andrew J. Nolan, 
U. Harry Perlmu:ter, Joseph Caprio, and Fred С. Cawthra 
C. A. Bates, Engineer and Secretary 
William Fiverson, Zoning Enforcement Officer 


DIVISION OF BUILDINGS 
William Fiverson, Superintendent; Peter L. Filippone, Asst. Supt., 
Avitus J. Dougherty, Acting Commissioner. 
ЗА 


@ 
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BOARD OF STANDARDS OF THE ‘BUILDING DEPARTMENT 


Thomas F. McHugh, Chairman; Elwood D. Powers, Neil J. 
Convery, William J. Waldron and John Walsak. 


William Fiverson, Building Superintendent, Ex-Officio 


DIVISION OF WEIGHTS AND MEASURES 
Willard E. Reed, Superintendent 


Department of Public Affairs 
STEPHEN J. MORAN, Director 


Raymond V. Santora, Secretary; Silas L. Hogan, Executive 
Clerk; Dr. Lewis B. Blan, Administrative Examiner; Edward J. Quinn, 
Executive Assistant; Louis Ginsberg, Eugene E. Walsh and Raymon 
Szczyglinski, Investigators. 


DIVISION OF HEALTH 


Dr. Aaron H. Haskin, Health Officer; Robert F. Morgan, 
Christopher C. Nugent, Joseph E. Connolly, Assistant Health Officers. 


CITY HOSPITAL 


Dr. William E. Ferguson, Medical Director 
Dr. Philip J. Santora, Dr. Abraham G. Chmelnik 


Assistant Medical Directors 


James H. Farmer, Business Administrator; Charles F. Dwyer, 
Administrative Assistant; Miss Alice Schoonmaker, Director of Nurses. 


CITY HOSPITAL ADVISORY COMMITTEE 


Dr. William R. Ward, Chairman; Dr. N. A. Antonius, John A. 
Brady, Msgr. Ralph Glover, Edward P. Laswwoski, Abraham Lichtman, 
Dr. Effie Manler, Dr. Harrison Е. Martland, Dr. Raymond J. Mullin, 
John F. Murray Jr., John Proto, Anthony Reblo, Matthew Reuter, 
Joseph De Deo, H. Theodore Sorg, John Untermann, John C. 
Williams, E. W. Wollmuth, Dr. Virginia Wuertherly and Dr. Lewis 
B. Blan, Secretary. 
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CONVALESCENT HOSPITAL 


Dr. William E. Ferguson, Medica! Director 
Mrs. Mary K. McDonald, Supervisor of Nurses and Personnel 


BUREAU OF RELIEF 
Owen А. Malady, Overseer of Poor and Director of Welfare 


: IVY HAVEN and IVY HILL POWER PLANT 
C. Harold Gascoyne, Superintendent 
Mrs. Elizabeth Altman, Assistant Superintendent 
NEWARK PRODUCTION AUTHORITY 


Raymond V. Santora, Supervisor 


LOCAL ASSISTANCE BOARD 


Director Stephen J. Moran, Chairman; Rev. R. P. Means, Mrs. 
Thomas J. Smith, Secretary; Oscar Chinich, John E. Gunning and 
Owen A. Malady. 

NEWARK HOUSING AUTHORITY 


Беу. Thomas J. Finnegan, Chairman; Irving Rosenberg, Vice 
Chairman; Rev. William P. Hayes, Treasurer; Albert Borok, Alexander 
J. Matturri, Fred G. Stickel Jr., and Louis Danzig, Executive Director. 


VETERANS TEMPORARY HOUSING AND FEDERAL PUBLIC 
HOUSING UNITS 


William Geltzeiler, Housing Manager 


DIVISION OF DOG CONTROL 


Morris Josephson, Supervisor 


一 一 一 
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Department of Public Safety 
JOHN B. KEENAN, Director 


James T. Owens, Deputy Director; Nicholas T. Fernicola, 
Secretary; Michael F. Ryan, Confidential Clerk; Samuel B. Finkle- 
stein, Administrative Clerk; Avitus J. Dougherty, Acting 3c ilding 
Commissioner; James J. Plunkett, Acting License Commissioner; 
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Dennis F. Carey, Acting Fire Commissioner; Daniel M. McGee, Secre- 
tary to the Board of Public Safety; Robert C. Ring, Publicity Agent. 


POLICE DEPARTMENT 
Frederick К. Lacey 2...0. а. 22.2... Acting Chief 


Peter J. Corbally TL Deputy Chief 
James W. White LT inspector 
Hugh A. O'Gorman с Inspector 
Dr. Raymond J. Mullin LT Surgeon 
Dr. Marcus Н. Greifinger а. Assistant Surgeon 
Rabbi Horace Zemel |... eel EMEN Chaplain 
Rev. John C. Lenihan LT レレ Chaplain 
Rev. Perry Van Dyke Ls Chaplain 
Edward L. Cyr OL Traffic Engineer 
Hobart A. Templeton ________.______ Chief Identification Officer 
Joseph M. McGowan - Supt. Radio Repair and Maintenance 
William А. Eager, Jr. ____________ HEN Supt. Police Signal System 


William В. Seligman _______ oaoaraa naaena eaaa Chemist 


Dennis F. Carey ка Acting Commissioner 
Charles G. Burnett ИИН Chief Engineer 


Joseph Gabriel, John 3. Wilkinson, Harry J. Sommers, John W. 
Ruschek, Charles E. Manger, Joseph L. Higgins, Frederick 
Waidelick, Philip J. Reilly and James A. Burns, Deputy Chiefs. 


David J. Kinnear, Charles E. Cullen, Herman O. Richter, Raymond 
Kurbyweit, Frank J. Hilliard, Frank B. Barnes, Wallace M. 
Muhlig, Joseph A. Flannery, Nicholas Butterly, Daniel Shanahan, 
John J. Quinn, William Hug, Joseph L. Rees, George W. 
Schaeffer, Frank Albright, John J. Hinches, Peter B. Kelly and 
Thomas H. McCormack, Battalion Chiefs. 


Dr. John М, Pannullo аа Surgeon 
Dr. Adolph Wegrocki 2. 5 Assistant Surgeon 
Rev. Oscar E. Braune _______________ ен Chaplain 
Rabbi Horace Zemel |... ss Chaplain 
Rev. Е. J. Grady LU Chaplain 
Lawrence Conroy |... MN Superintendent of Repairs 
Inspector John J. Eber _________.________ Bureau of Combustibles 
Arthur J. Moore sl Supt. Fire Alarm Telegraph 
John М. Abrams _____________. Ass't. Supt. Fire Alarm Telegraph 
M. Emmett Matthews -aoea Chief Clerk 
© John P. Weeks LU -- Drill Master 
Patrick J. Kinsella LU Inspector of Apparatus 


DIVISION OF PARKING METERS 
Edward L. Cyr 


NEWARK TRAFFIC COMMISSION 
Commissioner John B. Keenan, Hon. Chairman 
Matthew Ј. Bolger, Chairman; Luke T. Flood, Executive Secretary 
Roland Trenchard, Secretary 


LICENSE DIVISION 
James J. Plunkett, Acting Commissioner 
Bernard Kelly, Chief Clerk 


BUREAU OF TRANSPORTATION 


William D. Mullock, Supervisor 
Raymond McGee, Asst. Supervisor 
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Commissioners' Minutes for January, 1952 


APPOINTMENTS 一 . 
Joseph E. Glenn to constable Ne 2 
Commissioner Stephen J. Moran and Oscar Chinich 
to Local Assistance Board .......... eese ener 4 
Aaron Landisman and Harry Meyers to constable ............................ 13 


Ralph J. Nicastro to temporary Assistant Cashier, 


Department of Revenue and Finance 18 
Angelo Natalizio to temporary Assistant Tax Assessor 18 
Frank A. O'Neil to Director of Civilian Defense ............. essere 18 


APPROPRIATIONS — 
Bills, Claims and Payrolls esee ыы 1-2, 12-13 
$6,700 temporary appropriation for Newark Civil Defense Council 13 


BIDS AUTHORIZED — 


For installing cone valves and furnishing and installing 
by-pass pipe line in vicinity of Bloomfield Avenue Tower... 15 


BOND ANTICIPATION NOTES — 


$25,000 for improvements to water supply system ................................ 13 
$506,250 for city's share of cost of additional water supply ............ 13 
$16,150 for improvements on Monteith Avenue ................................ 13 


BONDS APPROVED — 
Constable bonds of Louis Siskin and Joseph Е. Glenn ........................ 2 


BUDGET APPROPRIATION TRANSFERS — 


Department of Public Works, Public Affairs, and Parks 
and Public Property ...........-. иена италии 2, 13 


BUDGET APPROVED — 
For Veterans Temporary Housing Units 3 


CANCELLATIONS — 


Taxes against premises at 58, 60 and 62 Jones Street, 


244-46, 248-50 Montclair Avenue, 40-44 Hobson Street.......... 13 
CONTRACTS — | 
With Elgin Sweeper Co., for Elgin Sweeper parts ле 4 


With F. Bowden Co., Industrial Service & Supply Со. Van 
Keuren & Son and Colonial Sand and Stone Co., Inc. 


for building materials иын нынын ны. 4 
With Schwartz & Nagle Inc., Dave Stern Co. Inc., and 

Hil Tire Co. Inc, for truck and tractor tires and tubes ........ 4 
With Moses L. Felmly for plumbing мог... 4 
With Angelo Sammarco for heating WO 4 
With Henry R. Isenberg Tile & Marble Co., for tile and 

metal partition Work 2... аль 4 
With Samuel Klein & Co. for audits of accounts of City of Newark 14 
With Sanitation Control Service for rodent control ........................ 15 
With the Woolsulate Corp. for accoustical Wo 15 
With Medical Service Co. for microscopes ........ esse 15 


With Hersey Manufacturing Со. Neptune Meter Со., 
Rockwell Manufacturing Со. Worthington - Gamon 


Meter Div., for water meter parts 2... 15 
With Fisher Cohen Co. and Industrial Garment Co. 
Тог textiles cc cccccccsssccsessescesteecesseacsecssseceeevenseecsececeeseetrsseseesestrssesness 15 


With West Side Printing House for printing and binding 


minutes of Board of Commissioners 22.....Ш. 15 
With H. а. Mooney Co., Grossman Paper & Bag Co., Fisher 
Cohen Co. for paper Products Ne 15 
With Murray Paint & Wallpaper Inc., Joseph Ricciardi, 
Felix Fox & Sons Inc, for paints and paint supplies................ 15 
DISCUSSION — 
Method of paying city employees 2... 11 
On matter of establishing school in the Ivy НП] section .................... 11 
Pertaining to purchase or exchange of properties involved 
in selection of a site for proposed Ivy Hill school ........................ 18 
EXTENSIONS GRANTED — 
On tax sale certificate Мо. 9340 14 
MEETINGS — 
January УВ 2... лала ыы. 1 
January 14th (Adjourned Meeting) тї 
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January 23rd 2...2.2.2..222.м20.:0.002.50 наанаа 12 
January 29th (Adjourned Meeting) ————————— 18 
ORDINANCES - FIRST READING — 
Regulates and licenses livery stables 2......... аа. 1 
Changes and establishes width of sidewalks of Mary Street ............ 12 
Authorizes grading, curbing, paving and other 
improvements of Mary Street ......2Д2.... 12 


Amends ordinance regulating the construction, repair, 
alteration and removal of buildings in City .Rs 12 


ORDINANCES - FINAL READING — 


Defines, licenses and. regulates amusement parlors ............................ 1 
Amends ordinance regulating and controlling vehiculer 

traffic and parking in city ........... RR H 
Regulates and licenses livery stables .................................................... 12 


ORDINANCE - STRICKEN — 
Regulating and licensing livery stables .................................................. 1 


PERMISSION GRANTED — 
To Committee of St. Sebastiano Society of St. Lucy's 


Church, to conduct fireworks display .....02222222222..2.2..... 2 
PETTY CASH — | 
Authorizes checks for funds for various city departments ............ 2 
Establishes fund for Bureau of Sanitation ............................................ 2 
REFUNDS — 
$2,000 Bond and $400 Deposit to Franklin Contracting Co. 
for deposit left for reconstruction of sewer facilities ................ 14 
$50 to William Carlucci, Jr., for liquor license .................................... 14 
$185 to Perdeco Ine. for deposit left on bid ....................................... ees 14 
$24 to The Watson Elevator Co., Inc. for unused permit 14 
REPORTS — 
Statement of Cash Receipts for November, 1951 ............................ 6-10. 
RESOLUTIONS — 
Requests investigation of operation of Newark Airport .................... 2 
Releases rights to 713 Company for subdivision of premises ........ 3, 14 


Authorizes application for assistance to aid in financing 
of city's public assistance program ................................................... 3 


Authorizes application for financial assistance deemed 


necessary by Housing Authority 2.2... 3 
Authorizes Director of Revenue and Finance to open separate 
account for purpose of crediting and charging payroll 
checks and designates depositories Ne 11 
Expresses opposition of Board of Commissioners to recent 
wave of outbreaks of violence and terrorism 
in State of Florida 1.........лол00гаа ааа 13 
Conseats to sub-division of Lots at 445-504 Lake Street 14 
Authorizes Central Planning Board to make preliminary 
investigation and to hold public hearing to determine 
if certain areas are blighted areas 2.22... 14 
Ledicates Manor Drive in housing area at Ivy Hill site .................. 18 
RESOLUTIONS AMENDED — 
No. 5-13, adopted October 31, 1951 4 
No. 5354, adopted December 12, 1951 ... & 
RESOLUTIONS CORRECTED 一 
No. 5485, adopted December 27, 1951 ............ sse eene 3-4 
SETTLEMENT — 
$2,200 to William Kuebler for injuries .Ne 14 
ZONING MATTERS .............о...шаа ыы 4-5, 16-17 
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MEYER C. ELLENSTEIN JOHN B. KEENAN 
DIRECTOR ` DIRECTOR 
OF REVENUE & FINANCE OF PUBLIC SAFETY 


RALPH A. VILLANI 
MAYOR 
Director of Parks and Public Property 
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Minutes of Meetings 


of the 


BOARD OF COMMISSIONERS 


of NEWARK, NEW JERSEY 


February, 1952 


Commissioners 


RALPH A. VILLANI, Mayor 
MEYER C. ELLENSTEIN 
JOHN B. KEENAN 
LEO P. CARLIN 
STEPHEN J. MORAN 


City Clerk 
HARRY 5 REICHENSTEIN 


INDEX 


Commissioner's Minutes For February, 1952 


APPOINTMENTS — 


Jack C. Stone to constable 2... ее ғы 2 
William J. O'Brien to Temporary Inspector, Central 
Purchase Division  ........... eene ERR 4 
Richard Marzano to member of Sinking Fund Commission................ 4-5 
APPROPRIATIONS — 
Bills, Claims and Payrolls ee 1-2, 16 
$75 to John M. Heilman for convention expenses ................................ 5 


BOND ANTICIPATION NOTES — 
$50,000 for improvements to water supply system силине 2 
$156,750 for reconstruction of first floor of City Hall ........................ 3 


BUDGET APPROPRIATION TRANSFERS — 
Department of Public Affairs 2.2.2.22.22......0Һ,м.1.1.0.0000ə ааа tenens 2 


BUDGET MATTERS — 


Board of School Estimate appropriation .......... REA 21 
Hearing on Board of School Estimate appropriation ......... dM 21-22 
CONTRACTS — 
With Associated Humane Societies of N. J. for 
maintenance of pound and removing dogs from streets ............ 4 
With Hemminger Co. for roofing and sheet metal work ........................ 4 


With James P. Smith, Goldman's Drug Store, Chas. Pfizer 
& Co., Ine., Day-Baldwin, Inc. and General Medical Supply 
Co. Inc, for drugs лаулы нынын 4 


With Greater GMC Truck Sales Inc. for 1 panel truck 
With Irving Electrical Supply Co for cable 4 


With M. Augenblick & Bro. Div. of The Borden Со., 
Davis White Co., Gol-Pak Corp. Lair & Brydon, 
Lincoln Brisket Co., and Martig Packing Co. 
for meats and poultry : 4 


With Parking Meter Co. of М. J. for traffic controllers 222222222... 4 
With Union Building and Construction Corp. for 

removal of earth ЯП...ә.оол.....ә ы 17 
With National Lead Co. for lead pipe 20.ә.2л2л22м.2м0мм0000 ы 18 
With Lackawanna Press for window envelopes .................................... 18 
With Laboratory Furniture Co. Inc. for laboratory furniture ........... 18 


With Murphy Oldsmobile for 1 1952 Oldsmobile 
With Chas. Momm & Sons, Inc. for trees 


EXTENSIONS GRANTED — 
On tax sale certificate nos. 28593, 20080 and 28943.......................... 17 


FORECLOSURES — 


Several tax sale certificates 


MEME 3 
MEETINGS — 
February 6th oo. у Дата ИННИ . 1 
February 14th (Adjourned meeting) 2... 15 
February 20th .et 15 
February 25th (Adjourned meeting) .. 21 
February 28th (Adjourned meeting) ............. sesenta 21 
NEGOTIATION AUTHORIZED — 
With Turnpike Authority for purchase of property 
at 2-50 Rutherford Street ....оо...... ы 16-17 
‘OFFERS APPROVED 一 
From James J. Reilly for fee to right of way ................................ 3, 18 
From Samuel J. Coronato and Mary A. Coronato 
for fee to right of way 2... ОНИ 3, 18 
From Everett B. Smith and Martha D. Smith for fee 
to right of Wa ダー 3, 18 
ORDINANCES - FIRST READING — 
Amends ordinance amending Section 640 of revised 
Ordinance of Gt 15 
Provides for vacation, release and extinguishment of public 
rights in Clifford Street, Bismark Street, Avenue J., 
Avenue K., Avenue L. and Chatham Street ............................ 15, 16 


者， 


в 


e 


1 


ORDINANCES - FINAL READING — 
Establishes width of sidewalks on Mary Street ee - 1 


Amends ordinance regulating construction, repair, alteration 
and removal of buildings 


Authorizes improvement of Mary Street ........2.4.222222... 1 


PLANS AND SPECIFICATIONS APPROVED — 
For improvement of So. Eleventh St., Clark St., and Clinton Street 17 


REFUNDS — 
$25.50 to Louis L. Finkel for unused building permit ла ле. 4 
$87.12 to Club Harmony for deposit on liquor license ........................ 17 
REPORTS — 
Statement of Cash Receipts for December, 1951 ................................ 7-11 
Receipts and Disbursements for December, 1951 ............................... 12-13 
City Officers Reports ...................л..аааа4яы нөн 14 
RESOLUTIONS — . 
Expresses sympathy on death of King George УЇТ................................. 2 


Sets date for zoning hearing for Josephine Rizzo and Anna Serra 2 


Condemns Assembly Bill No. 182 requiring referendum 
on low rent public housing 2...ол.л.ыш 2 


Authorizes Corporation Counsel to vacate portion of judgement 
entered іп In Rem Foreclosure suites on several properties... 3-4 


Authorizes notation of failure of several purchasers of tax 


Sale certificates to foreclose same Ne 18 
SETTLEMENTS — 

$3,200 to Esther Tzorfas and Abraham Tzorfas for injuries ................ 17” 

$275 to Ethel Smith for injuries 2.2... 17 


SUB-DIVISION OF LOTS — 


Summer Avenue and Garside Street, Delavan Avenue, 
and Dayton Street .............2......02м2м 00... . 3 


ZONING MATTERS — 5-7, 18-20 
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MEYER С. ELLENSTEIN JOHN B. KEENAN 
DIRECTOR DIRECTOR 
OF REVENUE & FINANCE OF PUBLIC SAFETY 


RALPH A. VILLANI 
MAYOR 
Director of Parks and Public Property 
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24 


STEPHEN J. MORAN 


DIRECTOR 
OF PUBLIC AFFAIRS 


Minutes of Meetings 


of the 


BOARD OF COMMISSIONERS 


of NEWARK, NEW JERSEY 


March, 1952 


Commissioners 


RALPH A. VILLANI, Mayor 
MEYER C. ELLENSTEIN 
JOHN B. KEENAN 
LEO P. CARLIN 
STEPHEN J. MORAN 


City Clerk 


HARRY S.. REICHENSTEIN 


INDEX 


Commissioner’s Minutes for March, 1952 


AGREEMENTS — 
With Harrison and East Newark, for participation in 
Newark’s Police Broadcasting Station ...2.2.2222222.2.22.22.... T 
APPOINTMENTS — 
Karol T. Ciarkowski to constable ooo... ee 2. ...........1... 3 
Donald R. Shanahan, Richard Е. Martin, to patrolmen ........................ 3 
Rose Marie D'Alessio to temporary billing machine operator ........ 3-4 


Frank J. De Martino, Earl Tripplett and 17 others to patrolmen.... 4 
Emilio L. Pinal and Richard Е. Burkhardt to firemen ........................ 4 


APPROPRIATIONS — 


Bills, Claims and Payrolls ............................... анна 2, 6 
$22,500 emergency appropriation for printing ballots ............................ 2 
$3,000 for mailing primary sample ballots ........... sese 2 
89,985,027.77 emergency appropriation for varied Divisions 6 
BIDS AUTHORIZED — 
For collection and reclamation from disposal area ................................ 17 
BOND ANTICIPATION NOTES — . 
$121,000 for equipment and machinery for Health Department, 
City Hospital, Ivy Haven and Relief Administration ................ 2-3 
$65,000, $50,000 and $25,000 for improvements to 
water supply system .ee 3, 6, Т 
BUDGET MATTERS — 
$100,000 Anticipated revenue from Newark Marine and 
Air Terminals MEA 17 
$15,000 Trust Surplus and $15,000 Capital Surplus .............................. 17 
$12,500 road aid as anticipated revenue ...................................... _........... 17 


1 


$102,000 to meet payment of bonds 


$46,207.92 anticipated revenues in water section 


CANCELLATIONS — | 
$206.51 charge against Gallo Asphalt CO 3 
CONTRACTS 一 


With S. S. White Dental Mfg Co. and L. D. Caulk Co., Inc. 
for dental instruments and equipment 


ПИРА 3 
With А. P. Smith Mfg Co. for hydrant parts ...........2.2...22222. 3 
With Davidson Sales & Service Agency for 1 duplicator 

and table ...........ол.ыаш ағы 3 
With Warren George for test borings Ne 7 
With National Cash Register Co. for machine 
controlling rmone イ ザイ 7 
With Flagstaff Foods, Charles Levenson Со. Max Millinger 
and Weber Coffee Co. for groceries 2..2.2.22.222222. 000... 7 
With Spiniello Construction Co. for reconstruction 
and replacement of brick sewer ......... seen eene 7-8 
CONTRACT TERMINATED — 
With D. & M. Contracting Co. for refuse disposal sees 17 
EXTENSIONS GRANTED — 
On tax sale certificate No. 23055 ...........2.22.2....4.....м442м001. 2 
LEASE RENEWAL — 
With Margaret McDermit for premises at 396 Plane Street ................ 7 
MEETINGS — 
March 5 H 
March 9th ..............ы ылығы 6 
March 27th (Adjourned Meeting) 2... 17 
ORDINANCES - FIRST READING — 
Authorizes acquisition and installation of equipment 
and furnishings for Department of Public Safety ........................ 6 
ORDINANCES — FINAL READING — 
Mands Section 640 of Revised Ordinances Ne 1 
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Provides for vacation, release and extinguishment of public 
rights on Bismark Street, Avenue J.,. Avenue K., 
Avenue L., Chatham Street, and Clifford Street ........................ 1, 2, 


PENSIONS — 


Granted to Mary R. Brennan, Newark City Hospital, 
. William Carter, Bureau of Sanitation 2.2222... 221.м...2.. 3, 4 


PERMISSION REQUESTED — 
To pay Port Newark Debt Service $455,633.50 .................................... 18 


PROMOTIONS — 
John Dolak and James F. Gaynor to Battalion Chiefs, 


Fire Division ...... ии ашан 8 
Frank J. Hilliard and Frank B. Barnes to Deputy Chiefs, 
Fire Division ....2.022м.м.22..1......0600010О01000000000000000051С030000ғ77272Ү0000- Ы 8 
REFUNDS — 
$150 to George Calogrides for deposit on sewer connection................ 7 
$230 to Harry J. Schwarzwaelder Inc. for deposit 
on sewer connection pe 1 
REMARKS 一 
Re-opening of Newark Airport for army flights .................................... 17 
Commissioners Ellenstein and Carlin on water department budget... 17 
By city commissioners on budget ee 18 
REPORTS — 
Cash Receipts for January, 1952 ............... essent nenne 10-14 


City Officers for January, 1952 ...2...әәә4.олла4м2мм42244412000. 14 


Receipts and Disbursements for January, 1952 .................................... 15-16 


RESOLUTIONS — 
Memorializes the late Frederick Bigelow .............. 1 ecl 2 


Authorizes attendance of Sgt. Edward V. Weber at 
Federal Bureau of Investigation 


National Academy for 12 weeks .........2....2......1 3 
Authorizes use of property for refuse disposal ........................................ 17 
Authorizes site for new incinerator: plant ................................................ 17 


ш 


RESOLUTIONS AMENDED — 


No. 7719, adopted June 2, 1948 


TAX EXEMPTIONS — 


Granted to honorably discharged servicemen 


ZONING MATTERS 
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MEYER C. ELLENSTEIN 
DIRECTOR 
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RALPH А. VILLANI 
MAYOR 
Director of Parks and Public Property 
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Minutes of Meetings 


of the 


BOARD OF COMMISSIONERS 


of NEWARK, NEW JERSEY 


April, 1952 


Commissioners 


RALPH A. VILLANI, Mayor 
MEYER C. ELLENSTEIN 
JOHN B. KEENAN 
LEO P. CARLIN 
STEPHEN J. MORAN 


City Clerk 
HARRY S. REICHENSTEIN 
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Commissioners' Minutes for April, 1952 


AGREEMENTS — 


With Borough of Pompton Lakes for use of radio station................ 1-2- 
APPOINTMENTS — 


Daniel J. McGrath and 11 others to бгетап....................... 5 


Matthew P. Reuther to Member of the Municipal 
Board of Alcoholic Beverage Control .ee 12 


APPROPRIATIONS — 


Bills, Claims and Payrolls ........................... иинин 2, 10, 25 

$6,500 emergency appropriation for elections ...................................... 10-11 

$643,883 and $365,571 emergency appropriations for 

Board of Education ...л...алла ғаға 26 

$15,893,138 for educational PULPOSES RR 26 

$300 to Laurie M. Leedom for convention expenses ................................ 28 
BIDS AUTHORIZED — 

For Division of Water Contract 116 .es 4 

For Division of Water Contract 117... н... 5 

For annual flagging contract for 1952 _................................................. 21...27 
BIDS REJECTED — 

For Division of Water Contract 116 ...... essetis 27 

On several tax sale certificates .............. 2а. 29 
BOND ANTICIPATION NOTES — 

$50,000 for improvements to water supply system .................................. 2 

$50,000 for improvements to water supply system ................................ 11 


I 


$75,000 for improvements to water supply system ee п 
$40,000 for improvements to water supply system ................................ 26 
BUDGET MATTERS — 
Hearing on Municipal Budget ............. sse eerte 22 
Resolution on Board of Education Budget ............... ss 23-24 
Resolution approving 1952 Municipal Budget ле 24 
Sets May 16 as date for public hearing on budget ле 24 
CANCELLATIONS — 
Tax sale Certificate No. 7073 for Louise Mongerella .ee 26 
COMMUNICATIONS — 
From William B. Rearden, president of the Chamber of 
Commerce, on Municipal Budget ........1. eere 1-2 
CONTRACTS — | 
With Jack Braverman Pharmacy, Goldman's Drug Store, 
and Seidler Chemical & Supply Co., for surgical supplies .......... 3 
With James P. Smith for X-Ray supplies Ne 3 
With Combined Kitchen Equipment Co. Inc., James Е. 
Collin & Co., for kitchen equipment .........................н 3 
With American Business Systems for Police report sheets .................... 3 
With Fisher Cohen Co. for towels Ne 3 
With M. Augenblick & Bro. Div. of the Borden Co., Davis 
White Co., Gol Pak Corp. Lair & Brydon, & National 
Meat Supply Co. for meats and poultry 20. eee 3-4 
With Eswell Kemp Inc., for plants seen nre 4 
With Moore Business Forms Inc., for forms .......... sss 4 


-With C. Wolber Co. for printing Municipal Yearbook 


With La Ferra Contracting Co. for Div. of Water Control 99 


With Nesto Construction Co. for repaving of 
Several city streets 
With Fisher Cohen Co. for textiles ............. sse 


With General Electric Co. for mobile units & receiver 


With S. H. Grossman Inc. for 1 Dodge Sedan 


II 
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With Joseph Ricciardi for paints and supplies ........................................ 12 


With Gann Law Books for booklets 2.2.22... Ла. 12 
With Hill Tire Со., & Dave Stern Co. for tires and tubes 
With Reisen Lumber & Millwork Со. for lumber ................................ 
With J. B. Card & Paper Со. for paper ............. esses 12 
With Dosch King Co. for cement, F. Bowden Со. mineral 

filler, Colonial Sand & Stone Co. for sand & stone ........................ 12 
With Nesto Construction Co. for installing cast iron mains ...............28 
With Gallo Asphalt Co. for repaving several city streets ........................ 28 
With A. P. Smith Mfg. Co. for tapping sleeves, valves 

and hydrants ....... ити ити линии 28 
With Davis Emergency Equipment Co. for helmets ................................ 28 
With Combined Kitchen Equipment Co., Inc. for refrigerators .......... 28 
With Warren Foundry & Pipe Corp. for cast iron pipe 

апа fittings 2......ол.... ЗЫ 28 
With Malzeri & Co. for collection of salvable materials ........................ 28 


FORECLOSURES — 


Several Tax Sale Certificates о... 26 


LEASE APPROVED — 


With United Advertising Corp. for display of sign ................................ 11 


MEETINGS — 


April 2nd а... КОННИ 1 
April 16th а.н 昌和 10 
April 18th (Adjourned meeting) .... c 22 
April 90 


NOTIFICATION AUTHORIZED 一 


Anna C. Harrison of hearing on erroneous tax payment ........................ 27 


OFFERS APPROVED — 


From Wayne Manor Inc. & Security Home Builders for easement 26-27 


ІП 


ORDINANCES — FIRST READING — 


Authorizes construction of storm sewer in Mary Street ........................ 1 

Amends ordinance relating to and fixing water charges ........................ 1 

Provides for closing of certain stores on Sundays 2... 10 
ORDINANCES — FINAL READING — 

Authorizes acquisition and installation of equipment and 

furnishings for Dept. of Public Safety ei 1 

Relates to fixing of water charges 2.2... лара 10 

Authorizes construction of storm sewer in Mary Street neseseru 10 

Provides for closing of certain stores on Sundays лиши 25 
PENSIONS GRANTED — 

To James Е. Fitzmaurice, Inspector in Div. of Sewers ........................ 5 

To Enoch Johnson, Street cleaning laborer .... А 28 
PLANS & SPECIFICATIONS APPROVED — 

For improvement of Sherman Ave., Leslie St., Wainwright 

St, and Schley St 4 

PROMOTIONS — 

William Fiverson to Superintendent of Buildings ......... eee 5 

Chas. Н. Wright to Assistant Engineer, Division of Water ................ 5 

Hugh A. O'Gorman to Deputy Chief of Police .......... 12 
PURCHASE AUTHORIZED — 

1,500 feet of Transite pipe 0... e tt eeeeneesreeetesseresestetsteneneneeneney 28 
REFUNDS — 

$10 to Litecraft Manufacturing Со. for deposit срне 11 

$5 to Louis Greenberg for building permit ee 21 

$200 to Warren George for deposit left on bid ....... sse 27 
REPORTS — 

Receipts and Disbursements for February 1952 ......... ees 8-9 

City Officers for February 1952 .......... а-а-а. 9 

Receipts and Disbursements for March 1952 ....... eee 15-16 


IV 


(> 


City Officers for March 1952 .pe 16 
Cash Receipts for February 1952 .pe 17-21 


RESOLUTIONS — 


Consolidates 35 bank accounts in National State Bank 


representing old sinking fund coupon accounts .............................. 2-3 
Approves action of Newark Civil Defense Council in 
ordering various materials 2...22.22222200лы апатын 3 
Appoints Civie Clubs Council to conduct Fourth of July 
Celebration  .......... eese РАНИ 26 
Declares emergency exists for installation of water 
main in Avenue “Р” sees eere eres ыт 21 
RESOLUTIONS AMENDED — 
No. 9944, adopted May 4, 1949 .4..................2.. Л.Д 2.0.0... 5 
RESOLUTIONS RECINDED — 
No. 5880, approved February 28, 1952 ...........................2222.22.2..... 5 
SALE APPROVED — 
Several city owned properties ................ ии лилии ини ааа 11 
Several tax sale certificates .......................... анаан 28 
Tax Sale Certificate No. 32603 to Leon A. Kolker ............................ 28-29 
SETTLEMENT — 
$500 to Mildred MeKenry for injuries し 21 
STATEMENT — 
By Mayor Villani extending felicitations on fourth | 
anniversary of founding of State of 1Їзгае1......................................... 29 
TAX EXEMPTIONS — 
Granted to honorably discharged servicemen .......................................... 1i 
TRAINING APPROVED — 
For Inspector Thomas Rush at Arson School conducted 
at Purdue University 2ә.о..о...л.м2ал00ға 000000110000 5 
TRANSFERS — 
Balances left from improvement of several streets ................................ 27 
ZONING MATTERS — 2..........шаШ 5-7, 12-14, 29-31 
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Commissioners 


RALPH A. VILLANI, Mayor 
MEYER C. ELLENSTEIN 
JOHN B. KEENAN 
LEO P. CARLIN 
STEPHEN J. MORAN 
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Commissioner's Minutes For May, 1952 


AGREEMENTS — 


With Public Service Coordinated Transport for suspension 


of street railway service on Bloomfield Ave. ......... sse 5 
With United Advertising Corp. for maintenance 

of advertising display SE 5 
With Public Service Coordinated Transport for suspension 

of street railway service on Orange and other streets ................ 46 

APPOINTMENTS — 

George Arons to constable ee 4 
Joseph B. Sugrue, Anthony Giuliano and Joseph H. Lerner 

as Magistrates of the Municipal Court, Harry А. Pine 

as presiding Magistrate of the Municipal Court сл 6 
Marian Kass to temporary billing machine operator in 

Tax Accounting Division ........ sesenta 6 
Albert Borok as member of the Newark Housing Authority ..........., 6 
David Silver, 3rd as constable 2...о.олә... ы 45 
John J. Hopkins and 4 others to patrolmen 2... 46 
Robert F. Dunn and 11 others to patrolmen ла 46 

APPROPRIATIONS — 

Bills, Claims and Payrolls ..л.....л.а.ғ ыы 3, 44-45 
$107,067 emergency appropriation for Board of Education ................ 3 
$16,627,021 for educational purposes 2......ло2лмм ыы 4 
$150 to Fire Chief Burnett for convention expenses ............................ 46 
$50 to Dr. William D. Ferguson and James H. Farmer 

for convention eXpenses 2... ыш 46 


BIDS REJECTED — 


For street pav2ment restoration over water utilities ............................ 46 


BOND ANTICIPATION NOTES — 
$13, 500 for construction of sanitary sewer in Delancy Street ........ 4 


$75,000 for improvements to water supply system 


$506,250 for additional water supply 


$25,000 for equipment for Department of Public Safety ........................ 45 


BONDS APPROVED — 


Surety Corporation Bonds for paving several city streets ................ 5 


BUDGET MATTERS — 


1952 Municipa. Budget ......... еи ғы 12-37 
Amendments to Municipal Budget ле 38-41, 42-43 
CANCELLATIONS 一 
$68.40 from tax boo 4 
Erroneous tax on 5-7 Merchant Street esses eee 45-46 
COLLECTION AUTHORIZED — 
For payment of funeral expenses for Leon Yanush осе. 45 
CONTRACTS — 
With Gann Law Books for printing, publishing and 
binding Revised Ordinances of City 2.2... 5 
With Heidritte- Lumber Corp. for lumber .............. NN 5 
With M. Augenblick & Bros. Div. of the Borden Co., Davis 
White Co. Lincoln Brisket Co. and Martin Packing Co. 
for meats and poultry „ини 5 


With Bingham & Taylor Corp. for valve box parts 


With McKesson & Robbins Inc, James P. Smith, Е. В. Savibb 
& Sons, & Goldman's Drug S:ore, for drugs 2222222... 


With Arborcrist Supply Co. for mist sprayer 222.22... 


With Vickers, пе. for Vickers pumps and parts 
With George А. Mathewson Co. for Conveyor chain link assemblies 46 


With Nesto Construcsion Co. for repaving of Sherman Avenue ...... 46 
With Carracino and Zappulla for annual flagging work .................... 46 
II 
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DESIGNATIONS — 
Clinton Hill Savings & Loan Association, as depository for funds... 48 


HEARING AUTHORIZED — 
On petition of Howard Savings Inst. for return of $1,111.48 MEM 45 


LEAVE OF ABSENCE — 
Granted to Harry A. Pine, Legal Assistant in the law department 6 


MEETINGS — 


May 5th (Adjourned meeting) 2..о.о....... ы а 1 
May 12th (Special meeting) 0о.о.о0м2000м0040М4 000000 1 
May Мо Шш ширинин аннан 3 
May 16th (Budget Meeting) 2... 3 9 
May 23га (Budget Hearing) 2....2л022м2о404044М 0М002000 ы аин. 42 
Мау 28th oi eccessesssesecereeerevseesessenseessesseseesavsaceeeeeaseeesaesacessaesettesseseeeesees 44 


OFFERS ACCEPTED — 
$1,800 from Northeast Airlines Inc. for settlement of claim ................ 4 


$250 from Wayne Manor Inc. and Security Home Builders 
for easement ...................11.4х2..41410002-00000000-0000-000::0С0000200 4, 45 


ORDINANCES — FIRST READING — 


Provides for bond issues of $3,179,000 for new City Hospital ............ 2 
Amends ordinance regulating construction, repair and 
alteration of buildings у.н чыныны. 3 
Provides for salary increases for city employees ................................ 44 
Establishes salaries of members of Board of Public Safety ................ 44 
Provides for new scale of wages in Police and Fire Depts. ................ 44 
ORDINANCES — FINAL READING — 
Provides for $3 million bond issue for new City Hospital .................... 44 
Amends ordinance regulating construction, repair, alteration 
and removal of buildings 2... 44 
PAYMENT AUTHORIZED — 
$45,000 to Margaret Kress for injuries о. 4 


ІП 


$4,221.91 to Dr Charles V. Craster for pension due ............................ 6 
$199.50 to Berkeley Savings & Loan for property eee 45 


PENSIONS GRAN'TED — 


To Henry Е. Eilbard, foreman in the Bureau of Streets .................... 6 


PROMOTIONS — 


Herman O. Richter, Raymond Kurbyweit and Thomas 


MeCormack to deputy chief, Fire Division .ee 46 
REFUNDS — 
$3, 550 to Otis Elevator Co. for deposit шаа. 4-5 
$135 to Third Ward Republican Club on liquor license ........................ 5 
$38 to Joseph Seibilia on building permit fee ........... sss 45 
REJECTIONS — 
Resignation of Commissioner Ellenstein as a member of the 
Board of School Estimate ee 2 
REMARKS — 
Discussion of Plans for new City Hospital oo... sse 1-2 
On proposed e.imination of $400,000 from Board of 
Education budget… せ … せ … せ er 2 
Discussion on 1952 Municipal Budget by Joel R. Jacobson, 
Adolph Knispel, David M. Litwin, John Robertson, Arnold 
Harris, Harry Spellman, Edward Sheppard, Edmund W. 
Wollmuth, Joseph Bruder, Milton Hendler, Harry W. 
Wolkstein, Commissioners Ellenstein, Keenan, Carlin and 
Mayor Vi 10-11, 42 
REPORTS — | 
City Officers for April 1952 oo sse ennt 47 
Receipts and Lisbursements for April, 1852 ......22.2....02221.. 47-48 
Cash Receipts for March, 1952 ...................................... МОНИ 48-53 
Cash Receipts Jor April, 1952 ye 53-57 
RESOLUTIONS 一 
Requests Gov. Driscoll to order cessation of construction 
of new building at Newark Airport .......... sse 3-4 


IV 


Expresses regret on loss of father of Deputy Mayor Kent 


eee enn 4 

Extends sympathy to family of late Mary Washington .................... 4 
Extends vote of confidence to Major Victor M. Meseareh .................... 45 
Approves closing of portion of Lewis Street ........................................ 45 
ZONING MATTERS ...........22....000080000ееены 6-8, 46-47 
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Minutes of Meetings 


of the 


BOARD OF COMMISSIONERS 


of NEWARK, NEW JERSEY 


June, 1952 


Commissioners 


RALPH A. VILLANI, Mayor 
MEYER C. ELLENSTEIN 
JOHN B. KEENAN 
LEO P. CARLIN 
STEPHEN J. MORAN 


City Clerk 


HARRY S. REICHENSTEIN 
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Commissioners’ Minutes for June, 1952 


APPLICATION AUTHORIZED — 


State Aid funds in the amount of 544,100... 7 
APPOINTMENTS — 

Allen J. Dowd to assistant traffic engineer лу. 44440021. 5 

Herbert Borok to Newark Housing Authority ............222222....... 5 

Thomas W. Harrington to patrolman 2.2.2.2... ы 8 


APPROPRIATIONS 一 


Bills, Claims and Payrolls ee 2, 6 
$200 for fellowship to Rutgers Work Shop in Human Relations Lee 3 
$500 each to Walter S. Baver & August E. Zentgraf 

for convention expenses ...................... ығы. 8 
$600 to Mayor Villani for conference expenses .................................... 8 


BIDS AUTHORIZED — 
For improvement of Fairmount Avenue 2... 7 


For improvement of Mary Street sss eese eet 7 


BOND ANTICIPATION NOTES — 
$25,000, $50,000 & $50,000 for improvements to 


water supply system .................... нна 3 
$250,000 for improvements of various publie buildings :....................... 3 
$243,000 for cost of fire apparatus .................: ——— —— 3 


$307,000 for equipment and furnishings for Dept .of Public Safety... 7 


BONDS APPROVED — 


Surety Corporation Bond for Nesto Construction Со............................. 4 


I 


CANCELLATIONS 一 
Delinquent taxes 


Tax sale certificate No. 3453 ................................ ыы ын enne 


CONTRACTS — 


With C. & L. Coal - Warren Ice & Trucking Со. Franklin 
International Oil Co, Wilbur Fredericks and S. Smith 
Coal and ЭП Co., for OL 


With Flagstaff Foods, Max Millinger and Weber Coffee Со., 
for foods:uffs 


With Gamewell Co. for fire alarm and time recorders 


With S. H. Grossman, Inc, for 1952 Dodge Auto ле 


With Smith Tractor & Equipment Co., for 1 used wheel tractor .... 


With Frank Domenick & Co., for construction of Mary Street 


Storm веугег et 
With Borden'í Milk Products for milk 


eesasestseseseseusepseseseesesonstsedesasesero sienne 


With Davis White Со. Lair & Drydon, Lincoln Brisket Co., 
and Martin Packing Co., for meats and poultry ............................ 


With S. H. Grossman Inc., for 34 ton. Dodge Truck 
and % ton Dodge Truck 


With Parking Meter Co. of N. J. for parking meters 
and traff.c control signals ........ линии ини eene ennt 


With Minnescta Mining & Manufacturing Со. for 
reflective sheeting .......... ии иена сынынын en 


With M. J. Sheridan & Son for street pavement restoration ............ 


EXTENSIONS GEANTED — 
On tax sale certificate No. 31630 ............. sesenta 
On tax sale certificate Nos. 33963, 33964, 30299, 30298, 
24128, -and 21830 ...........2.2..2..21..1.0212.2)2Ү7Ү 6.40.4666 ү өн ее ике мекеннен кеннен 
INVESTMENT AUTHORIZED — 
$400,000 іп U. S. Treasury Notes ee 


LEASE RENEWED 一 


For land at 72-96 Manchester Place for veteran’s housing .................... 


п 


“4% 


LL 


4 


- LEASES — 


Property at 152-162 Wilson Avenue for Police Пері. ............................ 8 

Property at 109 Broome Street for health station .................................... 8 
MEETINGS — 

June llth esee ии НН 1 

June 25 NM 6 


OFFERS ACCEPTED — | 


$3,200 from Mitchell Ine, for 1 4 
From John Vander Stad for standing timber from 

Newark Watershed  2..220002л0.000020001 ыы 4 

ORDINANCES — FIRST READING — 

Provides for closing on Sunday of all stores dealing in 

household supplies лиле линии tatnen thin in 1 
Controls size and setting of verticle soil vent stacks 

in buildings 10 or more stories in height ........................................ 1 
Amends zoning ordinance affecting vicinity of Mitchell 

Place and Rose Street Ne 1 
Regulates construction, repairs, alterations and 

removal of buildings es 1 
Grants permission to P. Ballentine & Sons to construct 

and maintain a bridge over Ferry Street ........................................ 1 
Creates permanent positions іп Dept. of Public Works ........................ 1-2 


Creates permanent positions in Dept. of Parks & Public Property 2 


Creates permanent positions in Dept. of Publie Affairs .................... 2 
Creates permanent positions in Dept. of Public Safety ........................ 6 
ORDINANCES — FINAL READING — | 

Provides for salary increases of certain employees NR 2 
Amends ordinance providing for a Board of Public Safety .................... 2 
Fixes salaries in Police and Fire Divisions ............................................ 2 
Provides for Sunday Closing of stores dealing in 

household appliances ............... RM 6 
Amends revised ordinance of 1913 6 


Amends Zoning ordinance 
Amends ordinance regulating the construction, repair, 
alteration and removal of buildings 


Grants permission to P. Ballentine & Sons to construct bridge 
over Ferry Street 


> 


ORDINANCES - DEFERRED — 


Creates permanent positions and fixes salaries in 
Department of Parks & Public Property 


Creates permanent positions and fixes salaries in 
Department of Public Works 


PENSIONS GRANTED — 


To Jeanette Hawkins, public health nurse 


To Howard Қ. Baldwin, inspector water dept. .............................. 


PERMISSION GRANTED — 


To Society of Maria S. S. Del Carmine of St. Rocco’s 
Church to conduct fireworks display 


PROMOTIONS — 


Charles P. Woodnut & Arthur J. Simpson to principal 
assistant engineer; Carlton E. Swain; Walter Anderson, 
John T. Bisch and Joseph P. Remmele to assistant 
engineers 


REFUNDS — 
$50 to George Stadler for license fee 


$100 to Harry Germano, $50 to Nicholas Lansandro and 
$25 to Saul E. Sulton for fines 


$1,112.51 to Patsy Fernicola in tax sale certificate No. 33505 


$10 each to 5 bidders on electrical work 


REPORTS — 
City Officers -eports for Мау, 1952 


Receipts and Disbursements for May, 1952 


IV 


көөн 8 


RESCLUTIONS 一 


Commends Edmund W. Wollmuth, retiring executive ” 

Vice President of the Newark Chamber of Commerce ............ 2 
Expresses sympathy on death of Archbishop Walsh ............................ 2 
Expresses regret on Phil Britos moving to Miami ............. sess 2-3 


Approves request of Newark Housing Authority to’ close. 
certain area for new housing project 


Approves report of Central Planning Board on Branch Brook 
Park Development Area 2... ашшы T 


Grants right of way to Smoke Rise Company, Ine. .............................. 8 


RESOLUTIONS CORRECTED — 
No. 6383 adopted May 26, 1952 .ee 2 
No. 3991 adopted April 4, 1951 .......................ҺШШ 10081 1 


RESOLUTIONS RESCINDED — 
No. 6316, adopted May 1 5 
Resolution adopted May 20, granting return of 
$8,640.09 to Dr. Charles V. Craster .........ТД2.2.......2... D 
SETTLEMENT — 
$45,000 to Margaret Kress for injuries ee 3 
$950 to C. Salvatore & Sons and Joseph Miele Contracting 
Co., Inc, for contract .ee 4 
TAX EXEMPTIONS — 


Granted to honorably discharged servicemen ............ eee 3 


ZONING MATTERS —M——— —— 5, 9 


MINUTES of the BOARD of COMMISSIONE 


JULY, 1952 


e 


% 


※ コ コマ ココ マラ と こと と と と と と の マコ ココ : 


ココ ココ ココ SS と と に と たと と | 


MEYER C. ELLENSTEIN JOHN B. КЕЕМАМ 


DIRECTOR DIRECTOR 
OF REVENUE & FINANCE OF PUBLIC SAFETY 


ぐり 
% 


Pree Ges 


と と と と と 
と と と と と と 6 


“ats 
227 
ale 
ov 


als 4, 
t. 
©; 
7 «9». 
226, 


E 


RALPH А. VILLANI 
MAYOR 
1 Director of Parks and Public Property. 
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Minutes of Meetings. 


of the 


BOARD OF COMMISSIONERS 


of NEWARK, NEW JERSEY 


July, 1952 


Commissioners 


RALPH A. VILLANI, Mayor 
* MEYER C. ELLENSTEIN 
JOHN B. KEENAN: 
LEO P. CARLIN 
STEPHEN J. MORAN 


City Clerk 


HARRY S. REICHENSTEIN 


ө, 


DIRECTORY OF DEPARTMENTS 
AND OFFICERS 


————————— ФФ 


Department of Parks and Public Property. 
RALPH A. VILLANI, Mayor, Director 
David Kent, Deputy Mayor; Samuel D. Bozza, Secretary; 


James P. Lordi and Joseph Katowitz, Executive Secretaries; Mario 
V. Farco, Investigator; Edna M. Holdsworth, Executive Clerk; John 
J. Sileo, Senior Clerk-Publicity; Paul Brienza, Executive Assistant. 


FREE PUBLIC LIBRARY 
Board of Trustees 


Prof. Samuel L. Hamilton, President 
Mayor Ralph А. Villani, Vice President (Ex-Officio) 
Mrs. Denis Kelly, Secretary 
Augustine J. Kelley, Treasurer 


Dr. John S. Herron, Supt. of Schools, Ex-Officio; Dr. Nicholas 
W. Sivolella and Irving Siegler, members of the Board of Trustees. 


John Boyton Kaiser, Director; James E. Bryan, Assistant 
Director and Acting Personnel Officer. 


BOARD OF EDUCATION 
William С. Ricigliano, President 


Frances Nussbaum, Vice-President; J. Н. Thayer Martin, 
Benjamin C. Slavkoski, Mrs. Reynold E. Burch, Peter Yablonsky, 
Mrs. Edward Fitzpatrick, Charles A. De Piano, Saul J. Baron; 
Arnold M. Hess, Secretary; Harry Kling, Assistant Secretary; Jacob 
Fox, Counsel. 


Dr. John S. Herron, Superintendent of Schools. Albion U. 
Jenkins, Michael К. McGreal, Thomas F. McHugh, Dr. Edward Е. 
Kennelly, Dr. Joseph H. Schotland, Ass't Superintendents; Depart- 
ment Directors: Armand С. Rehn, Practical Arts; Dr. Donald W. 
Campbell, Reference and Research; Mary J. Francis, Elementary 
Education; Raymond C. Goodfellow, Business Educat on: Dr. Eliza- 
beth Kelly, Special Education; Marguerite Kirk, Lioraries, Visual 
Aids and Radio; Dr. Patrick D. Gerard, Health Education and Ser- 
vise; Agnes C. Murphy, Music; Dr. Bruce B. Robinson, Bureau of 
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Child Guidance; Edgar С. Spitz, Purchasing Agent; Albert L. Fiorella, 
Supervisor of Repairs and Maintenance; Joseph A. Liddy, Physical 
Education and Recreation; William O’Toole, Director, Bureau of 
Attendance; Dr. Carrie Losi, Secondary Guidance; Margaret E. 
Brennan, Directcr of Home Economics. 


BOARD OF SCHOOL ESTIMATE MEMBERS 


Mayor Ralph A. Villani, City Commissioners Meyer C. Ellen- 
stein and Stephen J. Moran; Saut J. Baron and William C. Ricigliano. 


NEWARK COLLEGE OF ENGINEERING 
AND NEWARK TECHNICAL SCHOOL 
Board of Trustees Appointed by the Governor 


Governor Alfred E. Driscoll, Mayor Ralph A. Villani, Ex- 
Officio members; Edward F. Weston, President; Robert Campbell, 
Vice-President; Robert С. Cowan, Treasurer; Edward F. Bataille, 
Assistant Treasurer; Robert W. Van Houten, Secretary; Joseph 
M. Byrne, Jr., Frederick W. Birkenhauer, Judge William J. Bren- 
nan, Jr., and Freaerick О. Runyon. 


NEWARK MUSEUM 


Board of Trustees 
Franklin Conklin, Jr., President 


Paul B. Sommers, Mrs. John R. Hardin and Mrs. George 
Barker, Vice Pres dents; Adrian Riker, Treasurer; Katherine Coffey, 
Secretary and Director; Mrs. Mildred Baker, Assistant Secretary and 
Assistant Director; Trustee Emeritus, Mrs. Wallace M. Scudder. 


Elective Trustees 


Carl W. 3adenhausen, Edgar S. Bamberger, Mrs. George 
Barker, Charles B. Bradley, John A. Brady, John Cervase, Katherine 
Coffey, Supreme Court Justice Frederic К. Colie, Franklin Conklin, 
Jr., Edward M. Crane, Mrs. C. Sudyam Cutting, Leonard Dreyfuss, 
Mrs. Wells P. Eagleton, Charles Edison, Wilson C. Ely, Rabbi Solomon 
Foster, Frederick Frelinghuysen, L. Hamilton Garner, Charles C. 
Giffoniello, Mrs. Parker O. Griffith, Dr. Samuel L. Hamilton, Mrs. 
John R. Hardin, Dr. John S. Herron, Superintendent of Public 
Schools, Ex-Officio, William A. Hughes, Herman A. F. Jaehne, Alice 
W. Kendall, Frank 1. Liveright, Earl R. Mellen, H. Victor Paul, Moses 
Plaut, William C. Ricigliano, Ex-Officio, Mrs. Grafton Н. Pyne, Adrian 
Riker, Mrs. Mary G. Roebling, Mrs. Rodney Saylor, Edward W. Scud- 
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der, Edward W. Scudder, Jr., Mrs. John E. Sloane, Paul B. Sommers, 
Augustus C. Studer, Jr., W. Clark Symington, John C. Thompson, 
Hon. Ralph A. Villani, Ex-Officio, Mrs. Kenneth V. C. Wallace, 
The Right Rev. Benjamin M. Washburn, John C. Williams, Mrs. Earl 
Le Roy Wood, Mrs. Roger Young. 


CITY CLERK'S OFFICE 


Harry S. Reichenstein, City Clerk 
and 
Registrar of Vital Statistics 
Elizabeth R. Sweeney, Secretary to the City Clerk 
Vital Statistics (births, deaths, marriages) 
Marriage License Bureau 
Municipal Records - City Archives - General Licenses and 
Department of Elections - Custodian of Martin Act 
Department Records 


LAW DEPARTMENT 


Charles Handler, Corporation Counsel 


Michael Breitkopf, George B. Astley and Richard T. McDonough 
Assistant Corporation Counsels. 


Vincent J. Casale, Joseph A. Ward, Thomas M. Kane, 
Nicholas Albano and Louis Weiss; Legal Assistants. 


Alfred Del Negro, Investigating Attorney 
William La Vecchia, Clerk 


, BUREAU OF SANITATION 
STREET CLEANING, REFUSE and MOTOR DIVISION 


Timothy B. Struble, General Superintendent 


PUBLIC BATHS AND SWIMMING POOLS 
Mrs. Bertha B. Heath, Business Manager 


SHADE TREE AND CITY PARKS DIVISION 


William Coleman, Superintendent 


PUBLIC BUILDINGS BUREAU 
Harry J. Corbally, Chief Clerk 
Charles Villano, Chief Architectural Engineer 
Al. Gialanella, Superintendent of Maintenance 
Louis Etzel, Chief Engineer 
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MUNICIPAL FARMERS MARKET 
Louis Anker, Supervisor 


SUPERVISOR OF ACCOUNTS 
William А. Adams 


CELEBRATION OF HOLIDAYS 
BAND CONCERTS 


Danny Hope and Herb Larsen, Supervisors 


COMMISSION ON MUNICIPAL SANITATION 
George D. Callan, Chairman 
George V. Bradley, Vice Chairman 


Mrs. Edward F. Fitzpatrick, Dr. Aaron H. Haskins, Roger M. 
Yancy, Dr. Morando De Fronzo, Vito Verniero, Frank Marschner, Jr., 
J. Anton Hagios, Joseph Dubowy, Frank А. O'Neil, Mack Harris, 
John P. Teevan, Moe Zimmerman, Raymond W. Glassman, Joseph 
Tantleff, Julian Kraemer, Samuel Caputo, Dominick Sorce and Paul 
Brienza, Secretary. 


NEWARK CIVIL RIGHTS COMMISSION 


David M. Litwin, Chairman; J. Bernard Johnson and Ann 
Nugent, Vice Chairmen; William B. Davis, Secretary; and George 
M. Margolis, Counsel. 


Andrew Keybida, John J. Egan, Herman Sirota, Monsignor 
John J. McNulty, Rabbi Dr. Joachim Prinz, Rev. Dr. Lester H. Clee, 
Louise Baxter, Mario V. Farco, Vasco Jardim, Leo Kazlowski, Anthony 
Martíno, John A. Paolercio. 


NEWARK DEFENSE COUNCIL 


Lionel P. Kristeller, Chairman; Alexander T. Schenck, Vice- 
Chairman; William A. Consodine, Aide to Chairman; Samuel Kaphan, 
Secretary; and Frank A. O'Neil, Director 


Fire Chief Charles G. Burnett, Dr. Harold А. Murray, Dr. 
Aaron Haskins, City Chief Engineer John S. Flockhart, John P. 
Sutton, A. J. Denman, Harry Aston, Director Division of Central 
Purchase; Tax Commissioner Vincent P. Torppey, Harold A. Lett, 
Herman J. Harris, T. R. Davis, Jr., P. T. Comstock, of American 
Red Cross, Albert Stango, and Nicholas Cundari. 
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MAINTENANCE OF FORECLOSED PROPERTIES 
Samuel D. Bozza 


FLAG CUSTODIAN 
Frank V. Lanzara 


DIVISION OF INVENTORIES 
Rocco Blasi 


MUNICIPAL COURTS 


Part | (First Precinct) ; Part 2, (Family Court). 
Chief Magistrate, Harry Pine 
Thomas F. Guthrie, Chief of Clerks 
Robert J. Beckley, Clerk in Part 1, Anna Hentsch, Clerk іп 
Family Court. 


Part 2, (Second Precinct) ; Part 3, (Third Precinct). 
Magistrate Joseph H. Lerner, Charles F. J. AcGovern, Clerk, 


Part 4, (Fourth Precinct). 
Magistrate Anthony Giuliano, Edward Devore, Clerk 


Part 5, (Traffic Court). 
Magistrate Joseph B. Sugrue, Peter C. Walsh, Violations Clerk. 


Department of Revenue and Finance 
MEYER C. ELLENSTEIN, Director 


Michael Salandra, Deputy Director; William Tropp, Secretary; 
Charles J. Farley, Clerk; Frank Calabrese, Acting Receiver of Taxes; 
Charles Flicker, Acting Treasurer; Herbert M. Gladstone, Acting 
Comptroller; William J. Griffin, Chief Accountant and Acting 
Auditor; William P. Schorn, Chief Clerk. 


BOARD OF ASSESSMENTS AND REVISION OF TAXES 
Jack Slavitt, President 
Ralph Caprio, Joseph Esposito, John A. Condon, Vincent P. Torppey 
Thomas E. Hunt, Secretary and Chief Clerk 


BOARD OF ASSESSMENTS FOR LOCAL IMPROVEMENTS 
(Inactive) 
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SINKING FUND COMMISSION 
Richard D. Marzano, President 


William Van Loan Taggart, Vice-President; Meyer C. Ellen- 
stein, Treasurer; Daniel J. Moore, Assistant Treasurer; Mayor Ralph 
A. Villani, Ex-Otficio; Mortimer Johnson, Secretary. 


POLICE AND FIREMENS' PENSION FUND 
James F. Caffrey, Jr., President 


Mayor Ralph A. Villani, Bernard F. Curran, Secretary; Patrol- 

man James T. Stapleton, Police Representative; Captain William H. 

. Van Ness, Firemen's Representative; and Commissioner Meyer С. 
Ellenstein. 


HEALTH DEPARTMENT PENSION FUND 


Joseph E. Connolly, President; Dr. William E. Ferguson, Vice- 
President; Frank C. Kreitler, Treasurer; Charles Wesser, Secretary; 
Ex-Officio members, Commissioner Stephen J. Moran and Dr. A. H. 


Haskin. 
BOARD OF WORKS PENSION ASSOCIATION 


John J. Goff, Chairman; James Conway, Vice-Chairman; 
Robert E. Mitchell, Secretary; Frederick M. Summers, Treasurer; 
Anthony M. Zoppi, Counsel; John S. Flockhart and Frank M. Bagwell, 
Ex-Officio member, Commissioner Leo P. Carlin. 


MUNICIPAL EMPLOYEES PENSION FUND 


Mayor Raph A. Villani, President; Ben Krusch, Vice-Pres- 
ident; Commissioner Meyer C. Ellenstein, Treasurer; Thomas F. 


Robinson, Secretary-Ass't. Treasurer; Leo J. Schweizer and Samuel 
Glass 


INSURANCE FUND COMMISSION 


Mayor Ralph A. Villani, Commissioners Meyer C. Ellenstein 
and Stephen J. Moran 


DIVISION OF CENTRAL PURCHASE 
Harry J. Aston, Director 


MUNICIPAL BOARD OF ALCOHOLIC BEVERAGE CONTROL 
Joseph A. D'Alessio, Chairman 
Matthew P. Reuther Joseph N. Braff 
| Robert E. Brown, Secretary 
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DIVISION OF WATER (ACCOUNTS) 
Samuel W. Lockhart, Chief Accountant . 


CUSTODIAN OF SCHOOL FUNDS 


Commissioner Meyer C. Ellenstein 


PORT COORDINATOR 
Raymond J. Dempsey 


COMPTROLLER'S DIVISION 
Gayton A. Rotunda, Chief Clerk 
TREASURER'S DIVISION 
Leo А. Reilly, Chief Clerk 


CASHIER'S DIVISION 
John A. Miele, Supervising Cashier 


TAX ACCOUNTING DIVISION 
John R. Farrell, Supervisor 


PERSONAL TAX ARREARS DIVISION 
William J. Doyle, Supervisor 


TAX SURVEYOR'S DIVISION 
Richard McCandless, Supervisor 


о 
Department of Public Works 


LEO P. CARLIN, Director 


Gilbert W. Hewson, Deputy Director; Charles P. McCann, 
Secretary; Helen Williams, Clerk; Alfred L. Swain, Chief Clerk; 
John S. Flockhart, Chief Engineer. 


BUREAU OF STREETS 
George W. Andress, Engineer in Charge 
BUREAU OF SEWERS 


Walter S. Baver, Engineer in Charge 
ТА 


DIVISION OF WATER (ENGINEERING) 


Arthur J. Simpson, Division Engineer 


BUREAU OF SURVEYS 
Acgust Е. Zentgraf, Engineer in Charge 


BUREAU OF LIGHTING 
GAS METER INSPECTION BUREAU 


Leonard S. Whippen, Acting Engineer in Charge 


PRINTING AND STATIONERY BUREAU 
John Carey, Clerk in Charge 


SMOKE ABATEMENT BUREAU 
William B. Schaum, Chief Smoke lnspector 


ELECTRICAL DIVISION 
Elmer Т. Quinn, Chief Inspector 


BCARD OF ELECTRICAL EXAMINERS 
Elmer T. Quinn, Albert A. Richmond, John Salerno 


CENTRAL PLANNING BOARD 
Peter A. Cavicchia, Chairman; Dr. James E. Lee, Vice Chair- 
man; Mrs. Meyer Kussy, Secretary; Mayor Ralph A. Villani, Com- 
missioner Leo P. Carlin, John S. Flockhart, Arthur Perkoff, Mrs. Neal 
Cocchia, and Dr. Arthur А. Giffoniello. 


Mariano J. Rinaldi, Executive Secretary 


BOARD OF ADJUSTMENT - ZONING 


John B. Rooney, Chairman; Andrew J. Nolan, 
U. Harry Perlmutter, Joseph Caprio, and Fred C. Cawthra 
C. А. Bates, Engineer and Secretary 
William Fiverson, Zoning Enforcement Officer 


+ 


DIVISION OF BUILDINGS 


William Fiverson, Superintendent; Peter L. Filippone, Asst. Supt., 
Avitus J. Dougherty, Acting Commissioner. 
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BOARD OF STANDARDS OF THE BUILDING DEPARTMENT 


Thomas Е. McHugh, Chairman; Elwood D. Powers, Neil J. 
Convery, William J. Waldron, John Walsak, and William Fiverson, 
Building Superintendent, Ex-Officio 


DIVISION OF WEIGHTS AND MEASURES 
Willard E. Reed, Superintendent 


eg mMm 


Department of Public Affairs 
STEPHEN J. MORAN, Director 


Raymond V. Santora, Secretary; Silas L. Gogan, Clerk; Dr. 
Lewis B. Blan, Administrative Examiner; Edward J. Quinn, Louis 
Ginsberg, and Eugene E. Walsh, Investigators for the Director. 


DIVISION OF HEALTH 


Dr. Aaron H. Haskin, Health Officer; Robert F. Morgan, 
Christopher C. Nugent, Joseph E. Connolly, Assistant Health Officers. 


CITY HOSPITAL 
Dr. William E. Ferguson, Medical Director 
Dr. Philip J. Santora, Dr. Abraham G. Chmelnik 
Assistant Medical Directors 
Dr. Harrison S. Martland, Pathologist 


James H. Farmer, Superintendent; Charles F. Dwyer, Ad- 
ministrative Assistant; Miss Alice Schoonmaker, Director of Nurses. 


CITY HOSPITAL ADVISORY COMMITTEE 


Dr. William R. Ward, Chairman; Dr. М. А. Antonius, John A. 
Brady, Msgr. Ralph Glover, Edward P. Laswwoski, Abraham Lichtman, 
Dr. Effie Manler, Dr. Harrison F. Martland, Dr. Raymond J. Mullin, 
John F. Murray, Jr., John Proto, Anthony Reblo, Matthew P. Reuther, 
Joseph De Deo, Сагі К. Withers, John Untermann, John C. Williams, 
E. W. Wollmuth, Dr. Virginia Wuertherly, Alice Friedman, Secre- 
tary, and Eugene E. Walsh, Coordinator. 
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CONVALESCENT HOSPITAL 
Dr. William E. Ferguson, Medical Director 
Mrs. Mary K. McDonald, Supervisor of Nurses and Personnel 
BUREAU OF RELIEF 
Owen A. Ma ady, Overseer of Poor and Director of Welfare 


IVY HAVEN and ІУҮ HILL POWER PLANT 


C. Harold Gascoyne, Superintendent 
Mrs. El'zabeth Altman, Assistant Superintendent 


NEWARK PRODUCTION AUTHORITY 
Thomas C. Ward, Supervisor 


LOCAL ASSISTANCE BOARD 


Director Stephen J. Moran, Chairman; Rev. R. P. Means, Mrs. 
Thomas J. Smith, Secretary; Oscar Chinich, John E. Gunning and 


Owen A. Malady. 
NEWARK HOUSING AUTHORITY 


Rev. Thomas J. Finnegan, Chairman; Irving Rosenberg, Vice 
Chairman; Rev. William P. Hayes, Treasurer; Albert Borok, Alexander 
J. Matturri, Fred G. Stickel Jr., and Louis Danzig, Executive Director. 


VETERANS TEMPORARY HOUSING AND FEDERAL PUBLIC 
HOUSING UNITS 


William Geltzeiler, Housing Manager 


DIVISION OF DOG CONTROL 


Morris Josephson, Supervisor 
Lawrence Rogers, Asst Supervisor 


i ——— 


Department of Public Safety 
JOHN B. KEENAN, Director 


James T. Owens, Deputy Director; Nicholas T. Fernicola, 
Secretary; Michael Е. Ryan, Confidential Clerk; Samuel B. Finkle- 
stein, Administrative Clerk; Avitus J. Dougherty, Acting Building 
Commissioner; James J. Plunkett, Acting License Commissioner; 
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Dennis F. Carey, Acting Fire Commissioner; Daniel M. McGee, Secre- 
tary to the Board of Public Safety; Robert С. Ring, Publicity Agent, 
Joseph E. Cohen, Special Investigator. 


POLICE DEPARTMENT 


Arthur A. Weller |... ls Commissioner 
Frederick В. Lacey - тнаеттиннње аа: Chief 
Peter J. Corbally |... ssl Deputy Chief 
James W. White .....ə......Т ааа ал Deputy Chief 
Hugh A. O'Gorman ае Deputy Chief 
Dr. Raymond J. Ми а _-.--.— s а Surgeon 
Dr. Marcus H. Greitinger ~ MM Assistant Surgeon 
Rabbi Horace Zemel . ap 
Rev. John C. Lenihan II Chaplain 
Rev. Perry Van Руке .........................ӛə....... .. Chaplain 
Edward L. Cyr - а-а. . Traffic Engineer 
Hobart A. Templeton UI Chief Identification Officer 
Joseph M. McGowan _ _.... = Supt. | Radio Repair and Maintenance 
William A. Eager, Jr. ..___...__._-..--.---. .. Supt. Police Signal System 
William R. Seligman LT Chemist 
FIRE DEPARTMENT 
Dennis Р. Carey ーー Acting Commissioner 
Charles G. Burnett 1. Chief Engineer 


Joseph Gabriel, John J. Wilkinson, “Harry J. Sommers, John W. 
Ruschek, Charles E. Manger, Joseph L. Higgins, *Frederick 
Waidelick, Philip J. Reilly and James A. Burns, Deputy Chiefs. 


David J. Kinnear, Charles E. Cullen, Herman O. Richter, Raymond 
Kurbyweit, Frank J. Hilliard, Frank B. Barnes, Wallace M. 
Muhlig, Joseph A. Flannery, Nicholas Butterly, Daniel Shanahan, 
John J. Quinn, William Hug, Joseph L. Rees, George W. 
Schaeffer, Frank Albright, John J. Hinches, Peter B. Kelly, John 
Dolak, James F. Gaynor and Thomas H. McCormack, Battalion 


Chiefs. 

* Transferred to Civil Defense, Temporarily. 

Dr. John N. Pannullo .. ККЕ Surgeon 
Dr. Adolph Wegrocki HL _ Assistant Surgeon 
Rev. Oscar E. Braune __-.._..-...--- eese Chaplain 
Rabbi Horace Zemel aplain 
Rev. F. J. Grady нае Chaplain 
Lawrence Conroy -.....--.------------------ Superintendent of Repairs 
Inspector John J. Eber 1. sss Bureau of Combustibles 
Arthur J. Moore . NENNEN ---… Supt. Fire Alarm Telegraph 
John М. Abrams ____------------ _ Ass't. Supt. Fire Alarm Telegraph 
M. Emmett Matthews sil Chief Clerk 
John Р. Weeks _______--..-------------------—-------------------2 + Drill Master 
Patrick J. Kinsella |... sl Captain — Inspector 


DIVISION OF PARKING METERS 
Edward L. Cyr 


NEWARK TRAFFIC COMMISSION 
Commissioner John B. Keenan, Hon. Chairman 
Matthew J. Bolger, Chairman; Luke T. Flood, Executive Secretary 


Roland Trenchard, Secretary 
LICENSE DIVISION 
Jarnes J. Plunkett, Acting Commissioner 


Bernard Kelly, Chief Clerk 


BUREAU OF TRANSPORTATION 
William D. Mullock, Supervisor 
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Commissioners’ Minutes for July, 1952 


AGREEMENTS — 


For purchase of properties on Bergen Street and 


Cabinet Street sse sse нини ни rte retten 3, 15 
5 
APPOINTMENTS — 
Marion B. Bechler to temporary Bookkeeping Machine 
Operator, Dept. of Revenue & Finance .......... 1: 6 
Arthur Perkoff as member of Central Planning Board ........................ 17 
APPROPRIATIONS — 
Bills, Claims and Payrolls ee 2, 13-14 
$300 to Police Sgt. Oliver Kelly for expenses at racial seminar........ 3 
$500 to John S. Flockhart Chief Engineer, Dept. of Public 
Works, for convention expenses 22ә.......аллш- 6 
$75 to Willard E. Reed, for convention expenses ............ sse 17 
$75 each to Alfonso Altierie and 7 others to cover expenses 
іп attendance at Federal Civil Defense Administration 
training school .әа...алл ә 17 
BIDS AUTHORIZED — 
For improvements in Grafton Avenue & St. Charles Ѕігееї................ 16 
For installing chlorine fume disposal equipment at . 
Valley Road water treatment plant .......... essent 16 
BIDS REJECTED — 
For Division of Water Contract 116 ........................... н 16 
BOND ANTICIPATION NOTES — | 
$911,250 for additional water supply ............. sess 2-3 


I 


$25,000, $50,000 & $25,000 for improvements to water 
supply system 


$16,150 for improvements on Montieth Avenue 


$25,000, $50,000, and $25,000 for improvements to 
water supply system 


CONTRACTS — 


With S. H. Grossman, Inc. for Sedans and Trucks 


With Dave Stern Co., & Hill Tire Co. for tires and tubes 


With Carl W. 3ush Co. for motorcycles and parts 


With Eureka Fire Hose Div. of U. S. Rubber Co., Universal 
Fire Equipment Corp. & N. J. Fire Equipment Corp. 
for fire hose REM 


With Graubards' for white caps and covers ee 
With Multi-Color Lithographers for report of city audit 
With С. С. Winans Co. for rock sat 


With James F. Smith for X-Ray supplies 


With Dosch-King Co. for cement 


With F. Bowden Co. for mineral filler 


With Harrison Supply Co. for sand ........... лилии 


With Jack Braverman & Co., Goldmans Drug Store, Seidler 
Chemical & Supply Co., & Reinhold Schumann, Inc. 
for surgical supplies 


With Industrial Service & Supply Co., John P. Callaghan 


Co. & Colonial Sand & Stone Co., Inc., for building material... 
With The National Cash Register Co. for 1 accounting machine... 
With Newark Buick, Inc. for 1 Buick Special 


With Joseph Rieciardi, Murray Paint & Varnish Co., & Felix 


Fox & Sons Inc, for paints and paint supplies лиле 
With Hinkes Bros. for the sale of ashes ................................. 
With Gallo Asphalt Co. for grading Stockton St. & Mary бі. ............ 
With Peter Wendel & Sons Inc. for repairing and refinishing 

Fire Truck ........олал.лә.әаы ғаға ыы 
With М. J. Bell Telephone Co. for mobile radio systems .................... 
With Dale & Rankin Inc. for salt spreaders ............... sess 


II 
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With Davis White Co., Lair & Brydon, Lincoln Brisket Co., 


& Martin Packing Co. for meats and poultry силине 16 
With Worthington Corp. for 1 centrifugal pump onsets 16 
With Irving Electrical Supply Со, & U. S. Rubber 

Co., for wire and cable ............ sss reete pin ннн 16 
With The Gamewell Со. for fire alarm boxes ............ sese 16 


With Fisher Cohen Co., H. G. Mooney Co. & C. G. Winans 


Co., for paper products RN 16 
With The National Cash Register Co. for 1 check writing 

and signing MACHINE .Ne 16 
With General Electric Со. for X-Ray equipment ............................ 16-17 
With Barr Bros. & Fisher Cohen Co. for miscellaneous textiles ........ iT 
With Eureka Fire Hose, Division of U. S. Rubber Co. 

for chemical OS 17 
With Irving Electric Supply Co. for cable ................................ нинен. 17 


With Nesto Construction Co. for installing underground conduits.... 17 


EXTENSIONS GRANTED — 


On tax sale certificate No. 4138 леме н. 3-4 
HOUSING — 
Reaffirming position in first ward housing project Re 2 


LEASE EXTENDED — 
With Angelo Grande for premises at 241-55 Berkeley Avenue...... 15-16 


MEETINGS — 
July 9th an. ae 1 
July 2 13 
July 30th, (Special Meeting) 100204м.ММ40000 ы а Еа Ды 23 


ORDINANCES — FIRST READING — 


Authorized appropriation for financing street improvements............ 1 
Supplements and amends zoning ordinance ............................................ 1 


Amends zoning ordinance of City of Newark 


III 


ORDINANCES — FINAL READING — 


Authorizes appropriation for financing street improvements ............ 13 
Supplements and amends zoning ordinance es 13 
ORDINANCES — DEFERRED — 
Amends ordinance establishing a board of assessors for 
local improvements ee 1 
Creates positions in Department of Public Safety ecese 1 
Creates positions in Dept. of Public Works 2... аты. 1-2 
Creates positioas in Department of Parks and Public Property........ 2 
Creates positions in Department of Public Affairs ле 2 
PENSIONS — 
Granted to John J. McGrath, and Edward F. Baumann, 
Bureau of Sanitation 2........а ылы ыы 6 
Granted to Vincenzo Cordasco, Bureau of Public Buildings 
and Peter Montella, Division of Water ...... sess 17 
PERMISSION GRANTED — | 
To Society of St. Rocco of St. Lucy's Church and Society of 
Maria S. S. Della Neve and S. Gusseppe of St. Lucy's 
Church to conduct a fireworks display ............. eene 3 
To Society of М. S. S. DiMontivergine of Our Lady of Mount 
Carmel Church to conduct a fireworks display ........................ 14-15 
To Breyer Ice Cream Co. for paving portion of the Morris 
Canal bed north of Raymond Boulevard .............................;.......... 15 
PROMOTIONS — 
Christian A. Seifried to Asst. Engineer, Bureau of Surveys ............ 5-6 
Loretta Dobrowolska to clerk-stenographer, Division of Water...... 17 
REFUNDS — 
$92 to Stanley Co. on theatre license fee ee 3 
$10 to Lightning Electric Service Co. for deposit left on bid ............ 15 
REPORTS — 
Cash Receipts for May, 1952 .............2...244..0,мМ 121. 8-12 
City Officers for June, 1952 ......................... анне 20 
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Receipts and Disbursements for June, 1952 ............. НН 20-22 
REMARKS — 
• By Commissioner Moran, Commissioner Carlin, Mayor Villani 
and Commissioner Keenan and Chief Engineer Flockhart 
on emergency appropriations for repairing and cleaning 
drainage ditches and tide gates in meadow lands .................... 23-21 
RESOLUTIONS — 

e. Continuance of rent control 220 .аашэ 
Commends retiring Division Engineer William С. Banks .................... 14 
Acknowledges that Newark Centre Corp. has complied. with 

provisions of lease agreement .............. ии eese tenerent 14 
Authorizes engineering and architectural report to study new 

e type of incinerator for Gt 14 

Approves filing of application for financial assistance by 

Housing Authority ........ VERRE 15 
Approves cleaning and draining of Pierson's Creek and 

emergency appropriation of $4,000 for same ................................ 27-28 
Approves repairs to dike of Connelly Ditch and $5,000 | 

• emergency appropriation for same oes enne 28 
Approves installation of tide gates on the diversion of Peddie 

Ditch and $10,000 emergency appropriation for same ................ 28 
ZONING MATTERS ......ол 8 ееулач 6-8, 18-19 

Ф 

е 

ө 

V 


*! 


6! 


AUGUST, 1952 


ұс Жол» жз ra HS ani ac acci c ac ra en en en enn SR өт ea ae саны 


と と た と た と 


SDN 
= 


MEYER C. ELLENSTEIN JOHN B. KEENAN 
у DIRECTOR DIRECTOR 
e || OF REVENUE & FINANCE E OF PUBLIC SAFETY 


MARS 


Ed 
"n. 


5※ と と と と と と 


©, 
(9 
o, 
o? 


ales 
DK 
қ! 
526 


RALPH A. VILLANI 
MAYOR 
Director of Parks and Public Property 


Y 
Y 
IY 
X 


Dien rn fen en а 


2. 


i de 4. | 


STEPHEN J. MORAN LEO P. CARLIN 


DIRECTOR DIRECTOR 
OF PUBLIC AFFAIRS OF PUBLIC WORKS 


9999-4-96 


や コマ ココ コス SS と に と に と に と と と や ス イス コス スミ る で と と と と と と ※ 


Minutes of Meetings 


of the 


BOARD OF COMMISSIONERS 


of NEWARK, NEW JERSEY 
August, 1952 


Commissioners 


RALPH A. VILLANI, Mayor 
MEYER C. ELLENSTEIN 
JOHN B. KEENAN 
LEO P. CARLIN 
STEPHEN J. MORAN 


City Clerk: 


HARRY S. REICHENSTEIN 
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Commissioners’ Minutes for August, 1952 


AGREEMENTS — - 


With ABR Corporation for adjustment of taxes 
and assessments 


APPOINTMENTS — 


John M. Kalamian to patrolman 


Miriam L. Julian to Sr. Clerk-Stenographer in 
Department of Revenue and Finance 


Reyno Froiran to temporary water meter inspector 
in Department of Revenue & Finance 


APPROPRIATIONS — | 
Bills, Claims and Payrolls .......... ини ии 3, 


$150 each to Charles G. Burnett and Commissioner 
John B. Keenan, for convention expenses 


$250 to Traffic Engineer Edward L. Cyr for convention expenses... 


$200 to Dr. Irving Willner, for convention expenses 


$75 each to William D. Mullock & Joseph E. Cohen 
for convention . expenses 


$300 to C. Harold Gascoyne for convention expenses 


$75 to Arthur W. Schwab to cover expenses for inspection 
of incinerator 


BIDS REJECTED — 
| For repaving of St. Charles Street 


BOND ANTICIPATION NOTES — 
$156,750 for reconstruction of first floor in City Hall 


$50,000 for improvements to water supply system 


E 
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BONDS APPROVED — 


Surety Corporation bond for Nesto Construction Co. wo. cscs 


CANCELLATIONS — 


$2,335.01 unexpended balance authorized by ordinance ........................ 


COMMUNICATIONS — 


From Dr. Araold M. Kallen on appointment of psychiatrist 
in Healti Department ee 


CONTRACTS — 
With Automotive Equipment Co. for tire chains .pp 
With Manufacturers Specialties Co. for anti-freeze ле. 
With American ОП & Supply Co. for anti-freeze ............. 7... 
With Foley Chevrolet Motor Sales Co. for 1 coupe and 1 sedan ........ 
With The Gamewell Co. for 1 fire alarm and time recorder ................ 
With De Cozen Motor Co. for 1 chrysler Sedan лем 


With B. & Е. Oil Co., City Coal & Fuel Oil Co., and Paragon 
Oil Co., Ine., for fuel OH 


With Ralph Hochman & Co. for 1 Lathe .................... ——— 
With Nesto Construction Co. for repaving Fairmount Ауепие............ 
With Charles Н. Rich for towing and storing cars .....2га 12222... 
With Vincen; J. Pesce for paving premises at veterans homes ........ 


With McKesson & Robbins Inc., Goldman's Drug Store, 
James P. Smith, General Medical Supply Co., E. R. Squibb 
Sons and Day-Baldwin, Inc. for drugs ........... eee 


With Medical Service Co., Inc., for 12 dressing carts ............................ 
With Carl W. Bush Co. for Harley Davidson Motorcycle Parts ........ 
With Foley Chevrolet Motor Sales Co. for Chevrolet parts ................ 
With S. Н. Grossman Inc. for Dodge & Plymouth oe 
With Hagin & Koplin Inc., for Ford parts .es 
With Mack Motor Truck Corp. for Mack Truck parts о. 
With Smith Tractor & Equipment Co. for tractor parts ........................ 


- With Ribnik Printing Co., Inc. for printing traffic summonses ... ... 


п 


16 


e! 


*! 


With General Medical Supply Co., Inc. for Microscopes .................... 16 
With Nesto Construction Co. for repaving St. Charles St. ................ 16 


EXTENSIONS GRANTED — _ 
On tax sale certificate No. 28370 


PP 4 
FORECLOSURES — 
Tax Sale Certificates In Rem о... ыы 15 
LEASE EXTENSION — 
With Е. & E. Realty Co. for premises 166-194 Fabyan Place ............ 4 
MEETINGS — 
August 6th occ наанаа аана 1 
August 20th 0.2.2.2... А а 13 
OFFERS ACCEPTED — 
From Public Service Coordinated Transport for trolley 
tracks in Orange Street ................122002000Д.0ыыммененененмегегенен ‚. 4 
ORDINANCES — FIRST READING — 
га 
Amends Zoning Ordinance of City wcccsusssscsssssccsssesccerssssssesesesssesescees 1 


Creates permanent positions in Dept. of Revenue and Finance ... 13 


Appropriates $43,682.80 for improvements of Canistear 
Stream Diversion and $39,592.37 for improvement of 
Echo Lake Channel 


MEM 13 
Appropriates $40,000, $5,000, $756,000, $60,000 
and $110,000 for school purposes ........................................................ 13 
Authorizes improvement of Manor Drive te 14 
ORDINANCES — FINAL READING — 
Creates permanent positions іп Dept. of Public Safety .................... 1-2 
Creates permanent positions in Dept. of Public Works а. 2 


Creates permanent positions in Dept. of Parks and Public Property 2 
Creates permanent positions in Dept. of Public Affairs 


Amends Zoning Ordinance of City 


PAYMENT AUTHORIZED — 
$100 to Philip Mitchell for remittance of fine 


PENSIONS GRANTED — 


To John J. 3ierbaum, labor-driver, Bureau of Sanitation 


PERMISSION GRANTED — | 


To Walter C. Keogh-Dwyer for right of way over city- 
owned land 


To Festa Sar. Cataldo Society of St. Rocco's Church to conduct 
fireworks display 


To Feast Committee of St. Michael of St. Lucy's Church 
to conduct fireworks display 


PLANS & SPECIFICATIONS APPROVED — 


For improvement of Clifton Avenue ...... RI 


PROMOTIONS — 
Frederick R. Lacey to Chief of Police 


Harold F. Schumacher to Principal Asst. Engineer, George 
F. Schmidt to Principal Asst. Engineer, Arthur J. Simpson 
to Div. Engineer and Laurie M. Leedom to Asst. 
Division Engineer 


REMARKS — 


John Goff and Edward Sheppard on salary ordinances ................. 


REPORTS — 
Cash Receipis for June, 1952 


RESOLUTIONS — 


Agrees to plan for group giving for charities .ee 


Accepts deed of dedication to City of part of Grafton Ave. ........ 14-15 


Consents to subdivision of several lots on Sandford Place 


Authorizes deed of release or kuitclaim to Richard B. 


: Barrick & Grace Hayes .......... seen 


Conveys certain lands and premises to Richard Vreeland ......... 


IV 
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TAX EXEMPTION — 


Granted to honorably discharged servicemen ................., co^ 5 


TRANSFERS — 


Unexpended Budget appropriations in Division of Water 


ZONING MATTERS 


MINUTES of the BOARD of COMMISSIONERS 


SEPTEMBER, 1952 
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Minutes of Meetings 


of the 


BOARD OF COMMISSIONERS 


of NEWARK, NEW JERSEY 


September, 1952 


一 一 一 一 -一 一 


Commissioners 


RALPH A. VILLANI, Mayor 
MEYER C. ELLENSTEIN 
` JOHN B. KEENAN 
LEO P. CARLIN 
STEPHEN J. MORAN 


City Clerk 
HARRY S. REICHENSTEIN 


а. 


INDEX 


Commissioners Minutes For September, 1952 


AGREEMENTS — 


With Port Authority for installation of new water mains 
іп Port Newark area —— 3 


With Almeter Holding Co. for purchase of property at 
71 Bergen Street 


RE 4 
With Public Service Electric & Gas for attachment 
of parking and traffic regulation signs and air raid 
Shelter signs to iron poles ..................... лилии 4 
With Calmac Salvage Co. for removal of abandoned trolley 
tracks in Orange St 4 
APPOINTMENTS — 
David G. W. Abeles to Temporary Purchasing Inspector, 
Central Purchase Division .2ә......ə.ыы 9 


Toby M. Michaelson to Clerk Typist, Division of Central Purchase... 9 


APPROPRIATIONS 一 
Bills, Claims and РаутоПв 


RR 2,7 
$2,300 emergency appropriation for sewer repairs ............................... 3 
$350 to Chief Indentification Officer Hobart A. Templeton, 

for convention expenses ........................................................................ 5 
$200 to William J. Coleman, Superintendent of Shade Tree 

Bureau, for convention expenses ........................................................ 5 
$150 to Arthur J. Moore, Superintendent of Fire Alarm 

Telegraph System, for convention expenses ........................................ 5 
$150 to Chief Inspector Elmer T. Quinn of the Electrical Bureau, 

for convention expenses ....л.ылға8а2аыыыміұ7і ы 5 


$50 each to Dr. Abraham С. Chmelnick, Ass't. Medical Director, 
and Mr. James Н. Farmer, Supt., Newark City Hospital, for 


convention EXPENSES es 9 
$150 to James E. Garratt, Designing Engineer, and Leonard 
S. Whippen, Ass't. Designing Engineer, for convention 
EXPENSES RM 9 
BIDS AUTHORIZED — 
For Division of Water Contract 118 .......... sss 4 
BIDS REJECTED — 
For improvements of Grafton Avenue 2.2... 4 
BOND ANTICIPATION NOTES — 
$303,750 for city's share of cost of additional Water supply ............ 2-3 
$121,000 for acquisition and installation of equipment, furnishings, 
and machinery for various bureaus of Dept. 
of Public Affairs ............ М ыны ны 3 
$90,000 for improvements to water supply system 
of City of Newark 2......л.22лл220200112 ын ннн кыиын. 8 
CANCELLATIONS -- 
$1,069.71 unpaid taxes for 1950 ..........о...0ыы 3 
Delinquent taxes deemed uncollectible Ne 3, 8 
$384.44 sewer assessment against 123-133 London Street ........................ 8 
COMMUNICATIONS — 
Presents copy of Audit of City for 1951 ....... sees eren 6 
CONTRACTS — 
For hire of crane for repairs to sewer .Ne Á 
With Highwzy Signal & Sign Co. for control and meter boxes ............ 4 
With Parking Meter Co. for traffic signal pedestals ............................ 4 


With Davis White Co., Gol-Pak Corp. Lair & Brydon, Lincoln , 
Brisket Со., and Martin Packing Co., for meats and poultry... 4-5 


With Clinton Milk Co. — Tilton Dairy Farms for milk 
With Foley Chevrolet Motor Sales Co. for 1 business cope .................... 5 
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With S. H. Grossman Inc. for 1 1952 Dodge Truck, 1 ton 


chassis and cab, 2 Dodge ambulances 2... еи 8 
With Flagstaff Foods, Chas. Levenstein Со. Max Millinger Co., 
Seeman Bros., Inc., and Weber Coffee Co., for groceries ................ 8 
With Autocar Sales & Service Co. for 1-331 cubic inch 
displacement Gold Comet Engine and Assembly ........................ 8-9 
With Ray Engineering Co. for 1 Vacuum Pump ....... esee 9 
FORECLOSURES — 
Tax Sale Certificates as provided in In Rem Тах | 
Foreclosure 人 AG 3, 8 
LEASE RENEWAL 一 
With Tiffany and Со. for land at 70-84 Tiffany Blvd ............................ 8 
MEETINGS — 
September Зга SERRE H 
September ГТҺ-О.............о.еиеаюе те 6 
ORDINANCES — FIRST READING — 
Appropriates $1,550,000 for school purposes Ne 6 
Appropriates $975,000 for school purposes 2..........22л222222. 6 
Appropriates $4,715,885 for school purposes Ne 6 
Amends ordinance creating positions in Department of . 
Public Works es 6-7 
Amends ordinance creating positions in Department of 
Public Affairs 7 
ORDINANCES — FINAL READING — 
Creates permanent positions in various bureaus of 
Department of Revenue and Finance tt 1-2 
Creates permanent positions in Water Accounts Division, 
Department of Revenue & Finance ............................ EM 2 
Appropriates $43,682.80 and $39,592.37 for improvements, 
Division Of Water .........Ша 2 
Appropriates $40,000, $5,000, $756,000, $60,000 and 
$110,000 for school purposes .......о... аа 2 
Authorizes improvements in Manor Drive ....2.2222222222.....4 4Д4 2 


ш 


PAYMENT AUTHORIZED — 
$20,000 to Leonard F. Guiliano and Anna Guiliano for 


Conveyance of property at 124-1241-126 Cabinet Street 


REFUNDS — 
$50 to Isidor Jurdem for auctioneers license 


$5 to Mrs. Amelia Camorato for unused building permit 


Various sums to several applicants for alcoholic beverage licenses.... 7-8 


REMARKS — 


By Corporat.on Counsel Handler in post office site 
agreement extension 


REPORTS — 


Receipts and Disbursements for August, 1952 ............................. 


Receipts and Disbursements for July, 1952 


City Officers Reports for August, 1952 ........................................... 
City Officers Reports for July, 1952 ee 


RESOLUTIONS 一 


Directs that Jack Slavitt be authorized to handle appeals 
to the State Board of Tax Appeals 


Extends time for ABR Corporation to file agreement on 


post office site 2... rente nee inen nere 


RESOLUTIONS RESCINDED — 


No. 6926, adopted August 20, 1952 ee 
No. 7024, adopted September 3, 1952 .......... 22 en 


STATE AID REQUESTED — 


$13,500 for improvement of Montclair Avenue .......................... 


TAX EXEMPTIONS — 


Granted to honorably discharged servicemen ...................... езен 


ZONING MATTERS .........шеаеы. 
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Minutes of Meetings 


of the 


BOARD OF COMMISSIONERS 


of NEWARK, NEW JERSEY 


October, 1952 


Commissioners 


RALPH A. VILLANI, Mayor 
MEYER C. ELLENSTEIN 

JOHN B. KEENAN 
LEO P. CARLIN 

STEPHEN J. MORAN 


City Clerk 
HARRY S. REICHENSTEIN 
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COMMISSIONER'S MINUTES FOR OCTOBER, 1952 


AGREEMENT — 


With The Equitable Life Assurance Society of the United 
States for property at 9-11 Commerce Street 


and 1172-82 Raymond Boulevard RN 24 
APPOINTMENTS — 
Roger M. Yancey to Assistant Corporation Counsel ено. 13 
Daniel S. Anthony to Executive Director of Mayor's 
Commission on Group Relations on... eee 13 
Mildred Serchio to temporary Bookkeeping Machine 
Operator, Department of Revenue and Finance ............................ 13 
John F. Murray to Deputy Director of the Department 
of Public Affairs ....................... ИОНИ 13 
APPROPRIATIONS — 
Bills, Claims and РаугоПв .......................... 2, 10-11, 23-24 


$1,500 emergency appropriation for grading, curbing and 
laying concrete base on part of Grafton Avenue ............................ 2-3 


$17,115 emergency appropriation for Newark's share in study 
to reduce menace resulting from operation of 
Newark Airport Nt 3 


$250 each to Edward L. Cyr, traffic engineer and Peter J. 
Corbally, Deputy Chief of Police, for convention expenses ... 5 


$200 to Mariano J. Rinaldi, Secretary, Newark Central Planning 
Board, for convention expenses 2... 5 


$250,000 emergency appropriation for cleaning and lining 
of water meins ... NER 11 


eon 


$420 for convention expenses of John B. Flockhart and 6 others... 14 


$300 to Dr. Aaron H. Haskin, Health Officer, for 


conventior. expenses ee 14 
$250 to Harry J. Aston, Director of Division of Central 
Purchase, for convention expenses ..........м244022. 14 
$300 each to Corporation Counsel Charles Handler and Legal 
Assistant Joseph A. Ward, for convention expenses .................... 26 
$125 to Elmer T. Quinn, Chief Electrical Inspector, for 
convention EXPENSES 2... 26 
BIDS ACCEPTED — 
For parcels of lands in 67 instances .pe 5 
$500 for property at 25-27 and 29 Bryant Street 6 
For parcels о? lands in 4 instances ee 8 
BID AUTHORIZED — 
For Division of Water Contract No. 119 .........................2............... 12 
BIDS REJECTED — ) 
For installing chlorine fume disposal equipment at Valley 
Road water treatment plant .............. ии 4 
For parcels о? lands in 67 instances ............ sese 5-6 
BOND ANTICIPATION NOTES — 
$60,000 for school purposes ........ essere tenerent 3 
$75,000 for improvements to water supply system ..................... 3 
$50,000 for improvements to water supply system 3 
$5000 for improvements to water supply system ......... see 24 
BONDS APPROVED — 
From Culmze Salvage CO 4 
Surety Corporation Bond for Nesto Construction Co. es 18 


II 
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CANCELLATIONS — 


Delinquent taxes es 25 
COMMUNICATIONS — 
From Corporation Counsel Handler appointing Roger M. 
Yancey as Assistant Corporation Counsel ............ sse 13 
CONTRACTS — 
With Tide Water Associated Oil Co. for gasoline .es 4 
With Universal Fire Equipment Corp. for blankets ....................« 4 


With Addressograph-Multigraph Corp. for 1 new 1955 
Addressograph, 1 new model 6341 Graphetype, 1 new 


automatic suction feed for addressograph .................................... 4-5 
With The Pitometer Co. to make truck line survey ............................ 5 
With Riley Chimney Co. for brick stack rehabilitation for 

power plant ..................... RM 5 
With Nesto Construction Co. for repaving Clifton Avenue ................ 5 
With Nesto Construction Co. for repairs on Grafton Avenue ................ 5 


With Veterans Administration for training course for 
firemen end policemen .......... ини, 5 


With Parking Meter Co. of М. J., for 3 dial Traffic controllers ........ 5 
With Chas. W. Krieg Co., Dave Stern Co., for tires and tubes ........ 12 
With James P. Smith for X-Ray Supplies ............... sees 12 
With National Meat Supply Co., Lair & Brydon, Davis White Co., 

Lincoln Brisket Co., Inc., Gol Pak Corp., Martin Packing 

Co. for meats and poultry ee 12 
With Jack Braverman & Со. Seidler Chemical & Supply Со., 

Medical Service Со., & Hospital Equipment Co., for 

Surgical Supplies MM 12 
With Hemminger & Co. for installing 2 complete exhaust 

systems at Ivy Haven 2.20 12 
With Standard Waterproofing Corp. for roofing and sheet 

metal work for City Hall sisse nette 13 


With S. H. Grossman, Inc, for 5 Plymouth Sedans ................................ 
With Foley Chevrolet Motor Sales for 5 Chevrolet Sedans 


III 


With Cities Sezvice Oil Co. for cement, Harrison Supply Co. 


. for sand and broken stone ........ sse 25 
With M. C. Canfield Sons, for Pig Le 25 
With Warren Foundry & Pipe Corp. for pipe and fittings ................ 25-28 

| With George А. Mathewson Co. for conveyor chain parts .................... 26 


With American Oil & Supply Co., C. С. Winans Co., for rock salt... 26 
With Delaney Construction Co. for street pavement restoration... 26 


With interstate Lathing & Fireproofing Co. for furring 
end lathing elevator enclosures ол.а ғғ ы 26 


Wit- cames McGrzene for furnishing and installing steam heater... 26 


INVESTMENT AUTHORIZED — 


$391,366.50 in securities of U. S. ん 11 


LEASES APPROVED — 


With N. J. Bell Telephone Co. for radio telephone system for 
Department of Public Works 2.2... 5 


LEASE RENEWAL — 


For premises at 102-106 William St. for Bureau of Health . 12 

For premises at 5 Sixteenth Avenue for health station ........................ 24 
MEETINGS — 

October ist .2......о. М7 еее. 1 

October 15th ..а.ол.ә2ллал ла а-ы 9 

October 29th 2... 2... ыы 23 
ORDINANCES -- FIRST READING — 

Creates Mayor's Commission on Group Relations сене 1 

Adopts new revision and codification of ordinances ли 1 

Provides for the vacation, release and extinguishment of the 

public right in part of Avenue Di 1 


IV 


e 


о 


' 


Appropriates $600,000 for school purposes 2... 9 


Authorizes acquisition and installation of new equipment in 
certain buildings of Clty ................. анана 9 


Provides for vacation ,of part of Malvern Street ле. 9 


ORDINANCES — FINAL READING — 


Appropriates $1,550.000 for school ригроѕеѕ sese 1 
Appropriates $975,000 for school purposes ................... 2.6... 1-2 
Aprropria:es $4,715,885 for school purposes ............. А 2 
Amends ordinance creating positions in' the Department 

of Public Wo 2 
Amends ordinance creating positions in the Department 

of Public AT 2 
Creates Mayor's Commission on Group Relations ле ,.9-10 
Adopts new revision and codification of ordinances ................................ 10 
Appropriates $600,000 for school рагровев M ———H———— 23 
Authorizes acquisition and installation of new equipment 

in certain buildings of City ш... ылынын н. 23 
Provides for vacation of part of Malvern Street ле 23 
Provides for vacation of part of Avenue D ...................... HERREN 23 


ORDINANCES DEFERRED — 


Provides for vacation, release and extinguishment of the 
public right іп part of Avenue De 10 


PAYMENT AUTHORIZED — 


$750 to William Yeskel in settlement of suit sse 4 
$15 to Premier Die Casting Co. for building permit ............................ 4 
$534.65 to Gallo Asphalt Co. for increased cost for repaving contract 5 
$4,150 to Ossie Bell Anderson for property at 116 Cabinet Street...: 11 
$13,500 to Almeter Holding Co. for property at 71 Bergen Street... 11 


$108 and $116 to Lawyers - Clinton Title Insurance Co. 
of М. J. for search fees ............. ы 11 


$205.05 to M. J. Sheridan & Son for extra cost for Division 
of Water Contract 117 22ә..о.л...2ала ы ы 13 


$107 and $105 to Lawyers - Clinton Title Insurance Co. 
for seach fees 12000220000 новин toten terree enne nenne nete е 25 


PERMISSION GRANTED — 


To Feast Committee of St. Gerard of St. Lucy's Church, 
to conduct fireworks display ........... На 4 


To U. S. Government for storage of pipes, pumps and 
other equipment at Ivy Haven ...оолал erem 11-12 


To Sergeant Eugene A. O'Neill and 5 others to attend Federal 
Defense Administration training couYSe oo eese 14 


PROMISSORY NOTES — 
$95,000, $40,000, $336,000, $5,000, and $110,000 for school purposes.…3, 4 
$302,085, $10,000, $150,000, for school purposes ........................................ 11 
PROMOTIONS — 


Samuel №. Emin to temporary Accountant, Grade No. 1 
Department of Revenue end Finance ........... esee 13 


PURCHASE APPROVED — 


Property at 37 Bergen Street from Henry P. Schaeffer .................... 25 

Property at 114 Cabinet Street from Jennie Good ле 25 
REFUNDS — 

$37 to Ivy Hill Construction Co. for building permit fee .................... 12 

$16 to A. Kobrin for building permit fee sss 12 

$123.12 property tax to Mildred and Lucille Tronolone .................... 24 

$95.89 to Hawthorne for liquor license fee ............. eee 24 
REMARKS — 


By Commissioner Keenan, Corporation Counsel Handler, Mr. 
Litwin, Samuel E. Cooper, Sidney Reitman, and Mrs. Bette 
Block, on ordinance cresting Mayor's Commission on 


VI 


LL 


Group Relations 2.....2.2222м2 00 а 9-10 


REPORTS — 
Receipts and Disbursements for September, 1952 .............................. 17-18 
Statement of Cash Receipts for July, 1952 ................:........................ 18-22 
City Officers, for September, 1952 .pe iere еее. 29 
Statement of Cash Receipts for August, 1952 ........................................29-34 


RESOLUTIONS 一 


Proclaims Columbus Day a legal holiday .......222.....244.101.м4.24.1.. 2 


Approves dedication of strip of land on Morris Avenue for 
Street purposes .....222222.2.2...2...041.0.2.0.00000 Ү0000000000000000000ІІІІЕ terne rins 12 


RESOLUTIONS — AMENDED — 


No. 7272, adopted October 15th, 1982 
No. 6312, adopted Мау 14, 1952 ...................22............ 


RESOLUTIONS RESCINDED 一 - 


No. 6768, adopted July 23, 1952 ............ sese nene eren 13 


SETTLEMENT — 


$1000 claim for care given to Consolata Ricca LaBaliva ........................ 24 


$139.72 to Marie C. Berardone for wages due deceased employee .... 26 


TAX EXEMPTIONS — 


Granted to honorably discharged servicemen .pp 25 


ZONING MATTERS кН Le 6-8, 14-16, 26-28 
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Minutes of Meetings 


of the 


BOARD OF COMMISSIONERS 


of NEWARK, NEW JERSEY 


November, 1952 


Commissioners 


RALPH A. VILLANI, Mayor 
MEYER C. ELLENSTEIN 
JOHN B. KEENAN 
LEO P. CARLIN 
STEPHEN J. MORAN 


City Clerk 
HARRY S. REICHENSTEIN 


INDEX 


Commissioner's Minutes for November, 1952 


APPOINTMENTS — 


Anne V. Coles and Helen R. Jenkins to temporary Clerk- 
Stenographer in Board of Assessment and Revision of Taxes... 3 


Joseph L. Jacobs to temporary Account Clerk, 


Aecountant-Treasurer's Division ............. sese eee eene 16-17 
APPROPRIATIONS 一 
Bills, Claims and Payrolls ......... sees eterne 1-2, 13 
$400 to Benedict Dispenziere, $75 to John M. Heilman 
and $100 to Daniel S. Anthony, for convention expense............. 3 
$1,260 emergency appropriation for Civil Rights ............ sese 13 
$300 to Samuel B. Finklestein for convention expenses ........................ 17 


$2,500 for public electrical decorations for the Christmas Holidays 20-21 


BIDS AUTHORIZED — 


For furnishing and placing protective canopies over 


city railway platforms ......лаыө ПАС 
For purchase of $660,000 Water Bonds and $649,000 
Public Improvement and Apparatus Bonds ........................................ 14 


BOND ANTICIPATION NOTES — 


$600,000 for school purposes .......... или ини ии 2 
$13,500 for construction of sewer in Delancey Street ........................ 2 
$75,000 for improvements to water supply system она 2 
$649,000 for reconstruction of first floor of City Hall l—X— 14 
$660,000 for improvements to water supply system ................................ 14 
$506,250 for City's share of cost of additional water supply ................ 14 


I 


$25,000, $30,000, $50,000, $50,000 and $15,000 for 
improvements to water supply system .......2......240.2. 14 


$25,000 for acquisition and installation of equipment for 


Department of Public Safety ..........ыа 14 
CANCELLATIONS — 
$96.88 tax assessment against property at 52 Spring Street ................ 15 
Several claims on records of City of Newark RN 15 
CONTRACTS — 


With The National Cash Register Co. for 1 Analysis Machine 
1 Selective and Grand Total Listing machine ........................ 2 


With The Todd Co. Inc. for 1 Adding and Listing Protectograph 2-3 


With George L. Dennis Co. Inc, for conversion of boiler 


to oil burner and relative heating work ..2222222222222..... 3 
With Schrenell & Co. for heating Work 200... е 3 
With Vincent W. Rospond Inc. for new oil burner ле. 3 
With Кеш & Spanjer for lumber .Ne 16 
With S. Н. Grossman Inc., for 1 Dodge Sedan .............. 2... 16 
With Dale & Rankin Inc. for 1 Holmes-Owen Self-Leader ................ 16 


With Diamond T of Newark, Elgin Sweeper Co., R. E. Brooks, 
General Truck Service Corp., Mack Boring and 
Parts Co., for parts ......2..оиюшШша ее. 16 


With Perdeco Inc. for rental and installation of Christmas 
decorations for City Hall building .pe 16 


With Buhl & Caffrey Inc. for electrical conversion of 
Convalescent Hospital ......... sess 00 16 


With Nesto Construction Co. & Spiniello Construction Co. 


for cleaning and lining water mains ..... ла. 16 
DISCUSSION — 
Mayor Villani on proposed incinerator .....ә...... ы 11 


On proposed ordinance authorizing reconstruction of 
building used by Board of Health .........222.2........ 94.2 12 


EXTENSIONS GRANTED — 
On tax sale certificates nos. 32348 and 17582 ................................. 15 


п 


LEASE RENEWAL —- 


Premises at 233 High Street for Bureau of Sanitation .........................-.. 2 
MEETINGS — 
7 November 12{Ь................ унар или i 
November 18th (Special) 22... ы 11 
November 2611 ................. ырш иии ининин нчен 12 


NEGOTIATION' AUTHORIZED — 
With М. J. Turnpike Authority for several properties ............................ 2 


OFFERS ACCEPTED — 
$4,735.24 from Colonial Airlines, Inc, on claim шс... 15 
From Housing Authority for purchase of several properties ................ 15 
From Mr. John Cronin, gift of horse to Department of Public Safety.. 15 
ORDINANCES — FIRST READING — 


Provides for vacation, release and extinguishment of public 


right of ап unnamed street 2.....о.00о05шы Ла nter tt stets 1 
Appropriates $325,000 for school purposes ................................................ 12 
Appropriates $35,000 for school purposes ーーーー…ー 13 


Authorizes grading, curbing, paving and other improvements 
of part of Morris Avenuue .pp 12-13 


Provides for vacation, release and extinguishment of public 
right of part of Branch Brook Place .es 13 


ORDINANCE — LAID OVER — 


Provides for vacation, release and extinguishment of public 
right of part of an unnamed street 2.02... 13 


PAYMENT AUTHORIZED — 
$2,000 to Harold Kimble for tract of land .......22222222 2. 15 


PENSIONS GRANTED — 


To Frank J. Staubach, laborer, Bureau of Sanitation ........................ 3 
To Anniello Ciccone, laborer, Bureau of Sewers .................................... 3 
ПІ 


FURCHASE APPROVED — 


Property at 112 Cabinet Street, from Mary Sweeney ............................ 15 
REFUNDS — 
$100 to Alumni House for deposit on dance hall license ........................ 14 
$140 to Riley Chimney Co. and $196 to Preus Construction 
Co. for deposits left on bid sse eme 15-16 
$3,500 to Standard Waterproofing Corp., for deposit left on bid ...... 16 
REPORTS — 
Cash Receirts for September, 1952 sse 5-10 
1951 Annual Reports 2... ии или ctn ete cn 18 
Receipts and Disbursements for October, 1952 ла 18-18 
City Officers for October, 1952 2...ә.ә.оло.208иштыа 21 
RESOLUTIONS — LOST — 
Appropriating $2,500 for publie electric decorations for the 
Christmas Holidays 2 13-14 
SALE APPROVED — 
Parcels of land to М. J. State Highway Department .............1 .'... 2 
SETTLEMENTS — 
$800 to Celia and Saul Gittelman for injuries 22.22. 2 
$1,500 from judgement for injuries to John Kerrigan, 
police officer ДРИНИ АНА 15 
TAX EXEMPTION — 
Granted to nonorably discharged servicemen ........... esse 14-15 
ZONING MATTERS .Ne 3-5, 17-18 
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Minutes of Meetings 


of the 


BOARD OF COMMISSIONERS 


of NEWARK, NEW JERSEY 


Decémber, 1952 


П 
—— 


Commissioners 


RALPH A. VILLANI, Mayor 
MEYER C. ELLENSTEIN 
JOHN B. KEENAN 
LEO P. CARLIN 
STEPHEN J. MORAN 


City Clerk 
HARRY S. REICHENSTEIN 


Ф 
INDEX 7 
COMMISSIONERS MINUTES FOR DECEMBER, 1952 
€ 
APPOINTMENTS — 
Benjamin Cohen and 8 others to constable NAM И 11 
Samuel W. Berlowe and John Warner to constable ............................. 22 
William Van Loan Taggart to member of the 
• Sinking Fund Commission ................ ине, 23 
Dr. Samuel L. Hamilton as Member of Board of Trustees 
of Newark Public Library 0... 23 
APPROPRIATIONS — 
Bills, Claims and Payrolls ........... ПОН 2, 9, 22 
$60,000 emergeney appropriation for policemen's 
and firemen's pension 人 nd 2 
$28.75 for payment of taxed costs allowed by court .л......................... 3 
Temporary appropriations for various departments ................................ 10 
e Temporary appropriations for debt service for 1953 ................................ 10 
$500 to Detective Carlton B. Norris for expenses .................................... 11 
BOND ANTICIPATION NOTES — 
$243,000 for acquisition of fire apparatus ................................................ 3 
_ . $50,000, $50,000 and $25,000 for improvements to water 
supply system .............. ПОО ООА 3 
$250,000 for reconstruction or other improvement of 
various city structures and buildings ......... seems 3 
$67,400 for acquisition and installation of equipment and 
• furnishings for Department of Publie Safety ................................ 10 


$36,000 for acquisition and installation of new equipment 
in certain buildings of City used by Department 
of Public Satety ...... ... "A 10 


BONDS APPROVED — 
$660,000 Water Bonds and $649,000 Public Impovement 
and Apparatus bonds .ee 10 
Constable bonds of Benjamin C. Cohen and 3 others ............................ 1i 
Constable bonds of Samuel W. Berlowe and 3 others ............................ 22 
BUDGET APPROPRIATION TRANSFERS — 
Departments of Revenue and Finance, Public Affairs, and 
Parks anc. Public Property .................... На 2, 11 
BUDGET MATTERS — 
Veterans Temporary Housing Units budget for 1953 .............................. 11 
CANCELLATIONS — 
Tax Sale Certificate No. 12639 ................22.22....м.....ммм1 1 4 
Unexpended balances іп various budget appropriations 
for 1952 RENE 10 
Old accounts receivable due Insurance Fund Commission .................... 22 
COMMUNICATIONS — 
From Director of Revenue and Finance re bids on sale 
сі $1,309,000 bonds ......2.22.2........2.......2.22244402017.11.. 8-9 
CONTRACTS — 
With Civil Defense Products, Inc. for Stretcher-n-eots sss 4 
With Reisen Lumber & Millwork Co. for lumber .pe 4 
With Davis White Co. Lair & Brydon, Col-Pak Corp., 
Lincoln Brisket Со., and Martin Packing Co. 
for meats and poultry seen ыы. 4 
With Flagstaff Foods, Max Millinger Co. and 
Weber Coffee Co. for groceries eve 4 
With Perfect Laundry Со. for laundering towels and 
bathirg SU 4 
With S. Н. Grossman Inc. for 1 Dodge Sedan ......,.. 40222. . 4 
With Robert Goldfaden for protective canopies over 
City Railway platform .ee 5 
With Tempco Inc. for 1 Air Conditioning Оті... 12 


With Grcssman Paper & Bag Co. and Н. С. Mooney Со. 
for paper products oo 12 


4, 


With American Oil & Supply Co. апа С. С. Winans Co. 


for rock salt 2... -.лл..2. ехе 9 


With Clinton Milk Co. for milk and cream. 22о.о..ом.м.м0.0004ғГ4.. 


With Stephenson Machinery Co. for 1 South Bend Lathe .................... 


With Charles W. Krieg Co. and Dave Stern Co., Inc. 
fo 


12 


With Electric Arc Inc. for 1 electric Welder .............. esse 12-13 


With The Hayward Co. to repair clam shell bucket ................................ 
With Acme Window Cleaning Co. for window cleaning ...................... 


With Associated Humane Societies of N. J. 
for maintenance of public dog pound ........................................................ 


DESIGNATIONS —- 


Deputy Chief Engineer John J. Wilkinson to Acting 
Chief Engineer of Fire Division .see 


EXTENSIONS — | 
Agreement with N. J. State Highway Dept. for highway lighting... 
Tax sale certificate nos. 4138, 34510 ............................................................ 


MEETINGS — 
December 10 も 0 
December 297 


ORDINANCES — FIRST READING — 
Amends section 17.2 of Revised Ordinances ............................................ 


Authorizes acquisition of additional equipment and 


machinery for、C 計 7 


ORDINANCES — FINAL READING — 
Appropriates $325,000 for school purposes ................................................ 


Appropriates $35,000 for school ригрозеб меен. 


ш 


Authorizes improvements of part of Morris Ауе. sess 1 
Provides for vacation, release and extinguishment of the public 
right of part of Branch Brook Place .......... sees 2 
Provides for ve cation, release and extinguishment of the public 
right of pert of an unnamed street sss 2 
Amends Secticn 17.2 of Revised Ordinances ......... sss 8 
Authorizes acquisition of additional machinery and 
equipment for City ш... ины ннн ннан ненин ни ныны 8 
PENSIONS — 
Granted to Robert J. Donnelly, Bureau of Sanitation ............................ 23 
PROMISSORY NOTES — 
$25,000 for school purposes ........... ОН 2-3 
$325,000 for school purposes ...... eene netten ens ннн. 10 ' 
PROMOTIONS — 
Captain James L. Donlon and 4 others to Battalion 
Chief in Fire Division .............. ииненин инини ненен ннн 5 
Lieutenant Lawrence А. Pluck and 4 others to Captain in 
the Police Division 4... esee eene ннен еее енен 5 
PROPOSAL APPROVED — 
From The National City Bank of New York and Associates 
to purchase $1,309,000 of bonds of the City .............................. 10-11 
PURCHASE APPROVED — 
Property at 118 Cabinet Street ............. sss 11 
Civil Defense Rescue Truck through Federal Civil 
Defense Council 2... эзне 11-12 
REFUNDS 一 
Water charges for premises used by St. Michaels Hospital.................... 3 
$55.48 to The Third Ward Republican Club on liquor license................ 3 
$10 each to several contractors for deposits left on bids о. 4 
$711 to I. Alper Co. for deposit left on bid oo... cesses rn ен нни новине 11 
$805 to George L. Dennis Co. Inc. for deposit on Ъ1@............................ 11 


IV 


REMARKS — 


Mrs. Ira Y. Copen on construction of new school ee 23 
REPORTS — | 

City Officers for November, 1952 0. 7 

Receipts and Disbursements for November, 1952 ....!.......................... 15-16 

Cash Receipts for October, 1952 ............................... ин 16-21 


SALE APPROVED — 


Police Department horse to patrolman Ј ohn В. Reno ........................... 11 


SUB-DIVISION OF LAND APPROVED — 


Premises at 206-210 Sylvan Avenue оолады 3 
3 Parcels of land owned by М. Y. Bay Railroad Со................................. 3 
Land at 429-479 Delancy Se 3-4 
Гапа at 270-284 West End Avenue 2.о.о..л.ол2м400е. 4 
Land at 397-399 Parker Street essere teer ttetrtnttcis 11 
ZONING MATTERS ............ essere teneret tree ttti cette шин, 5-6, 13-14 
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Minutes of the 
BOARD OF COMMISSIONERS 


JANUARY, 1952 


Newark, М. J., January 9, 1952 


А regular meeting of the Board 
of Commissioners of ihe City of 
Newark, N. J. was held on the above 
date in the Commissioners’ Cham- 
ber, City Hall, Newark, at 2:00 P. M. 


Mayor Vilani: The meeting will 


eome to order. The Clerk will call. 


the roll 


Present: Commissioners Carlin, 
Ellenstein, Keenan, Moran, Mayor 
Villani. 


Commissioner Ellensein moved 
that the reading of the minutes of 
the previous meeting be dispensed 
with. 


5535. An ordinance concerning the 
regulation and licensing of livery 
stables, fixing the license fees and 
providing penalties for the violation 
thereof was stricken upon request 
of Director Keenan. 


5536. An Ordinance concering the 
regulation and licensing of livery 
stables, fixing the license fees, and 
providing penalties for the violation 
thereof. The date set for further 


hearing and final passage was Janu- 
ary 23rd. 


5537. An Ordinance defining amuse- 
ment parlors, and providing for the 
licensing and regulation thereof was 
passed on third and final reading. 


5538. An Ordinance to amend and 
supplement an ordinance providing 
for the regulation and control of 
vehicular traffic and іһе parking of 
vehicles in certain streets of the City 
of Newark, and providing penalties 
for the violation thereof, adopted 
June 14, 1944, and amendments and 
supplements thereto was passed on 
third and final reading. 


5539-5568. The Board of Commiss- 
ioners approved the following ap- 
propriations for bills, claims and 
payrolls: 


The sum of $22,379.46, 130 items; 
$70.00, 3 items; $143,993.66, 4 items; 
$92,953.95, 4 items; $2,719.56, 8 
items, being the bills and claims of 
the Department of Parks & Public 
Property. 


The sum of $8,523.75, 3 items; 


$91,139.17, 8 items; $5,353.71, 39 
items; $2,515.24, 1 item; $573.63, 6 
items; $54,950.00, 3 items; $6,675.00, 
21 items; $275.85, 6 items; $2,843.75, 
3 items, being the bills and claims 
of the Department of Revenue & 
Finance. 


The sum of $436.50, 7 items; 
$11,063.38, 11 items; $30.00, 1 item; 
being the bilis and claims of the 
Department of Public Safety. 


The sum of $9,470.34, 2 items: 
$4,317.22, 34 items; $29,947.05, 2 
items; $3,576.55, 32 items; $19,052.05, 
6 items; being the bills and claims 
of the Department of Public Works. 


The sum of $10.32, 1 item; $60.00, 
2 items; $1,136.55, 2 items; $257.82, 
2 items; $1,467.63, 9 items; $3,730.89, 
14 items; $2,899.29, 1 item; $37,235.58, 
13 items, being the bills and claims 
of the Department of Public Affairs. 


5369. А resolution requesting that 
Robert C. Hendrickson and H. Alex- 
ander Smith, United States Senators 
from New Jersey, Alfred E. Driscoll, 
Governor of the State of New Jer- 
sey, Robert W. Kean, Peter W. 
Rodino, Jr. and Hugh J. Addonizio, 
Representatives to Congress from 
Essex County, and Alfred C. Clapp, 
Senator from Essex County, and 
the Essex County representatives in 
the New Jersey Legislature, use 
their very best offices to initiate 
an investigation by the United States 
Senate of the operation of the New- 
ark Airport, and the activities of 
the Port of New York Authority 
and the Civil Aeronautics Adminis- 
tration ir regard thereto. It further 
requested that the Honorable Al- 
fred E. Driscoli, Governor of the 
State of New Jersey, demand that 
the Port of New York Authority 
suspend the expenditure of any 
further funds for capital improve- 
ments in the said Newark Airport 
pending the zforesaid investigation. 


The City Clerk was instructed to 
forward copies of the resolution ta 
Robert C. Hendrickson and H. Alex- 
ander Smith, United States Senators 
from New Jersey, Alfred E. Driscoll, 
Governor of the State of New Jer- 
sey, Robert W. Kean, Peter W. 
Rodino, Jr., and Hugh J. Addon:zio, 
Representatives to Congress from 
Essex County, and Alfred C. Clapp, 
Senator from Essex County and the 
Essex County representatives in the 
New Jersey Legislature. 


5570 Approves appointment of 
Joseph E. Glenn to Constable for a 
term ending December 31, 1952. 


5571 Арргоуев constable bonds of 
Louis Siskin and Joseph E. Glenn as 
to sufficiency. 


5572 - 5575 Pursuant to Local Bud- 
get Act R.S. 40:2-30, approves trans- 
fers to and from budget appropri- 
ations in the Departments of Public 
Works, Public Affairs and Parks and 
Public Property. 


5576 - 5577 Grants permission to 
Committee of St. Sebastiano Society 
of St. Lucy's Church to conduct a 
fireworks display throughout St. 
Lucy's parish on January 20, 1952. 
Bond as required by law furnished 
by said Committee as principal, and 
Indemnity Insurance Co. of North 
America, as surety, was approved. 


5578 Authorizes the Director of 
Revenue and Finance to issue checks 
for the Petty Cash Funds for various 
city departments, as stated in reso- 
lution on file in Office of City Clerk. 


5579 Authorizes establishment of 
petty cash fund of $100 for the use 
and purpose of the Bureau of Sani- 
tation, Department of Parks and 
Public Property, subject to the ap- 
proval of the Commissioner of Local 
Government. Mr. Timothy B. Struble 
was constituted the Custodian there- 
of. 


m 


5580 ' A resolution whereby the City 
releases to 713 Company, a N. J. 
Corporation, owner of premises aí 
103-153 No. 13th St, and its grantee 
and grantees, successors and assigns 
ibereof, any right of action or power 
Зо respect to the aforesaid premises 
that may be vested in the City of 
Newark, as respects the proposed 
Subdivision of these premises. 


5581 A resolution directing that 
written application be made to the 
Commissioner of the Department 


of Institutions and Agencies for- 


assistance to aid in the financing of 
the city's public assistance program, 
such assistance to be .that provided 
for in P.L. 1947, Chapter 156. 


5582 A resolution by the Board of 
Commissioners declaring that the 
financial assistance provided by 
Title I of the Housing Act of 1949 
to assist local slum clearance and 
urban re-development projects is 
necessary, and that it is fully cogniz- 
ant of the obligations and responsi- 
bilities that are imposed under con- 
tracts for financial assistance pur- 
suant to Title I and that it is the 
sense of this body that such obliga- 
tions and responsibilities can and 
will be fulfilled. 


It was resolved, that the filing of 
an Application by the Housing 
Authority of the City of Newark, 
Redevelopment Agency for Slum 
Clearance and Urban Redevelop- 
ment in the City of Newark dated 
July 11, 1952 for financial assistance 
in the amount of $27,417.50 (subject 
to adjustments as may be deemed 
necessary by the Housing Authority 
of the City of Newark, Redevelop- 
ment Agency for Slum Clearance 
and Urban Redevelopment in the 
City of Newark, and approved by 
the Administrator of the Housing 
and Home Finance Agency), and 
that the estimate of redevelopment 
expenditures on attached form of a 


final advance of funds from the 
Housing and Home Finance Ad- 
ministrator under Title I for surveys 
and other activities in preparation 
of the redevelopment project desig- 
nated R-8A or N. J. UR 4-1 (b), more 
fully and exactly described in said 
Application, is approved and author- 
ized in accordance with the pro- 
visions of Chapter 300 of the Laws 
of 1949 of New Jersey as amended; 
and it was further resolved, that 
the filing of an Application by the 
Housing Authority of the City of 
Newark, Redevelopment Agency for 
Slum Clearance and Urban Redevel- 
opment in the City of Newark dated 
July 19, 1952, for financial assistance 
in the amount of $33,903.50 (subject 
to adjustments as may be deemed 
necessary by the Housing Authority 
of the City of Newark, Redevelop- 
ment Agency for Slum Clearance 
and Urban Redevelopment in the 
City of Newark, and approved by 
the Administrator of the Housing 
and Home Finance Agency), and 
that the estimate of redevelopment 
expenditures on attached form of a 
final advance of funds from the 
Housing and Home Finance Admin- 
istrator under Title I for surveys 
and other activities in preparation 
of the redevelopment project re- 
signated R-8B or №. J. UR 4-2 (b), 
more fully and exactly described in 
said Applicaticn, is approved and 
authorized in accordance with the 
provisions of Chapter 300 of the 
laws of 1949 of New Jersey as 
amended. 


5583 Approves budgets submitted 
by the Director of the Department 
of Public Affairs for Veterans’ 
Temporary Housing units, said bud- 
gets having been approved by the 
Administrator of the Public Housing 
and Development Authority in the 
Department of Economic Develop- 
ment of the State of New Jersey. 


5584 Corrects resolution No. 5485, 
adopted December 27, 1951, so that 


the improvement of Sherman Ave- 
nue shall be from East Peddie Street 
to Wright Street, instead of Poinier 
Street to Wright Street. 


5585 Amends resolution No. 5113, 
adopted October 31, 1951, so that the 
time within which the final judg- 
ment mus: be recorded in foreclos- 
ure proceedings on tax sale certi- 
cate No. 7038, shail read from No- 
vember 2, 1951 to May 2, 1952 in- 
stead of from November 2, 1949 to 
May 2, 1949. Commissioner Ellen- 
stein did not vote on the resolution. 


5586 Amsnds resolution No. 5354, 
adopted December 12, 1951, so that 
the time within which the final 
judgment must be recorded in fore- 
closure proceedings on tax sale cer- 
tificate No. 32875, be extended from 
February 2, 1952 to March 12, 1952. 
Commissioner  Ellenstein did пої 
vote on the resolution. 


5587 - 5392. The Board of Com- 
missioners approved the following 
contracts: 


For Department of Parks & Public 
Property - Motors, With Elgin 
Sweeper Company - Elgin, Illinois, 
for Elgin Sweeper Paris As per 
price list less 23% discount if ship- 
ped from Elgin, Ill. 16% discount if 
shipped from В. E. Brooks at Has- 
brouck Heights, №. J. 


For Various Departments, For 
Building Materials in accordance 
with schedules and specifications on 
file in the Division of Central Pur- 
chase - to the following: F. Bowden 
Co. - Newark, N. J., for $4,087.35; 
Industrial Service & Supply Co. - 
Newark, N. J. for $5,266.50; Van 
Keuren & Son - Jast Newark, М. J. 
for $3,121.00; Colonial Sand and 
Stone Co. Inc, of Newark, М. J. 
for $8,055.45; Total $20,530.30. 


For ‘Various Departments, For 


Passenger, truck and tractor tires 
anc tubes in accordance with sched- 
ules on file in the Division of Cen- 
tral Purchase - to the fcllowing: 
Schwartz & Nagle, Inc., - Newark, 
М. J., for $5,316.35; Dave Stern CCo, 
Inc, - Newark, N. J., for $4,307.20; 
Hil Tice Co., Inc. - Newarx, М. J., 
for $2,986.29; Total $12,609.84. 


То Moses L. Felmly, for Plumoing 
Work in connection with the reha- 
bilitation of publie toilet rooms in 
the City Hall Building, Newark, 
New Jersey, for $9,926.00. 


To Angelo Sammarco, for Heating 
Work, for rehabilitation of public 
toilets in the City Hall Building, 
Newark, New Jersey, for 5955.00. 


To Henry R. Isenberg Tile and 
Ma-ble Company, for Tile and Metal 
Partition work in the City Hall 
Building, Newark, New Jersey, for 
$10,225.00. 


5593. Approves the following re- 
appointments to the Local Assis- 
tance Board of the City о: Newark: 
Steshsn J. Moran, Director of the 
Department of Publie Affairs, from 
January 1, 1952 to Decembe- 31, 
1952; Oscar Chinich from January 
1, 1952 to December 31, 1955. 


5594 - 5604. The Board of Com- 
missioners acted on the fcllowing 
applications for a variance from the 
terms of the zoning ordinance: 


Application of George Rokis, 
owner; for renewal of permit for 
luach wagon in a 2nd Business 
District; on premises 449 Ferry 5%, 
such use to be limited to the period 
of five years ending June 24, 1956. 
(Approved). 


Application of Howard  Fitten- 
house (Estate of James Ејгазопг, 
owner); for renewal of permit for 
а cabinet-making shop іп а ста Resi- 


e. 


е, 


i» 


e 


dence District; on Premises 110 
Oraton Street (rear); such use to be 
limited to the period of one year 
ending October 8, 1952. (Approved). 


Application of James Richliano 


.(Harry A. Kridel, owner); for re- 


newal of permit for automobile 
parking station ineluding car wash- 
ing in a 2nd Business District; on 
premises 136-140 North "th Street: 
suuch use to be limited to the period 
of one year ending July 13, 1952. 
(Approved). 


Application of Jack Way (Irvin 
W. Dietrich, owners); for renewal 
of permit for automobile sales sta- 
tion in a 2nd Business District; on 
premises 484 Broadway; such use 
to be limited to the period of one 
vear ending October 18, 1952. 
(Approved). 


Application of Мах Peinick, 
owner; for re-establishment of auto- 
mobile repair shop (no body or 
fender work) in a 1st Business Dis- 
trict: on premises 82-84 Monmouth 
Street; such use to be limited to 
the period ending one year from 
date hereof. (Approved). 


Apnlication of Albert E. Glassen 
(St. Bridget's Church, owner); for 
the extension of automobile parking 
station at 335-339 Washington St., 
in а 2nd Business District; on pre- 
mises 341 Washington Street, such 
use to be limited to the period 
ending one year from date hereof. 
(Action postponed for two weeks) 


Application of F. & P. Brakelyn 
Service, Inc. (F. & R. Pagano, own- 
ers); for parking of cars in the 
proeess of being serviced at 264 
Central Avenue, in a 1st Industrial 
Distriet; on premises 267 Central 


Avenue; such use to be limited to 
the period ending one year from 
date hereof. (Approved) 


Application of Albert E. Glassen ` 
(John V. Martin, owner); for re- 
establishment of automobile parking 
station in a 2nd Busines District; on 
premises 339 Washington Street; 
Such use to be limited to the period 
ending one year from date hereof. 
(Action postponed for 2 weeks). 


Application of Chestnut Holding 
Co., owner; for assembling and stor- 
age of electronic equipment in a 
2nd Business District; on premises 
494: Washington Street (rear); on 
conditions that 1) there be no manu- 
facturing or fabricating of compo- 
nent parts or testing done on the 
premises; and 2) such use to be 
limited to the period -ending three 
years from date hereof; operation 
at premises to be confined to the 
hours of 8 A. M. and 6 P. M. daily 
except Sundays and that no obnox- 
ious odors or objectionable noises 
will result. (Approved after hearing 
was held). 


Application of Martin J. Loftus, 
owner; for the erection of building 
on property line in a 2nd Business 
District; on premises 241-245 Broad- 
way. (Approved after hearing was 
held). 


Application of Josephine Rizzo 
and Anna Serra, owners; for the 
manufacturing of ladies collars and 
trimmings and the storage and ware- 
housing of same in existing 5-саг 
garage in a 3rd Residence District; 
on premises 38 Woodside Place; such 
use to be limited to the period end- 
ing one year from date hereof. 
(Disapproved after hearing was 
held.) 


Тһе following report was received and ordered filed. 
5605 


MONTHLY STATEMENT OF CASH RECEIPTS 
NOVEMBER 1951 
Description Amount 


TAX COLLECTIONS — 
Prepaid Taxes 1952 ....22..2.200........1.1.010.0..0 01.66 ды. $ 1,326.91 
1951 Taxes .........ом ыы ПОНИ 5,807,292.35 
Real Estate Arrears ..................: Динин нин ннн ны ннн нн, 90,630.11 
Personal Arrears es 12,027.97 
Tax Title Liens лаанын ннн ыы 2,363.78 
Тах Title Liens, Chapter #149, P. L. 1943 
Five Year.Plan - Tax Collections ................. 

Three Year Plan - Tax Collections Ne 
Bank Stock TS 


Tax Receiver - М. С. Checks Made Good .......................... 7,222.92 
Financial Business Тах 22... 


Pe 
Water Operating Surplus RN 


Remissions - Prior Years Taxes Returned 


LICENSES — 
Alcoholic Beverages ........м.оомгомы/мошалпынаныан | 305.00 
АП other шшш шшш шаннан рини иин 11,487.88 
Prepaid License MEM 
FEES AND PERMITS 2... 4,063.98 
FINES — 
Magistrates (Municipal Courts) _............................................ 28,508.00 
sb 
N. G. Checks Made Good 68.50 
Interest and Costs on Taxes 18,137.96 
Interest and Costs on Assessments 126.11 
State Aid - Highway Lighting 1,458.08 


Franchise Tax 


Gross Receipts Tax 


Bus Receipts Tax 


Motor Fuel Tax Refund 


Rents From Municipal Property 
Contribution - City of E. Orange - Passaic Valley Sewer 
Bill Board Tax essen | 
Stationery and Supplies (From Other Departments) ... 
Second Class Railroad Property 


Penny Milk Program - Schools 10020000л00 ыра 650.01 
Penny Milk Program - U.S. Department Agriculture... 22222222222. 
Bureau of Streets урун rene 1,564.28 
Bureau of Sidewalks ....ӛ...ӛ/.0.22020 eee eene 412.01 
Bureau of Sanitation .......... ини иинин нөө. 666.52 
Port Newark Lease - Port of New York Authority... sss 
Tax Sale Premiums - Chapter #149 sse eere oe 
Parking Meters 2..." ицмоцчмммм на 5,325.53 
Tax Premiums ..о.о..ихк еее ЦӚлеүиуччжжч еее 
Federal Public Housing Authority ле 10,546.50 


City of Newark Housing Authority 


Due From Airport Account 
State Road Aid - Chapter 62 ... 


SPECIAL ITEMS OF GENERAL REVENUE — 


Parking Meter Surplus 


Port Newark Surplus 


DEDICATED REVENUE — 


Water Department Operating 


ОНО 346,552.40 
Division of Port Development 2о.о.л.2ол28а ы аа ағы 
Water Capital а... 185,000.00 
Division of Dog Control ................... линии 40.00 
Protested Checks - Dog Control ағама ыы 
Prepaid Dog ie 
Marriage Licenses oe 1,336.60 
Weights and Measures - Solid Fuel TS 
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CAPITAL FUNDS — 


Promissory Notes - Schools 2.2....м....0м2МММ1000000 ннн ent 
Due from Board of Education ....... Le 
Term Bonds ee 
Sale of City Property se ee 
Temporary Notes - Bonds ......... seen 


Bond Anticipation Notes 
Improvements Authorization - Bonded ... 
Reserve - Fire LOSS 2.........лааыыыа 

Reserve - To Pay City Railway Debt ............................. н 
Reserve - Por; Newark Debt Service ........2222.2. 212 14.40.42. 
Reserve - Sale of City Property ....................... а юзиннен нн 
Permanent Bond Sale ............ eee ——————— 
Reserve to pay Port Newark Debt Service 396 ................ оси sese 
Reimbursement - Port Newark - Port Authority .Re 
Sale of Т). S. Treasury Bonds .. 


Reserve - Storm Damage .................................. 


Investments оо... ае 


TRUST FUNDS — 


Assessments Receivable - Tax Sale Liens .ee 
Assessments Receivable ~ Regular .........2.......22.... 327.07 
Chapter #149, Tax Title Lien Assessments ........................ 

Reserve - Foreclosure Fees - Tax Sale Liens . 

Public Affairs - Special Account Claims ........................ " 

Reserve - Salary and Wages ee 
Везегуе - Internal Revenue Tax - Baths 2......... cessere 
Reserve - Army BS I" 
Master Electricians License ee 
Resecve - Shade Tree Assessments ................. . MEM 981.07 
Reserve - Alice Hayes Estate 2...........л.2020 entente ийине 
Reserve - Police and Fire Pension Fund .ps 
Interest on Special Trust Funds .ә......л.лааа111 0000 teer rnt 
Reserve - Deposit on Bids - Contracts ........ə.222... чили 
Kinrey Corp. - Lieu of Bond 9 
Homettes - Revenue .Ne 2,360.00 
Johrson Homes - Revonue ...... 14,428.91 


F. P. H. A. Homes - Revenue 
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Protested Checks - Johnson Homes ле 41.15 
Protested Checks - Ғ.Р.Н.А...............лл02о шш ... 
Protested Checks - Rehabilitation ee 
Security Deposit Fund - Homettes ee 15.00 
Security Deposit Fund - Johnson Homes 15.00 
Security Deposit Fund - Ғ.Р.Н.А................................ 25.00 


Security Deposit Fund - Rehabilitation 


Homettes - Maintenance 


Auto Damage .......................................... MER 


Тах Title Liens - Shade Tree 


Reserve - Deposit on Bids - Foreclosed Property 


Johnson Homes - Fire Loss 


Reserve - Newark Union Truck Terminal 
Federal Tax - Outdoor Pools 


Reserve for Funds in Trust with City 


APPROPRIATION REFUNDS — 


Department of Public Affairs …… mM 6,900.42 
Department of Revenue and Finance ле steer 
Department of Public Safety ..... А 


Department of Parks and Public Property - 
1950 Appropriation Reserve ........................................ 


DO 


MISCELLANEOUS ITEMS — 


Tax Overpayments 


Refunds - Excess Cashiers’ Collections m 110.06 
Lease - 200 Washington Street Corp. .................................... 1,500.00 
Estate Funds RRRRRRRRMMMMMMMEEMMMMMMMMMMM 
Tax Sale Premiums ....... иене ааа 
Tax Sale Redemptions 2... teen tenere | 6,272.06 
Unallocated Funds 292.50 
Over and Under 人 Account .02 
Retained Percentage on Contracts .ps 5,167.00 
Rents - City in Possession .......а 8 | 616.75 


Foreclosed Property Sales 


Other Accounts Receivable 
State Road AO 
Budget Operating Ассоциа hee шə. 
P. A. Special Account Claims ...........аІн 6,829.38 


Franchise Tax - Fire Insurance Companies .RN 


Franchise Tax - Domestic Life Insurance Companies... 22.22.2442... 
Reserve - Fees - Application Hotel Certificates ............... esses 
Outdoor Pools Ne 
Damages - Rents City in Possession Ne 
Lease - Lawrence Street School seen 
Financial Business Тах ............222.242222. 52,895.91 


MISCELLANEOUS REVENUE NOT ANTICIPATED ....... 2,145.61 
Petty Cash Funds Re-deposited 2...о......2л.л02г0 аан 
Investment in Savings & Loan Returned es 
Sale Preferred Bank Stock о аниа 


$7,753.009.80 


I HEREBY CERTIFY that the figures contained in this report 
are correct. 


William J. Griffin (sgd) 
Actg. Auditor 
M. Ellenstein, Director (sgd) 


Ordered filed. 


Commissioner Moran: I move we adjourn until Monday, January 
14th, at 10:00 A. M. 


Mayor Villani: Motion is made that we adjourn until Monday, Janu- 
ary 14th, at 10 o'clock. The Clerk will call the roll. 


Yeas: Commissioners Carlin, Ellenstein, Keenan, Moran, Mayor Villani. 


Mayor Villani: We stand adjourned until Monday morning at 10 o'clock. 
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Newark, N. J., January 14, 1952 


An adjourned meeting of the 
Board of Commissioners of the City 
of Newark was held on the above 
date, in the Conference Room, City 
Hall at 10 A. M. Mayor Vallani 
called the meeting to order with all 
Commissioners present. А resolution 
presented by Commissioner Ellen- 


stein was acted upon. 


#5606 - Authorizing the Director 
of Revenue and Finance to open a 
separate payroll account for the 
purpose of crediting and charging 
payroll checks, and designating the 
Fidelity Union Trust Со. and its 
Ironbound, Citizens, City Trust, and 
American branches, the National 
State Bank and its Merchants and 
Newerk Trust Co., branch, the 
Union National Bank and the Lin- 
con National Bank, Vailsburg 
branch, as depositories. 


There followed a discussion of 


: the manner of paying employees, 


especially the orderlies in the City 
Hospital, in which class of employees 
there is a heavy turnover, and to 
a lesser degree in other divisions. 
There also were discussions about 
the various departments having to 
prepare payrolls ten days in advance, 
which in some instances caused 
confusion. 


Commissioner Ellenstein said that 
the effect of the new set-up is that 
“we are going to have deposits, 
after we make up our payrolls, the 
total amount, we are going to de- 
posit the same amount of dollars in 
a depository,.and that will clear it. 


It, will come down to zero, and we 
wont have to reconcile the accounts 
from time to time". He added that 
that it will make the work easier 
for the banks, and also easier for 
the Department of Revenue and 
Finance. He said the procedure 
had been to take the payroll funds 
from the general account, but under 
the resolution discussed it authorizes 
the department to open a separate 
account for payrolls, so that. after 
the payrolls are distributed in cash, 
there will be zero left in the account. 


There followed a discussion of the 
position of the Board of Education 
in the matter of establishing a 
school in the Ivy Hill section. Com- 
missioner Moran reported that he 
was unable to contact Mr. Hess, 
secretary of the Board, as instruc- 
ted by the City Commission. During 
the discussion which followed the 
speakers included Mr. Arthur Pa- 
dula, representing the company 
constructing housing in the vicinity, 
Corporation Counsel Handler, Al- 
fred Padula, Commissioners Ellen- 
stein, Carlin, Mayor Villani, Com- 
missioner Keenan and Mr. Hess. 
The subject discussed was the loca- 
tion of the site. The Padula’s ex- 
pressed concern about their project 
which they said is to have 10,000 
units. Mr. Moran pressed for a de- 
‘lay in the matter so that he could 
confer with the Board of Education, 
and his own medical board, which 
is concerned in the matter because 
of the presence in the neighborhood 
of the City Convalescent Hospital. 
The matter was ordered continued 
until the next meeting, and the 
Commission then adjourned. 
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Newark, М. J. January 23, 1952 


A regular meeting of the Board 
of Commissioners of the City of 
Newark, М. J, was held on the 
above date, in the Commissioners’ 
Chamber, City Hall, Newarx, at 2:00 
P. M. 


Mayor Villani: The meeting will 
come to order. The Clerk will call 
the roll. 


Present: Commissioners Carlin, 
Keenan, Moran, Mayor Villani. 


Absent: Commissioner Ellenstein. 


Commissioner Keenan moved that 
the reading of the minutes of the 
previous meeting be dispersed with. 


5607 - An Ordinance changing and 
establishing the width of the side- 
walks of Mary Street from Avenue 
L easterly 292.88 feet to its present 
terminus and requiring the removal 
of obstructions, projections or en- 
croachments thereon. The date set 
for further hearing and final passage 
was February 6th. 


5608 - An Ordinance to authorize 
the grading, curbing, paving and 
other improvement of Mary Street 
from Avenue L to about 286 feet 
east of Avenue L, as a loca! improve- 
ment, and to provide for tne financ- 
ing of the cost thereof by the issu- 
ance of bonds and bond anticipa- 
tion notes, in an amount not to ex- 
ceed $14,250. February 6th was the 
date set for further hearing and 
final passage. 


5609 - An Ordinance to amend an 
ordinance regulating the construc- 
tion, repair, alteration and removal 


of buildings within the City of New- 
ark, New Jersey adopted July 15, 
1924. The date set for further hear- 
ing and final passage was Feoruary 
6th. 


5610 - An Ordinance concerning the 
regulation and licensing of livery 
Stables, fixing the license fees, and 
providing penalties for the violation 
thereof was passed on third and 
final reading. 


5611-5541 - The Board of Commis- 
sioners approved the following ap- 
propriations for bills, claims, and 
payrolls: 


The sum of $47,306.51, 150 items; 
$4, 875.30, 19 items; $131.20, 1 item; 
$225,777.53, 38 items; $24,194.49, 19 
items; $34.00, 1 item; $149,741.27, 43 
items; being the bills and claims of 
the Department of Parks and Public 
Property. 


The sum of $27,756.23, 15 items; 
$92,101.25, 1 item; $43,715.6C, 13 
items; $8,189.19, 27 items; $500,C00.00 
1 item; $117,971.38, 16 items; $52, 
666.16, 25 items; being the bills and 
claims of the Department of Revenue 
and Finance. 


The sum of $349,176.67, 11 items; 
$44,725.74, 2 items; $125.00, 2 items; 
being the bills and claims o: the 
Department of Public Safety. 


The sum of $38,693.08, 29 tems; 
$49,379.38, 10 items; $1,092.10, 1 item; 
$352,763.95, 71 items; $37,569.56, 54 
items; being the bills and claims of 
the Department of Public Works. 


The sum of $3,599.22, 14 items; 
$382.30, 1 item; $38,995.94, 13 items; 
$561.52, 1 item; $22,039.28, 5 ‘tems: 
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$169,973.50, 16 items; $663.05, 9 
items; $386.52, 2 items; $4,314.77, 21 
items; being the bills and claims of 
the Department of Public Affairs. 


5642 - A resolution by the Board of 
Commissioners expressing its oppo- 
sition to the recent wave of out- 
breaks of violence апа terrorism 
which has swept across the State of 
Florida wherein homes of negro 
citizens as well as Christian and 
Jewish religious institutions were 
bombed resulting in loss of human 
life and destruction of property. 
The Board called upon the proper 
authorities to ascertain the causes 
for the outbreaks and to refer the 
matter to the proper prosecuting 
authorities so that the guilty culprits 
might be apprehended and punished. 


5643 - 5644 - Approves appointment 
of Aaron Landisman and Harry 


Meyers to Constable for a term end-, 


ing December 31, 1952, and approves 
constable bonds for the aforemen- 
tioned as to sufficiency. 


5645 - Authorizes issuance of Bond 
Anticipation Notes in the amount 
of $25,000 pursuant to the ordinance 
authorizing improvements to the 
water supply system of the City of 
Newark. Moneys raised by the issu- 
ance of these notes are to be applied 
to the payment of the principal of 
$25,000 outstanding notes heretofore 
issued and payable January 29, 1952. 


b646 - Pursuant to the ordinance 
making an appropriation to pay the 
City's share of the cost of an addi- 
uonal water supply to be obtained 
by the North Jersey Distriet Water 
Supply Commission for the City and 
certain other municipalities, author- 
izes the issuance of Bond Anticipa- 
tion Notes in the aggregate principal 
amount of $506,250. 


5647 - Provides for issuance of Bond 
Anticipation Notes in the amount of 


$25,000, pursuant to the ordinance 
authorizing improvements to the 
water supply system of the City of 
Newark. Moneys raised by the issu- 
ance of these notes are to be applied 
to the payment of the principal of 
$25,000 outstanding notes heretofore 
issued and payable on January 29, 
1952. 


5648 - Pursuant to the ordinance 
authorizing the grading, curbing, 
paving and other improvements of 
Monteith Avenue from North Sixth 
Street to the Newark-Belleville Line, 
authorizes the issuance of Bond 
Anticipation Notes in the amount 
of $16,150. Moneys raised by the 
issuance of these notes are to be 
applied to the payment of the princi- 
pal of $16,150 outstanding notes here- 
tofore issued and payable January 
27, 1952. 


5649 - Authorizes cancellation of 
taxes for the year 1951 against pre- 
mises at 58, 60 and 62 Jones Street, 
owned and used by the Urban 
League of Essex County for charit- 
able and educational purposes. 


5650 - Cancels taxes against premises 
at 244-246 and 248-250 Montclair 
. Avenue, owned and used.as = par- 
sonage by First Methodist Church. 


5651 - Cancels taxes for 1950 and 1951 
against premises at 40-44 Норзоп 
Street, owned and used as house of 
worship by Congregation Sheveth 
Yosef. 


5652 - Pursuant to R. S. 40:2-12, 
authorizes temporary appropriation 
in the amount of $6,700 for the New- 
ark Civil Defense Council, Depart- 
ment of Parks and Public Property. 


5653 - 5654 - Pursuant to Local Bud- 
get Act R. S. 40:2-30 authorizes 
transfers to and from Budget appro- 
priations in the Departments of 
Public Affairs and Parks and Public 
Property. 
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5655 - A resolution whereby the City 
releases to 713 Company, owner of 
premises at 103-153 North 13th St. 
his grantee and grantees, successors 
and assigns thereof, any right of ac- 
tion or power in respect to aforesaid 
premises that may be vested in the 
City of Newark as respects the pro- 
posed subdivision of said land. 


5856 - A resolution whereby the City 
of Newark gives consent to sub-divi- 
sion of Lots known as 445-504 Lake 
білесі. 


5657 - Authorizes the Director of 
the Department of Public Works to 
return $2,000 bond and $400 deposit 
to Franklin Contracting Company, 
said bond and deposit having been 
left for reconstruction of sewer facil- 
ities at Wilson Avenue, which re- 
construction was deemed unneces- 
sary. 


5658 - Authorizes refund of $50 to 
William Carlucci, Jr., for transfer of 
liquor license, which fee should not 
have been paid since matter should 
have been handled as a dissolution 
of partnership. 


5659 Extends the time within which 
the final judgment must be recorded 
in the foreclosure proceedings on tax 
sale certificete No. 34041, premises 
485 - 5th Street, owned by Morris 
P. and Vincent J. Lipuma, from 
September 22, 1950 to April 23, 1952. 


5560 - Authorizes reimbursement of 
$185 to Perdeco, Inc, said sum re- 
presentirg deposit left on bid for 
Christmas Decorations for the City 
Hall. 


5661 - Authorizes paymen:* of $2,200 
to Wiliam Kuebler in full settle- 
ment of his claim for injuries sus- 
tained when he fell over wire cables 
being installed оп Raymond Plaza, 
on December 7, 1950. 


5662 - Authorizes the Central Plan- 
ning Board of the City of Newark 
to make a preliminary investigation 
and to hold a public hearing to de- 
termine whether the area designated 
by the Housing Authority of the 
City of Newark, covering ihe area 
bounded by Broad Street on the 
Eas:, Delaware Lackawanna & West- 
ern Railroad on the South, High St., 
8th Ave., Summer Ave., on the West, 
and 7th Ave. and Broadway or the 
North, is or is not a blighted area. 


5683 - Authorizes the Central Plan- 
ning Board to make a preliminary 
investigation and to hold a public 
hearing to determine whether the 
area designated by the Housing 
Authority of the City of Newark, 
covering the area bounded by Shef- 
field Street on the East, D. L. & W. 
Railroad on the South, Clifton Ave. 
on the West, a point approximately 
400 feet North of the intersection of 
Clifton end 7th Avenues to Garside 
Street, Garside Street to 7th Avenue 
and 7th Avenue on the North, is or 
is not a blighted area. 


5:64 - Authorizes the Director of 
the Depariment of Revenue and Fin- 
ance to retain Samuel Klein & Co., 
Certified Public Accountants, to 
make the following audits of the 
accounts of the City of Newark, New 
Jersey, for the year 1952, for the 
amounts not in excess of the follow- 
ing: Audit of the books and records 
of the City of Newark, New Jersey 
for $20,000.00; Audit of the books 
and records of the Pension Fund, for 
$1,540.00; Preparation of Verifica- 
tion Taxes, for $3,500.00; Audit of 
the books and records of the Water 
Department, for $4,000.00; Total 
$29,040.00. 


5665 - Authorizes refund of $24 to 
The Watson Elevator Company, Іпс., 
this sum representing half the fee 
paid for a permit to install an eleva- 
tor, said permit not having been 
used. 
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5668 - 5673 - The Board of Commis- 
sioners approved the following con- 
tracts: 


For rodent control in certain city- 
owned buildings located in the City 
of Newark, To the Sanitation Con- 
trol Service, 790 Broad Street, New- 
ark, New Jersey for $3,999.24 per 
annum, effective February 1, 1952. 


For Accoustical Work for the Cash- 
ier's Department and the Adjacent 
Office in the City Hall Building, 
Newark, To the Woolsulate Corpora- 
tion, 21 South 16th Street, Кєзї 
Orange, New Jersey, for the sum of 
$2,120.00. | | 


For Department of Public Affairs 
- City Hospital, With Medical Ser- 
vice Co, Inc. - Newark, М, J., For 
6 only Bausch & Lomb 88 - Lab. 
Microscopes - as per specifications 
in the Division of Central Purchase 
€ $241.65 each - Total $1,449.90. 


For Department of Public Works -: 


Water Division, With Hersey Mfg. 
Co. - South Boston, Mass,, for Hersey 
Water Meter Parts, including “De- 
tector", -- 5% off list; Neptune 
Meter Co. - New York City, for 
Lambert, Trident and/or Protectus 
Water Meter Parts - List plus 595; 
Rockwell Mfg. Co. - New York City, 
for Pittsburgh Equiteble and / or 
Natonal Water Meter Parts, 5% off 
list; Worthington - Gamon Meter 


Division, for Worthington-Gamon - 


Water Meter Parts, 595 off list 


For Department of Public Affairs, 
City Hospital - Ivy Haven, For Mis- 
cellaneous Textiles - as per list and 
specifications on file in the Division 
of Central Purchase to the follow- 
ing: Fisher Cohen Co. Newark, М. 
J., for $4,625.08; Industrial Garment 
Co, N.Y.G, for $1,242.90; Total, 
$5,867.98. 


For Department of Parks and 


Publie Property - Office of the City 
Clerk, With West Side Printing 
House - Newark, N. J., for Printing. 
and binding of 200 copies per month : 
of the Minutes of the Board of 
Commissioners’ Meetings for the 
year 1952, Price per page — $4.75, 
Hourly rate to be charged for ad- 
ditional composition - $7.95, Tabular 
composition per page $7.95. 


For АП Departments, For Payer 
Products (Paper Cups, Paper Towels, 
Toilet Tissue, etc.) as per schedules 
on file in the Division of Central 
Purchase, to the following: H. G. 
Moonéy Company - Newark, М. 7, 
for $4,921.70; Grossman Paper and 
Bag Co. - Irvington, N. J., for 
$2,376.82; Fisher Cohen Co. - New- 
ark, N. J., for $1,645.80; 

: Total $8,944.32 


For АП Departments, For Paints 
and Paint Supplies as shown on 
schedules on file in the Division of 
Central Purchase to the following: 
Murray Paint & Wallpaper, Inc. - 
Newark, N. J., for $3,105.00; Joseph 
Ricciardi-Newark, N. J., for $3,084.57 
Felix Fox & Sons, Inc. - Newark, 
N. J., for $2,997.56, Total - $9,187.23. 


5674 - Authorizes the Director of 
ibe Department of Public Works to 
advertise for sealed proposals for 
installing cone valves and furnish- 
ing and installing by-pass pipe line 
in the vicinity of the Bloomfield 
Avenue Tower in the City of New- 
ark, Essex County, New Jersey (Di- 
vision of Water Contract 99). 


5675 - Approves appointment of 
Ralph J. Nicastro as a Temporary 
Assistant Cashier, Cashier's Division, 
Department of Revenue & Finance, 
at a salary of $3,000 per annum, 
effective January 18th, 1952. 


5676 - Approves appointment of 
Angelo' Natalizio as a Temporary 
Assistant Tax Assessor in the Board 
of Assessment and Revision of Taxes, 
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Department of Revenue and Finance, 
at a salary of $3,000 per annum, 
effective January 13th, 1952. 


5577 - Approves appointment of 
Frank A. O'Neil to the pcsition of 
Director of Civilian Defense at the 
Newark Civilian Defense Council, 
Department of Parks and Public 
Property, at a salary of $6,500 per 
annum, effective January 27th, 1952. 


5378 - 5693 - The Board of Com- 
missioners acted on the following 
applications for a variance from the 
terms of the Zoning Ordinance: 


Application of Joel & Robert 
Wallenstein, owners; for renewal of 
permit for storage of trucks in a 2nd 
Business District; on premises 694- 
696 Broac way; such use to be limited 
to the period of two years ending 
November 1, 1953. (Apprcved). 


Application of Crew Levick Corp., 
owner; for renewal of permit for 
gasoline station in a 2nd Business 
District; on premises 375-379 Eight- 
eenth Avenue; such use to be limited 
to the period of eight years ending 
December 30, 1959. (Approved). 


Application of Andrew Minichiello 
(E. S. Mack & A. Wishengrad, own- 
ers); for renewal of permit for auto- 
mobile parking station in a lst In- 
dustrial District; on premises 53-57 
Commercial Street; such use to b? 
limited :o the period of one year 
ending October 22, 1952. (Approved) 


Application of Andrew Minichiello 
(Sylvester & Co., owner); for renewal 
of permit for automobile perking 
station in а 1st Industrial District; 
on premises 50-66 Commercial St, 
such use to be limited to the period 
of one year ending October 22, 1952. 
(Approved). 


Application of Seasonal Neckwear 
Co., Ine., (585 Broad St. & 87 Spring- 


field Ave., Inc., owner); for renewal 
of permit for manufacture of nck- 
ties in a 2nd Business Distriet on 
premises 585 Broad Street; such use 
to be limited to the period of five 
years ending August 14, 1956. 
(Approved). 


Application of Philip Posner (Park 
St. Corp, owner); for renewal of 
permit for automobile parking sta- 
tion in a 1st Industrial District; on 
premises 64 Park Street; such use to 
be limited to the period of one year 
ending January 4, 1953. (Approved) 


Application of Socony-Vacuum Oil 
Co., owner; for renewal of permit for 
gasoline service station in a 1st Busi- 
ness District; on premises 315-321 
Lyons Avenue; such use to be limi- 
ted to the period of eight years 
ending February 1, 1960. (Approved) 


Application of J. & D. Kram & ` 


S. & L. M. Reiss & E. Siegmeister, 
owners; for renewal of permit for 
automobile parking station for cus- 
tomers of adjoining food market in 
а Ist Business District; on premises 
762-764 Sandford Avenue; such use 
to be limited to the period of three 
years ending July 30, 1954. 
(Approved). 


Application. of Herman Schneck 
(Lafayette Holding Co., owner); for 
renewal of permit for woodworking 
Shop in a 3rd Residence District; on 
premises 298 S. 10th Street; such use 
to be limited to the period о? one 
year ending September 30, 1952. 
(Approved). 


Application of Aetna Realty Co., 
owner; for renewal of permit for 
automobile parking station fo? cus- 
tomers in a 2nd Business District; 
on premises 140-152 Wilson Avenue; 
such use to be limited to the period 
of one year ending August 10, 1952. 
(Approved). 
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' Application of Samuel S. Levin, 
owner; for the conversion of a 3- 
family dwelling to a 4-family dwell- 
ing in a 2nd Residence District; on 
premises 127-129 Goodwin Avenue. 
(Approved). 


Application of Essex Decorators- 
Seibels (Jerry Conforti, owner); for 
establishment of parking station for 
customers only in a 2nd Business 
District; on premises 9%-11 Crane 
Street; such use to be limited to the 
period ending one year from date 
hereof. (Approved). 


Application of Domenie Mancino 


(Wright Grill, Ine, owner); for 
establishment of used car sales sta- 
tion on site of discontinued gasoline 
station in a 1st Industrial District; 
on premises 1208-1214 Broad Street: 
such use to be limited to the period 
ending one year from date hereof. 
(Approved). 


Application of Glagola & Goetz 
Leather Products, Inc., (Barken 
Realty Co., Inc, owner); for the 
manufacture of ladies’ handbags and 
luggage in a 2nd Business District; 
on premises 10-22 Magnolia Street 
(3rd floor); such use to be limited 
to the period ending five years from 


date hereof. (Approved). 


Application of Albert E. Glassen 
(St. Bridget's Church, owner); for 
the extension of automobile parking 
station at 335-339 Washington St., 
іп а 2nd Business District; on pre- 
mises 341 Washington Street; such 
use to be limited to the period end- 
ing one year from date hereof; 
Application of Albert E. Glassen 
(John V. Martin, owner); for re- 
establishment of automobile parking 
station in a 2nd Business District; 
on premises 339 Washington Street; 
suuch use to be limited to the period 
ending one year from date hereof. 
(Action was deferred for 2 weeks 
after hearing was held). 


The City Clerk: That is all on the 
Clerk's desk, Mr. Mayor. А motion 
to adjourn is in order. 


Commissioner Moran: I so move. 


Mayor Villani: The City Clerk will 
call the roll. 


Yeas: Commissioners Carlin, Kee- 
nan, Moran, Mayor Villani. 


Mayor Villani This meeting is 
adjourned until February 6th. 
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Newark, N. J., January 28, 1952 


An adjourned meeting of the 
Commissioners of the City of New- 
ark was held on the above date in 
the Conference Room, City Hall, 
at 11 А. М., with all Commissioners 
present. Mayor Villani acted upon 
Commissioner Moran to report on 
his conference with the Board of 
Education, city engineers, electricans, 
architects and with Mr. Padula, the 
latter being the contractor erecting 
new apartment buildings in the old 
Ivy Hill site. 


The conference related to the 
purchase by the city or exchange 
of properties that will be involved 
in the selection of a site for a 
proposed Ivy Hill school. Commis- 
sioner Moran reported that his talks 
related to all phases of the matter. 
He said that Mr. Padula, reported 
that his important problem was one 
of replacement of space needed for 
parking, in order for him to meet 
his committments with his mort- 
Eagee. Commissioner Moran recom- 
mended that the City Commission 
should о ег to Mr. Радија the plan 
the Commissioner outlined, giving 
Padula adequate and ample parking 
space in the rear of Ivy Haven, and 
then failing in that he said the 
Commission should go on record 
as being opposed to any transfer of 
land at this time, and to permit Mr. 
Padula to go ahead with his build- 
ing program and when and if at 
such time that the Board of Educa- 


tion requires it and finds it neces- 
sary, then the city should purchase 
for a fair value the amount of land 
that they need to build a school. 


Meyer E. Ruback, representing 
the Garden Constructing Co., op- 
posed turning over to Mr. Padula 
a proposed school site for parking 
purposes. He said that his client 
offered for the lands which Mr. 
Padula seeks to acquire by the ex- 
change, $100,000 in cash, if unre- 
stricted, and $65,000 if restricted. 


Commissioners Carlin, Keenan 
and Ellenstein and Mayor Villani 
also participated in the iengthy 
discussion as did Corporatior Coun- 
sel Handler. In reply to а statement 
that Mr. Padula was having diffi- 
culty in obtaining building permits, 
Building Superintendent Fiverson 
said 15 wasn’t so. He added that per- 
mits for two of the buildings already 
were issued, and that the examin- 
ation of the plans for the cthers 
was about finished and the permits 
would be issued in a few days. 


Before adjourning and leaving 
the matter in status quo the Com- 
mission acted on Res. 5694 which 
dedicated Manor Drive in the hous- 
ing area which insures a means of 
access to the housing property 
parking space. 


Upon motion to do so, Mayor 
Villani adjourned the meeting. 
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Minutes of the 
BOARD OF COMMISSIONERS 


FEBRUARY - 1952 


Newark, М. Ј., February 6, 1952 


A'regular meeting of the Board 
of Commissioners of, the City of 
Newark, М. J., was held on the 
above date in the Commissioners' 
Chamber, City Hall Newark, at 
2:00 P. M. 


Mayor Villani: The meeting will 
come to order, The Clerk will call 
the roll. 


Present: Commissioners Carlin, 
Ellenstein, Keenan, Mayor Villani. 

(Commissioner Moran took his 
seat after adoption of Ordinance 
#5695). 


Commissioner Ellenstein moved 
that the reading of the minutes of 
the previous meeting be dispensed 
with. 


5695. - An Ordinance changing and 
establishing the width of the side- 
walks of Mary Street from Avenue 
L easterly 202.88 feet to its present 
terminus and requiring the removal 
of obstructions, projections or en- 
croachments thereon. The ordinance 
was passed on third and final read- 
ing. 


5696 - An Ordinance to amend an 
ordinance regulating the construc- 


tion, repair, alteration and removal 
of buildings within the City of New- 
ark, New Jersey, adopted July 15, 
1924 was passed on third and final 
reading. 


5697 - An Ordinance to authorize 
the grading, curbing, paving and 
other improvements of Mary ‘Street 
from Avenue L to about 286 feet 
east of Avenue L, as a local im- 
provement, and to provide for the 
financing of the cost thereof by the 
issuance of bonds and bond antici- 
pation notes in an amount not to 
exceed $14,250. The ordinance was 
passed on third and final reading. 


5698 - 5727 - The Board of Com- 
missioners epproved the following 
appropriations for bills, claims and 
payrolls: 


The sum of $7,455.01, 10 iterns: 
$311.49, 2 items; $207,432.75, 42 items; 
$5,414.90, 47 items; $34,626.76, 118 
items, being the bills and claims 
of the Department of Parks and 
Public Property. | 


The sum of $4,660.01, 33 items; 
$48,728.59, 24 items; $7,197.09, 8 
items; $786.00, 6 items; $21,552.00, 
2 items; $2,323.66, 10 items; $1,599, 
01029, 1 item; bemg the bills and 


clairns of the Department of Re- 
venue and Finance. 


Тһе sum of $349,060.56, 11 items; 
$24,101.22, 4 items; $30.00, 1 item, 
being the bills and claims of the 
Department of Public Safety.・ 


The sum of $47,781.91, 9 items; 
$561,524.19, 46 items; $38,053.52, 24 
items; $245,224.50, 52 items, being 
the bills and claims of the depart- 
ment of Public Works. 


The sum of $561.52, 1 item; 
$1,918.92 3 items; $4,269.82, 10 items; 
$5,076.68, 16 items; $20,775.44, 7 
items; $37,453.79, 9 items; $386.52, 2 
items; $170,240.54, 18 items; $1,125. 
1 item; $170.00, 1 item; $27,739.33, 
3 items, being the bills and claims 
of the Department of Public Affairs. 


5728 - A resolution whereby the City 
of Newark officially sends its con- 
dolence and sympathy to the mem- 
bers of the Royal Family of England 
upon the sudden and untimely pass- 
ing of King George VI. Copies of 
the resolution were directed for- 
warded to the British Ambassador 
at Washington and to the United 
States Ambassador at London, with 
the ‘request that the same be duly 
forwarded to the family of the late 
King and the people of England. 


5729 - A resolution setting February 
20th as the date for the rehearing 
of the application for a variance 
“from the terms of the Zoning Ordin- 
ance made by Josephine Rizzo and 
Anna Serra, premises 38 Woodside 
Place, so as to use the premises for 
the manufacturing of ladies’ Collars 
and trimmings, and the storage and 
warehousing of same, in existing 5 
car garage on said premises. Com- 
missioner Carlin voted against the 
resolution. 


5730 - A resolution condemning As- 
sembly Bill No 182, requiring a 
referendum before any fow-rent 


public housing project or private 
urban redevelopment project could 
be undertaken, as subverting re- 
sponsible, representative govern- 
ment and substituting government 
by referendum. Copies of the reso- 
lution were directed forwarded to 
Governor Driscoll, Senator Alfred 
C. Clapp, the Assemblymen from 
Essex County, the President of the 
Senate and the Speaker of the As- 
sembly and the Chairmen of the 
Committees handling this legislation. 


5731 - A resolution approving a bill 
providing legislation authorizing the 
creation by the governing body of 
each city of the State of a local in- 
dustrial commission, with specific 
provisions relating to the attraction 
of new industry to the State of New 
Jersey, presented to the 1952 State 
Legislature by Assemblyman Samuel 
S. Saiber of Essex Countv, at the 
request of the City of Newark. The 
Board of Commissioners requested 
the members of the 1952 State Leg- 
islature to give consideration and 
its approval thereto by enactment 
of said legislation. 


5132 - 5733 - Approves appointment 
of Jack C. Stone to Constable for a 


term ending December 31, 1952, and | 


approves constable bond as to suf- 
ficiency. 


5134 - Pursuant to Local Budget 
Act R.S. 40:2-30, approves transfers 
to and from budget appropriations 
in the Department of Public Affairs. 


5735 - Pursuant to the ordinance 
authorizing improvements to the 
water supply system of the City 
of Newark, authorizes issuance of 
Bond Anticipation Notes in the a- 


'mount of $50,000. Moneys raised by 


~ 


the issuance of these notes are to 
be applied to the payment of the 
principal of $50,000 outstanding 
notes heretofore issued pursuant to 
said ordinance, payable on February 
17, 1952 


“! 
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5138 - Authorizes issuance of Bond 
Anticipation Notes in the amount 
of $156,750 pursuant to the ordin- 
ance authorizing the reconstruction 
of the first floor of City Hall Mon- 
eys raised by the issuance of these 
notes are to be applied to the pay- 
ment of the principle of' $156,750 
outstanding notes heretofore issued 
pursuant to said ordinance and pay- 
able February 9, 1952. 


5731 - Directs that the City of New- 
ark, foreclose, by summary рго- 
ceedings, In Hem, as provided in 
the Іп Rem Tax Foreclosure Act, 
the tax sale certificates held by it, 
as listed on tax foreclosure list on 
file in Office of City Clerk. 


5738 - Approves offer of James J. 
Reilly, owner of premises at 3 Rey- 
per Place, Belleville, to purchase 
for $358.89 the fee to a 30 foot right 
of way in the land occupied by а 
water pipe line owned by the City 
of Newark which crosses his pre- 
mises at the above location. This 
sale is subject to final approval at 
a further meeting of the Board of 
Commissioners to be held on Febru- 
ary 20, 1952. 


5739 - Approves offer of Samuel J. 
Coronato and Mary А. Coronato, 
owners of premises at 2-4 Reservoir 
Place, Belleville, to purchase for 
$161.47 the fee to a 30 foot right of 
way in the land occupied by a water 
pipe line owned by the City of New- 
ark, which crosses the above pre- 
mises. This sale is subject to final 
approval at a meeting of the Board 
of Commissioners to be held on 
February 20, 1952. 


5740 - Approves offer of Everett B. 
Smith and Martha D. Smith, owners 
of premises at 15 Van Reyper Place, 
Belleville, to purchase for $190.08 
the fee to a 30 foot right of way in 
the land occupied by a water pipe 
line owned by the City of Newark, 
which crosses the above premises. 


This sale 1s subject to tinal appioval 
at a meeting of the Board of Com- 
missioners to be held on February 


.20, 1952. 


5741 - In compliance with Chapter 
213 of the Laws of 1951, the City of 
Newark consented to the subdivision 
of Lois 33 and 53, Block 611, as 
Shown on the official tax map of 
The City of Newark; being a plot 
of ground located on the northwest 
corner of Summer Avenue and 
Woodside Place, formerly known as 
Harvey Street, and running along 
said Woodside Place at a distance 
of 180 feet to the easterly line of 
old Garside Street, now also known 
as Woodside Place, having a front- 
age of 50 feet on Summer Avenue 
and a frontage of 51 feet on old 
Garside Street, now known as Wood- 
side Place. 


5742 - Pursuant to Chapter 213 of 
the Laws of 1951, The City of New- 
ark consented to sub-division of Lot 
l in Block 687, as shown on the 
official tax map of the City of New- 
ark, being a plot of land 200 feet 
on Delavan Avenue by 100 feet in 
depth on Highland Avenue and on 
Lake Street, and commonly known 
as 286-300 Delavan Avenue. Com- 
missioner Ellenstein voted against 
the resolution. 


5643 - In compliance with Chapter 
213 of the Laws of 1951, The City of 
Newark consented to subdivision of 
lots Nos. 36, 37, 39, in Block 3746, 
as shown on the official tax map of 
The City of Newark, being a plot 
of land 125 feet on the easterly side 
of Dayton Street, extending to a 
depth of 100 feet, and commonly 
known as 150-158 Dayton Street. 


5744 - Authorizes the Corporation 
Counsel of The City of Newark to 
take steps to vacate that portion of 
the judgment entered in the In Rem 
Foreclosure Suit entitled: City of 
Newark, plaintiff, against Block 259 


Lot 40, and other lands, Superior 
Court of New Jersey, Chancery Di- 
vision - Essex County, Docket No. F- 
967-50, only as to Claim £12 in said 
suit, covering .property known as 


Block 5047 Lot 1, 52-66 Rutherford 


Street; and to discontinue said ac- 
tion as against said property; and 
further authorizes the Corporation 
Counsel to discontinue the pro- 
ceedings against Claim #18, cover- 
ing premises known as Block 5048 
Lot 1, 74-90 Rutherford Street, and 
Claim £21, covering premises known 
as Block 5056 Lot 24, 92-106 Ruther- 
ford Street, as set forth in the In 
Rem Foreclosure Suit entitled; Citv 
of Newark, plaintiff, against Block 
848 A Lot 14, and other lands, Su- 
perior Court of New Jersey, Сһатс- 
ery Division - Essex County, Docket 
No. F-1151 - 50. 


5745 - Authorizes refund of sum of 
$25.50 to Louis L. Finkel, this sura 
representing half the fee paid for a 


building permit which was not used. 


5746 - 5752 - The Board of Commis- 
sioners approved the following con- 
traets: 


With the Associated Humane Soci- 
eties of New Jersey, for the main- 
tenance of a Public Dog Pound for 
removing unlicensed, stray and hom- 
less dogs from the streets of New- 
ark, for the year 1952, for the sum 
of $13,500.00 

With the Hemminger Company, 
for roofing and sheet metal work 
for the pent house, located over the 
Fire Alarm Department, City: Hall, 
Newark, for $6,738.00. 


For Department of Public Affairs, 
City Hospital, Dept. of Health, for 
Drugs - as per list on file in the 
Division of Central Purchase, with 
James P. Smith, Newark, N. J., for 
$17,148.29; Goldman's Drug Store, 
Newark, N. J., for $10,802.84; Chas. 
Pfizer & Co., Tne., Brooklyn, N. Y., 


for $5,056.04; Day-Baldwin, Ine., 
for $4,311.73; General Medical Sup- 
ply Co, Inc, Newark, N. J., for 
$2,510.05; Total $39,828.95. 


For Department of Public Affairs, 
Vet. Temp. Housing, with Greater 
GMC Truck Sales, Inc., Newark, 
N. J., for 1 Model 101-222 - i ton 
G.M.C. Panel Truck with G.M.C. 
Heater and Defrosters - complete 
with Auxilary Seat for $1,750.00. 


For Department of Public Safety, 
Traffic (Police), with Irving Elec- 
trical Supply Co, Newark, М. J. 
for 10M ft. 10 conductor No. 14 
solid cable @ $320.00 M ft, 10M 
ft. 10 conductor No. 10 solid cable 
@ $508.00 M ft, Total $8,280.00. 


For Department of Public Affairs, 
Various Institutions, for Meats and 
Poultry for the period from Febru- 
ary 18, 1952 to April 5, 1952 inclu- 
sive, with M.. Augenblick & Bro. 
Div. of The Borden Со. Newark, 
N. J., for $2,581.20; Davis, White Co., 
Newark, N. J. for $11,716.53; Gol- 
Pak Corp., Union City, М. J., for 
$1,906.20; Lair & Brydon, Newark, 
N. J., for $4,887.57; Lincoln Brisket 
Co., Newark, М. J., for $1,586.00; 
Martig Packing Co., Newark, N. J., 
for $2,881.31 — Total $25,558.81. 


For Department of Public Safety, 
Traffic (Police) with Parking Meter 
Co. of N. J., Newark, N. J., for 100 
Dial Units including triple offset, 
suitable gears and dial, transfer re- 
lays for General Electric Model 
2-TC-24-F-16 Traffic Controllers 
@ $140.00 ea. net, - Total $14,000.00. 


5753 - Approves appointment of 
William J. O’Brien to position of 
Temporary Inspector, Central Pur- 
chase Division, Department of Re- 
venue and Finance, at $2,900 per 
annum, effective February 10, 1952. 


5754 - Approves action of the Di- 


` rector of Revenue and Finance in 


LA 


e! 
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аррош пе Richard Marzano а mem- 


ber of the Sinking, Fund; Commission 


of the City of Newark, for a term 
of 3 years, effective January. 1st, 
1952. 2% а on | 


5755 - Approves appropriation of а 
sum of.$75 io cover the expense of 
John М. Heilmen, Forester, Division 
of Water, in attending.the Allegheny 
Section meeting of the Society of 
American Foresters, to, be held ‘in 
Pittsburgh, Penna., from February 
14th to February 16th, 1952. 


5756 - 5780 - The Board of Commis- 


sioners acted on the following appli- 


cations for a variance from the 
terms of the zoning ordinance: 


Application of Weequahic Auto 
Supply Со. (AJ.M. Holding Co, 
owner); for renewal of permit for 
gasoline station and public garage 
in a 1st Industrial District; on pre- 
mises 434-440 Elizabeth Avenue; 


such use to be limited to the period. 


of eight years ending December 30, 
1959. (Approved). 


Application of Terminal Stations, 
Inc.,.owner; for renewal of permit 
for gasoline, service station in a 1st 
Industrial District; on premises 266- 
270 Plane Street; such use to be 
limited to the period of eight years 
ending September 25th, 1959. 
(Approved). 


Application of Guiliano Auto Ser- 
vice Corp. (N. & C. Guiliano, own- 
ers); for renewal of permit for auto- 
mobile parking station in a 2nd 
Business District; on premises 65-67 
Washington Street; such use to be 
limited to the period of one year 
ending November 1, 1952. 
(Approved) 


Application of Midas Fixtures 
(David Itzikman, owner) for renewal 
cf permit for woodworking shop in 
a 2nd Business District; on premises 
309 Norfolk Strect, such use to be 


limited to the period of one year 
ending August 13, 1992. (Approved). 


Application of Thomas H. Burns, 
owner; for renewal of permit for 
automobile parking station with еп- 
trance on Commerce Street; in a 1st 
Industrial District; on premises 976- 
984 Raymorid Boulevard; such use, 
to be limited to the period of one 
year ending September. 6th,. 1952. 
(Approved). 


А rplcation cf George L. Schrades 
(Florence Crimmins, owner); for re- 
newal of permit for bottled beer 
distributing station in a 2nd Busi- 
ness District; on premises 178-180 
South 12th Street; such use to be 
limited to the period of three years 
ending September 11, 1954., 
(Approved) 


Application of Terminal Parking 
Co. (11 Hil Street, Inc, owner); 
for renewal of permit for automo- 
bile parking station in a 2nd Busi- 
ness District; оп premises 23-27 Hill 
Street; such use to be limited to the 
period of one year ending Septem- 
ber 1, 1952. (Approved). 


Application of John E. Lawrence, 
owner; for renewal of permit for 
automobile parking station in a 2nd 
Business District; on premises 543-5 
High Street; such use to be limited 
to the period of one yesr ending 
September 20th, 1952. (Approved). 


Application of Midtown Parking 
Plaza (F. Travisano & Rose Carrino, 
owners); for renewal of permit for 
automobile parking station and auto 
repeir shop including spot spraying 
and non-automatic car washing and 
body and fender work, in a 1st In- 
dustrial District; on premises 122- 
148 Academy Street, 133 Bank Street 
and 137-139 Bank Street (rear); such 
use to be limited to the period of 
one vear ending December 3rd, 1952 
(Approved) 


Application of Theodore Weitz- 
man (Newark Parking Corp., owner); 
for renewal of permit for automo- 
bile parking station in a 2nd Busi- 
ness District; on premises 122-124 
Bank Street and 18 Comes Alley; 
such use to be limited to the period 
of one year ending January 11, 1953. 
(Approved). 


Application of Theodore Weitz- 
man (Anea Co., owner); for renewal 
of permit for automobile parking 
station in a ist Industrial District; 
on premises 29-33 Warren Street; 
such use to be limited to the period 
of one year ending December 17, 
1952. (Approved). 


Application of Joseph Ross (Ed- 
win Ross, owner); for renewal of 
permit for automobile parking sta- 
tion in a 2nd Business District, on 
premises 340-342 Halsey Street; such 
use to be limited to the period of 
one year ending October 4th, 1952. 
(Approved). 


Application of Gulf Oil Co., own- 
er; for renewal of permit for gaso- 
line station including automobile 
parking stetion in a 1st Industrial 
District; on premises 48-54 Mulberry 
Street; such use to be limited to the 
period of eight years ending Novem- 
ber 13th, 1959. (Approved). 


Applieation of Patsy Napolitano, 
Jr., (C. & S. Rabinowitz & B. Lubin, 
owners); for renewal of permit for 
automobile parking station in a 2nd 
Business District; on premises 116- 
120 Orange Street; such use to be 
limited to the period of one year 
ending December 9th, 1952. 
(Approved). 


Applieation of Thomas J. Dolan 
(Beland Realty Corp. owner); for 
renewal of permit for automobile 
parking station in a Ist Industrial 
District; on premises 241-251 Ogden 
Street; such use to be limited to the 
period of one year ending January 


10th, 1953. (Approved). 


Application of Mary Jackson, 
owner; for renewal of permit for 
gasoline station in a 2nd Business 
District; on premises 962-968 - 18th 
Avenue; such use to be limited to 
the period of eight years ending 
July 24th, 1959. (Approved). 


Application of Belmont Auto 
Springs, Inc., owner; for renewal of 
permit for manufacture, repair and 
installation of automobile springs 
in a Ist Business District; on pre- 
mises 272-276 Broome Street; such 
use to be limited to the period of 
three years ending October 22, 1954. 
(Approved). 


Application of Oakland Auto 
Sales, Inc., (United Advertising 
Corp., owner); for renewal of per- 
mit for automobile sales station in 
a 2nd Business District; on premises 
844-852 Clinton Avenue; such use 
to be limited to the period of one 
year ending October 9th, 1952. 
(Approved). 


Application of Frank Shapiro, 
owner; for the manufacturing of felt 
novelties in a 2nd Business District; 
on premises 14-26 Beacon Street. 
(Approved). 


Application of Allied Realty & 
Investment Co., owner; for the ex- 
tension of automobile sales station 
at 417-421 Clinton Avenue in a 2nd 
Business District; on premises 415 
Clinton Avenue; such use to be lim- 
ited to the period ending November 
18th, 1952. (Approved). 


Application of Benjamin Weiss- 
man, owner under contract to pur- 
chase; for the sale and storage and 
packing of Woolen and Cotton Clip- 
pings in a Ist Business District; on 
premises 139-143 Charlton Street. 
(Approved). . 


Application of Domenick Tufari- 


W | 


v! 
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ello (Alice Tufariello, owner), for 
the establishment of automobile 
parking station in a 1st Industrial 
District; on premises 395-399 Plane 
Street; on condition that 1) the en- 
tire lot be hard-surfaced and a drain 
to carry off surface water be install- 
ed; and 2) such use to be limited to 
the, period ending one year from 
date hereof. (Approved). 


Application of Clinton Manor, Inc., 
owner; for renewal of permit for 
automobile parking station for cus- 
tomers in a 2nd Business District; 
on premises 100-102 Clinton Ave- 
nue; on condition that 1) bumper 
guard 18” high and 2'-0" from the 
‚ property line be placed along the 
south line of the lot; and a gate 
hung on the present post with a new 
post against which the gate can be 
fastened when opened to be placed 
alongside the bumper; and 2) such 
use to be limited to the period of 
one year ending November 3, 1952. 
(Approved after hearing was held). 


5781 — 


Application of Albert E Glassen 
(St. Bridget's Church, owner); for 
the extension of automobile parking 
Station at 335-339 Washington St., 
in a 2nd Business District; on pre- 
mises 341 Washington Street; such 
use to be limited to the period end- 
ing one year from date hereof. 
Approved providing 8" bumpers are 
permanently installed; if of lumber 
to be staked to the ground or in 
concrete. Such work to be completed 
by February 20, 1952). 


Applieation of Albert E. Glassen 
(John V. Martin, owner); for re- 
establishment of automobile parking 
station in a 2nd Business District; on 
premises 339 Washington Street; 
such use to be limited to be period 
ending one year from date hereof. 
Approved providing 8” bumpers are 
permanently installed; if of шт 
to be staked to the ground, or .n 
concrete. Such work to be complet d 
by February 20, 1952). 、 


MONTHLY STATEMENT OF CASH RECEIPTS 


DECEMBER 1951 


Description 


TAX COLLECTIONS: 


Prepaid Taxes 1952 ........................ 


1951 Taxes 
Real Estate Arrears ... 
Personal Arrears 
Tax Title Liens 


Tax Title Liens, Chapter 2149, P.L.1943 


Five Year Plan - Tax Collections 


Financial Business Tax 


Tax Receiver - N. G. Checks Made Good 


' Amount 


$ 23,783.31 
1,181,905.49 
44,861.24 
18,182.36 
3,770.05 


97,247.13 
1,228.65 


Second Class Railroad Tax Arrears . 


Petty Cash .............л2ал 000000 6,559.05 


Water Operating Surplus 


Remissions - Prior Years Taxes Returned 


LICENSES: 
Alcoholic Beverages 2. .. ーー 670.00 
AO 17.571.77 
Prepaid Licenses .................. m———-——— ——X 18,023.00 

FEES AND PERMITS ............................... НЕКЕ 3,025.75 
Magistrates (Municipal Courts) 2... 26,094.50 
ИИ . 5,097.86 
М С. Checks Made Good Ne 38.56 
Interes: and Costs on Taxes essere 16,23C.10 
Interest and Costs on Assessments isses 133.61 
State Aid — Highway Lighting, isses змия 
Franchise Tax ee 428,465.91 
Gross Receipts TX 518,956.77 
Bus Receipts Ta 37,557.30 
Motor Fuel Tax Refund ..........2........4242М44м224. 2,341.50 
Rents From Municipal Property . 12,325.96 
Contribution - City of E. Orange - Passaic Valley Sewer ........................ 
Bill Board Tax мл 和 
Stationery and Supplies (From other Departments) ........ 1,272.10 
Second Class Railroad Property 2... 00 
Penny Milk Program - Schools зис... 2,257.92 
Penny Milk Program - U. S. Department Agriculture .... 522.12 
Bureau of Streets ............лла ыы 1,430.61 
Bureau of Sidewalks .... иене 1,162.49 
Bureau of Sanitation ..о.о2.мы. ааа. 15,505.36 
Port Newark Lease - Port of New York Authority 2... eee 
Tax Sale Premiums - Chapter #149 .......................... а а... 0 2...... 
Parking Meters ..........ллол лағы 5,525.87 
Tax Premiums ...олл2....аал ааа ыы 
Federa? Public Housing Authority es 10,448.26 
City of Newark Housing Authority ..........2... 02222222. oe 
Due From Airport Account 
State Road Aid - Chapter 62 ............... esses ПОНОР 
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SPECIAL ITEMS OF GENERAL REVENUE: 
Parking Meter Surplus 


Port Newark Surplus 


DEDICATED REVENUE: 


Water Department Operating ........................ НА 421,569.96 
Division of Port Development 2... ee 
Water Capital .ee 1,132,743.22 
Division of Dog Control 74.00 
Protested Checks - Dog Control ...о...о.л2ә4ло4аағ4444. Ц 241. 
Prepaid Dog Licenses ee 66.00 
Marriage Licenses ee 22: 990.00 


Weights and Measures - Solid Fuel Fines 


CAPITAL FUNDS: 


Promissory Notes - Schools 


Due from Board of Education 


setthsssese sees tusas ae pesersesose YY で 


Term Bonds ............... 


Sale of City Property .. 
Temporary Notes - Bonds 


Bond Anticipation Notes 


Improvement Authorization - Bonded 2.....4л224.2. Lese 
Reserve - Fire Loss ceste 280.00 
Reserve - To Pay City Railway Debt 
Reserve - To Pay Newark Debt Service 


Reserve - Sale of City Property .. 


Permanent Bond Sale ..........2.22.....4.м.......2....... 
Reserve to Pay Port Newark Debt Service 3% .ee 
Reimbursement - Port Newark - Port Authority 


Sale of Т), S. Treasury Bonds 


Reserve - Storm Bonds ...........1.1.. 4. ener 178.70 

Investments ..олл..0ағ ыға ыы О енин ны ныны 
TRUST FUNDS: | 

Assessments Receivable - Hegular 1,328.01 


Assessments Receivable - Tax Sale Liens 
Chapter #149, Tax Title Lien Assessments 


Reserve - Foreclosure Fees - Tax Sale Liens 
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Public Affairs - Special Account Claims ......:............ а. ан > 
Reserve - Salary and Wages ..............л.ала 22 ишинин ннн 
Reserve - Army Base 2... 


Masters Electricians License 


Reserve - Shade Tree Assessments ....22.......2......... ; ‚ 397.50 
Reserve - Alice Hayes Estate ...........л.лаа 08... 
Reserve - Police and Fire Pension PU 
Interest on Special Trust Funds .ee 
Reserve - Deposit on Bids - Contracts ................................ 185.00 
Kinney Corp. Lieu of Bond .................... MEM 
Homettes - Revenue ..........2.лал 00 2,955.00 
Johnson Homes - Revenue ....................................................... 14,503.62 
Е. P. Н. A. Homes - Revenue .........л0аааыү:у nemen trennen ts 
Rehabilitation - Revenue .ee 281.00 
Protested Checks - Homettes RN -. 
Protested Checks - Johnson Homes ...................................... 87.76 
Protested Checks - ЕР.Н.А..............Л. 49 
Protested Checks - Rehabilitation JL. tete 
Homettes - Fire LOSS 2... а 2,249.39 
Security Deposit Fund - Johnson Homes 5.00 
Security Deposit Fund - Homettes 10.00 
Security Deposit Fund - F.P.H.A. 15.00 


Security Deposit Fund - Rehabilitation 
Homettes - Maintenance ............. 


Reserve - Deposit on Bids - Foreclosed Property 
Johnson Homes - Fire Loss 


Reserve - Newark Union Truck Terminal 
Federal Tax - Outdoor Pools 


APPROPRIATION REFUNDS: 


Department of Public Affairs ................................................ 4,090.82 
Department of Revenue and Finance ... 200.51 
Department of Public Safety JL ette 
Department of Public Works .................................................. 74.75 


Ld 


Department of Parks & Public Property 
Department of Parks & Public Property - 1950 


MISCELLANEOUS ITEMS: 

Tax Overpayments ...0.044111..,........1.. 1.0.1.1 іі іәл нен нн 
Refunds - Excess Cashiers’ Collections ................................ 
Lease - 200 Washington Street Corp. ............. иене, 


Estate Funds 


Tax Sale Redemptions 
Unallocated Funds 


Retained Percentage on contracts 
Rents - City in Possession 
Foreclosed Property Sales 
Other Accounts Receivable 
State Road AO 
Budget Operating Account 
P. A. Special Account Claims 


Franchise Tax - Fire Insurance Companies ........................ 
Franchise Tax - Domestic Life Insurance Companies 
Reserve - Fees - Application Hotel Certificate 
Damages - Rents City in Possession 


Lease - Lawrence Street School 


Interest on Investments 


MISCELLANEOUS REVENUE NOT ANTICIPATED 
Petty Cash Funds Re-deposited 
Investment in Savings & Loan Returned 
Sale Preferred Bank Stock 


IHEREBY CERTIFY that the figures contained 
in this report are correct 
William J. Griffin (sgd) 
Actg. Auditor 


M Ellenstein (sgd) 
Director 


Ordered filed. 
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1,154 41 


9,713.74 
18,499.00 
4,432411 


31,250.00 


7,458.89 


$4,824,319.63 


5782 
DEPARTMENT OF REVENUE AND FINANCE. 
NEWARK 2, NEW JERSEY : 


To the Honorable Commissioners y pU б, rt 


of the City of Newark, New Jersey А А 
Gentlemen: 

In accordance with the Act of the Legislature entitled “А Further 
Supplement of the Act entitled “Ап Act to Amend and Revise the Charter 
of the City of Newark, New Jersey' approved February 22, 1866," I here- 
with present a statement of the receipts and disbursements for the month 


of December 1951: 


Cash on hand, November 30, 1951 .............. $14,678.85 
Receipts, December 1951 ....................... И 4,824, 319.63 

19,502,823.48 
Disbursements - December 1951 ............ 8,508,375.51 


Cash on hand, December 31, 1951........ $10,994,448.97 


Yours respectfully, | 
Meyer C. Ellenstein, Director 
Department of Revenue & Finance 
per Leo A. Reilly (sgd) | 


LR/g 
DISBURSEMENTS 

By Warrant - City m 6,824,474.54 
By Warrant - Water .ee 379,523.71 
By Warrant - Dog License ...... RR 1,159.56 
By Warrant - Johnson Homes ......... ини ини entren 6,932.34 
By Warrant - Homettes .......... НИИ 4,832.82 
By Warrant - Rehabilitation ........ 157.24 
Bond Anticipation Note - Water ...................................... m 760,000.00 
Bond Anticipation Note - Water - Interest 2,472.90 
Bond Anticipation Note - City ici cccssessescssessesseecereeesees 493,000.00 
Renewal Promissory Note - Schools у.с... 1. 25,000.00 
Dog License - Rabies Соп{го1................................................ 9.75 


Ф | 


*! 


Reserve - Estates - Relief of Poor 


N. G. Checks 


Water - Oper 


City - Current а. 


Citv - Trust 


City - Security Deposit 


City - Capital 


Water - Capital 


Johnson Homes 


` Homettes 
Rehabilitation 
Dog Licenses 


Ordered filed. 


~ CIty MM . 


RECEIPTS 


ating 
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2,428 37 
. 4,320.62 
1,462.00 
87.76 
281.95 
2,231.95 


8,508,375.51 


421,569.96 
2,599,676.99 
10,623.99 
15.00 
639,458.70 
1,132,743.22 
14,596.38 
5,214.39 
281.00 
140.00 


4,824,319 63 


5783 


REPORTS OF CITY OFFICERS 


The following Reports of City Officers were received and ordered 


filed: 


MONTH OF DECEMBER 


Superintendent of Weights and Measures. 


Bureau of Alms House 


Building. Department 


Robert J. Beckley, Clerk, Municipal Court, Part 1, 


Charles F. J .McGovern, Clerk, Municipal Court, Part 2. 


Harry J. Finley, Clerk, Municipal Court, Part 3. 


Edward G. Devore, Clerk, Municipal Court, Part 4. 


Anna Hentsch, Clerk, Municipal Court, Part 5. 


Peter C. Walsh, Violation Clerk, Municipal Court, Part 6. 


City Clerk. 
Ordered filed. 


Mayor Villani: 


Motion to adjourn. 


Commissioner Moran: I move we adjourn. 


Mayor Villani: 


The Celrk will call the roll. 


Yeas: Commissioners Carlin, Ellenstein, 


Villani. 
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Keenan, Moran, 


Mayor 


Ф | 


Newark, N. J., February 14, 1952 


An Adjourned Meeting of the 
Board of Commissioners of the City 
of Newark, N. J. was held on the 
above date in the Board's Confer- 
ence Room, third floor, City Hall, 
Newark, at 12:00 o'clock noon. 


Present: Commissioners Carlin, 
Ellenstein, Keenan, Moran, Mayor 
Villani. 


The City Clerk: This is the meet- 
ing of the Board of Commissioners 
adjcurned to this date Кот the 
mecting of February 6, for the pur- 


Newark, N. J.. February 20, 1952 


A regular meeting of the Board 
of Commissioners of the City of 
Newark, N. J., was held on the 
above date, in the commissioners’ 
Chamber, City Hall Newark, at 
2:00 P. M. 


Mayor Villani: The meeting will 
come to order. The Clerk will call 
the roll. 


Present: Commissioners Carlin, 
Elicnstein, Keenan, Mayor Villani. 


(Commissioner Moran took his 
seat after adoption of Ordinance 
#5788). 


Commissioner Keenan moved that 
the reading of the minutes of the 
previous meeting be dispensed with. 


5784 - An Ordinance to amend an 
ordinance amending Section 640 of 
the revised ordinances of the City 


pose of acting upon any action by 
the Board of School Estimate on 
the Newark Board of Education 
budget. 


Commissioner Ellenstein: I move 
that this meeting be adjourned. 


Commissioner Keenan: I second 


the motion. 


Mayor Villani: The Clerk wil! call 
the roll. 


Yeas: Commissioners Carlin, Ellen- 


‚ stein, Keenan, Moran, Mayor Villani. 


of Newark (Revision of 1913). The 
date set for further hearing and final 
passage was March 5th. 


5785 - An Ordinance providing for 
the vacation, release and extinguish- 
ment of the publie rights of and in 
that part of Clifford Street as the 
same is laid out 60 feet in width on 
the Map of the Commissioners to 
lay out streets, avenues and squares 
and on a тар entitled, “Мар of 
Pennington Farm, May 21, 1866" as 
Tichenor Street, extending from 
Wheeler Point Road easterly to 
Avenue I and from Avenue I easter- 
ly to Avenue J. March 5th was the 
date set for further hearing and 
final passage. 


5786 - On Ordinance providing for ` 
the vacation, release and extinguish- 
ment of the public rights of and 
in that part of Bismark Street as 
the same is laid out 60 feet in width 
on the Map of the 'Commissioners 
фо lay out streets, avenues and 
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Newark, N. J., February 14, 1952 


An Adjourned Meeting of the 
Board of Commissioners of the City 
of Newark, N. J. was held on the 
above date in the Board's Confer- 
ence Room, third floor, City Hall, 
Newark, at 12:00 o'clock noon. 


Present: Commissioners Carlin, 
Ellenstein, Keenan, Moran, Mayor 
Villani. 


The City Clerk: This is the meet- 
ing of the Board of Commissioners 
adjcurned to this date Кот the 
mecting of February 6, for the pur- 


Newark, N. J.. February 20, 1952 


A regular meeting of the Board 
of Commissioners of the City of 
Newark, N. J., was held on the 
above date, in the commissioners’ 
Chamber, City Hall Newark, at 
2:00 P. M. 


Mayor Villani: The meeting will 
come to order. The Clerk will call 
the roll. 


Present: Commissioners Carlin, 
Elicnstein, Keenan, Mayor Villani. 


(Commissioner Moran took his 
seat after adoption of Ordinance 
#5788). 


Commissioner Keenan moved that 
the reading of the minutes of the 
previous meeting be dispensed with. 


5784 - An Ordinance to amend an 
ordinance amending Section 640 of 
the revised ordinances of the City 


pose of acting upon any action by 
the Board of School Estimate on 
the Newark Board of Education 
budget. 


Commissioner Ellenstein: I move 
that this meeting be adjourned. 


Commissioner Keenan: I second 


the motion. 


Mayor Villani: The Clerk wil! call 
the roll. 


Yeas: Commissioners Carlin, Ellen- 


‚ stein, Keenan, Moran, Mayor Villani. 


of Newark (Revision of 1913). The 
date set for further hearing and final 
passage was March 5th. 


5785 - An Ordinance providing for 
the vacation, release and extinguish- 
ment of the publie rights of and in 
that part of Clifford Street as the 
same is laid out 60 feet in width on 
the Map of the Commissioners to 
lay out streets, avenues and squares 
and on a тар entitled, “Мар of 
Pennington Farm, May 21, 1866" as 
Tichenor Street, extending from 
Wheeler Point Road easterly to 
Avenue I and from Avenue I easter- 
ly to Avenue J. March 5th was the 
date set for further hearing and 
final passage. 


5786 - On Ordinance providing for ` 
the vacation, release and extinguish- 
ment of the public rights of and 
in that part of Bismark Street as 
the same is laid out 60 feet in width 
on the Map of the 'Commissioners 
фо lay out streets, avenues and 
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squares and on a map entitled, 
“Мар of property belonging to W. 
S. Dunham, Chas. Taylor & 5. J. 
Ahern, situated in the Twelfth Ward 
of the City of Newark, N. J. 1871" 
extending from Avenue L easterly 
700 feet to Avenue H. The date fixed 
for further hearing and final pass- 
age was March 5th. 


5787 - An Ordinance providing for 
the vacation, release and extinguish- 
ment of the public rights of and 
in that part of Avenue J, Avenue K 
and Avenue L, as the same are laid 
out 75 feet in width on the Map of 
the Commissioners to lay out streets, 
avenues and squares, extending 
from the south side of Murray Street 
to the north side of Earl Street, and 
in that part of Astor Street, Emmet 
Street, Wright Street, Miller Street, 
Vsnderpool Street апа Роіпіег 
Street, as the same are laid out 60 
feet in width on the Map of the 
Commissioners to lay out streets, 
avenues and squares, extending 
from the east side of Avenue I to 
the west side of Avenue H. March 
5th was the date fixed for further 
hearing ard final passage. 


5788 - An Ordinance providing for 
the vacation, release and extinguish- 
ment of the public rights of and in 
that part of Chatham Street as the 
same is shown "5 feet in width on 
a Mep entitled "Map of Property 
of Elias G. Heller, surveyed by 
Wiliam L. Thompson, January 9th, 
1874," extending from Verona Ave- 
nue to the Erie Railroad - New York 
and Greenwood Lake Branch. March 


5th was the date fixed for further. 


hezring and final passage. 


5789 - 5816 - The Board of Com- 
missioners approved the following 
appropriations for bills, claims and 
payrolis: 


The sum of $13,176.78, 104 items; 
$23,648.16, 72 items; $149.35, 2 items; 
$143,823.62, 4 items; $7,572.23, 5 


items; $208,693.58, 42 items; being 
the bills and claims of the Depart- 
ment of Parks & Public Property. 


The sum of $22,731.71, 35 items; 
$2,000,000.00, 1 item; $90,911.23, 18 
items; $816,477.50, 5 items; $47,219.86, 
21 items; $228,573.80, 9 items, being 
the bills and claims of the Depart- 
ment of Revenue & Finance. 


The sum of $24,291.95, 5 items; 
$348,616.79, 12 items, being the bills 
and claims of the Department of 
Public Safety. 


The sum of $3,685.50, 49 items; 
$38,234.28, 24 items; $48,380.94, 13 
items; $28,324.42, 57 items; being the 
bills and claims of the Department 
of Public Works. 


The sum of $31,939.26, 11 items: 
$16,040.38, 11 items; $3,512.58, 13 
items; $68.62, 1 item; $4,753.27, 20 
items; $1,200.00, 2 items; $1,261.56, 
3 items; $653.80, 1 item; $176,288.38, 
16 items; $386.52, 2 items, being the 
bils and claims of the Department 
of Public Affairs. 


5817 - Accepts offer made by Mr. 
Lambert Van Kirk to present his 
horse to the Police Division subject 
to approval after a thirty day trial 
period, and also subject to approval 
of the Bill of Sale by the Law De- 
partment, which said Bill of Sale 
shall contain the agreement that the 
City will return said horse to Mr. 
Lambert Van Kirk, if at any time 
in the future it may desire to dispose 
of it, and that said horse be assign- 
ed to the Mounted Squad of the 
Newark Police Division of the De- 
partment of Public Safety. It was 
resolved that a vote of thanks be 
sent to Mr. Lambert Van Kirk for 
his generous gift. 


5818 - Authorizes the Law Depart- 
ment to enter into negotiations with 
the Turnpike Authority with the 
view of a settlement upon terms 


4.. 
DAT 


№, 


aggreeable to both the City of New- 
ark and the Turnpike Authority, 
for the purchase of property at 2-50 
Rutherford Street, presently involv- 
ed in condemnation proceedings. 


5819 - Authorizes refund of $87.12 
to Club Harmony, for balance of 
deposit left on liquor license. 


5820 - Authorizes payment of sum 
of $3,200.00 to Esther Tzorfas and 
Abraham Tzorfas in full settlement 
of claim for injuries sustained by 
Mrs. Esther Tzorfas when she trip- 
ped and fel on metallic ring in- 
stalled by the City at 18th Avenue 
and 10th Street. 


5821 - Authorizes payment of $275 
to Ethel Smith in settlement of 
cleim of aforesaid for injuries sus- 
tained when she fell on water box 
in front of 747 South Orange Ave., 
on July 25, 1950. 


5822 - 5824 - The Board of Com- 
missioners extended the time within 
which the final judgment must be 
recorded in foreclosure proceedings 
on the following tax sale certifi- 
cates: No. 28593, premises 59 Garri- 
son Street, owned by Thomas P. 
Murtha; for the period from June 
25, 1949 to August 25, 1949, Nos. 
20080 and, 28943, premises 40 Kos- 
suth Street, owned by Herman J. 
Licht, extend to February 20, 1953; 
No. 3758, premises 575-581 Delancy 
Street, owned by Thomas F. Barry, 
from March 22, 1952 to September 
22, 1952. Commissioner Ellenstein 
did not vote on the resolutions. 


5825 - Appioves plans and specifi- 
;,cations for the improvement of So. 
Eleventh Street in the City of New- 
ark beginning at Station 00--7.7 at 
South Orange Avenue and ending 
at Station 33+17.5 at Central Ave. 


The chief engineer was directed 
to present drawings and specifica- 
tions to the State Highway Commis- 


sioner for his approval and upon 
said approval and as soon as prac- 
ticable after date thereof the clerk 
was directed to advertise for bids 
for the Project at least ten (10) days 
before receipt of bids in the New- 
ark News. | 


5826 - Approves plans and specifi- 
cations for the improvement о? 
Clark Street in the City of Newark 
beginning at Station 00400 at 
Broadway and ending at Station 
7 了 十 79- at Ogden Street. The chief 
engineer was directed to present the 
said drawings:and specifications to 
the State Highway Commissioner 
for his approval, and upon said ap- 
proval and as soon as possible after 
the date thereof the city clerk was 
directed to advertise for bids for the 
Project at least ten (10) days before 
receipt of bids in the Newark Eve- 
ning News. 


5827 - Approves plans and specifi- 
cations for the improvement of Clin- 
ton Street in the City of Newark 
beginning at Station 00--00 at Broad 
Street and ending at Station 7--50.0 
at Mulberry Street. The chief engin- 
eer was directed to present drawings 
and specifications to the State High- 
way Commissioner for his approval, 
and upon said approval and as soon 
as practicable after the date thereof 
ihe city clerk was dirécted to ad- 
vertise for bids for the Project at 
least ten (10) days before receipt of 
bids in the Newark Evening News. 


5828 - 5833 - The Board of Commis- 
sioners approved the following con- 
tracts: 


With Union Building and Con- 
struction Corp. Passaic, М. J., for 
the removal of earth fill on Route 
#23 on road to City Incinerator, 
Department of Public Works - Water 
Division of the City of Newark, for 
the bulk price of $2500.00. 


For Department of Public Works- 
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Water, with National Lead Со, 
Atlantic Branch, New York City, for 
1 ton %” AA Lead Pipe @ 455.40 
ton; 8 tons 1” AA Lead Pipe (0 
$455.40 ton; 2 tons 1" AA Lead Pipe 
@ 455.40 ton; 5 tons Prime Virgin 
Pig Lead @ $400.95 ton; 

Total $7,014.15. 


For Department of Revenue and 
Finance - Addresograph & Mailing 
Division, with Lackawanna .Press, 
Inc., Newark, М. J., for 125,000 Win- 
dow Envelopes for Personal Tax 
Bills (0 $7.00 M; 100,000 Window 
Envelopes for Real Estate Tax Bills 
@ $7.09 M; - Total $1,595.25. 


For Department of Public Affairs- 
Capital Improvement, with Labora- 
tory Furniture Со. Inc, Mineola, 
L. I. М. V, for Laboratory Furn- 
iture - as per list and specifications 
on file in the Division of Central 
Purchase for $6,470.70. 


For Department of Parks and 
Public Property - Motors, with 
Murphy Oldsmobile Co. - Newark, 
М. J., for 1 - 1952 Oldsmobile, 4- 
door Sedan “98” for $3,270.16. 


For Department of Parks & Public 
Property - Shade Tree, with Chas. 
Momm & Sons, Inc, Union, М. J., 
for 250 Red Maple Trees, 2" caliper 
Diam. (0 9.45 each; 250 Pin Oak 
Trees, 1%” to 2" caliper diam. @ 
9.90 each; 250 Norway Maple Ттеев, 
2" caliper diam. @ 9.45 each; 250 
London Planes, 2" caliper diam. @ 
7.95 each; Total $9,187.05. 


5834 - Approves offer from James 
J. Reilly, to purchase certain right 
of way owned by the City of New- 
ark in the premises at 3 Van Reyper 
Place, Belleville, N. J. ， 


5835 - Approves offer made by 
Everett B. Smith and Martha D. 
Smith, to purchase certain right of 
way owned by the City of Newark 


in premises at 15 Van Reyper Place, 
Belleville, N. J. 


5836 - Approves offer from Samuel 
J. Coronato and Mary A. Coronato, 
to purchase right of way owned by 
the City of Newark in premises at 
72-4 Reservoir Place, Belleville, М. J. 


5837 - Directs the Director of the 
Department of Revenue & Finance, 
the Collector of the City of Newark, 
to note upon the proper records of 
his office the failure of the pur- 
chasers of the various certificates 
shown on the list, on file in office 
of City Clerk, to foreclose same 
within the time limited by R. S. 
54:5-114.2, et seq. 


Because of such failure to fore- 
close within the time limited, the 
monies paid by said purchasers to 
the City of Newark are, pursuant 
to the provisions of said statute, 
hereby declared to be not refundable 
to said purchasers, nor shall said 
monies be credited by the Tax Col- 
lector to the credit of the owner or 
owners of the lands covered by the 
said certificates. 


5838 - 5859 - The Board of Commis- 
sioners acted on the following ap- 
plieations for а variance from the 
terms of the zoning ordinance: 


Application of Michael Salvato 
(Jacob Werfel, owner); for renewal 
of permit for automobile parking 
station including one gasoline pump 
in a 1st Industrial District; on pre- 
mises 82-88 Summit Street; such 
use to be limited to the period of 
one year ending November 19, 1952. 
(Approved). 


Application of Linwood J. Kirk- 
land (Estate of Manuel Palons, 
owner); for renewal of permit for 
dry-cleaning unit in existing tailor 
store in a lst Business District; on 
premises 94 - 14th Avenue; such 
use to be limited to the period of 
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one year ending October 4th, 1952 
(Approved). 


Application of John Puma (James 
Hosano, owner); for renewal of 
permit for automobile electric re- 
pair shop including repairing of 
carburators, generators and starters 
in a 2nd Business District; on pre- 
mises 63 Davenport Avenue (rear); 
such use to be limited to the period 
of one year ending October 19, 1952. 
(Approved). 


Application of Bessie V. Katzin, 
owner; for renewal of permit for 
the manufacture of men's and ladies' 
suits in a 2nd Business District; on 
premises 134-140 Commerce Street; 
such use to be limited to the period 
of three years ending April 21, 1955. 
(Approved). 


Application of William Tufariello, 
owner; for renewal of permit for 
automobile parking station in a Ist 
Industrial District; on premises 157- 
173 Orange бігееі; such use to be 
limited to the period of one year 
ending October 20, 1952. (Approved). 


Application of Gerardo Champi, 
owner; for renewal of permit for re- 
pairing of automobile generators & 
starters in a 2nd Business District; 
on premises 531-533 Fifth Street; 
such use to be limited to the period 
of one year ending March 9, 1953. 
(Approved). 


Application of Amy A. Kenny, 
“owner; for renewal of permit for 
automobile parking station in a lst 
Industrial District; on premises 49- 
51 Warren Street; such use to be 
limited to the period of one year 
ending November 14, 1952. 
(Approved). 


Application of Melkin Dayerman- 
jian, owner; for renewal of permit 
for portable cleaning unit in tailor 
shop in a -2nd Business District; on 
premises 506 Ferry Street, such use 


to be limited to the period of one 
year ending January 14th, 1953. 
(Approved). 


Application of Crawford Williams 
(Ruben Venetsky, owner); for re- 
newal of permit for automobile 
parking station in a 2nd Business 
District; on premises 39-41 Prince 
Street; such use to be limited to the 
period of two years ending February 
8th, 1954. (Approved). 


Application of Exchange Motor 
Sales, Inc. (Mary E. Eisele, owner); 
for renewal of permit for automobile 
sales station and repair shop in a 
2nd Business District; on premisés 
226-232 Elizabeth Avenue; such use 
to be limited to the period of two 
years ending November 17th, 1953. 
(Approved). 


Application of Mrs. Carl Bronner, 
owner; for renewal of permit for 
automobile parking station in a 2nd 
Business District; on premises 6-10 
Pearl Street; such use to be limited 
to the period of one year ending 
October 8th, 1952. (Approved). 


Application of A. Fleischer & M. 
Siegel (New Clinton Realty Co., 
owner); for renewal of permit for 
automobile repair shop including 
painting, welding and body repairs 
in a 1st Industrial District; on pre- 
mises 317-321 Frelinghuysen Ave., 
such use to be limited to the period 
of three years ending October 26, 
1954, (Approved). 


Application of Thomas Berberian 
(Melvin Sylvan & Max Forer, own- 
ers); for renewal of permit for a 
dry-cleaning unit in a tailor store 
in а lst Business District; on pre- 
mises 349 Montclair Avenue; such 
use to be limited to the period of 
one year ending October 18, 1952. 
(Approved). 


Application of Nino Food Products 
(Penns Grove Holding Co, owner); 
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for baking and packaging of tomato 
pies іп a lst Business District; on 
premises 152-154 Watson Avenue; 
on condition that 1) a ventilator to 


remove odors be erected on the 


roof іл compliance with regulations 
of the Department of Health; and 2) 
such use to be limited to the period 
ending five years from date here- 
of. (Approved). 


Application of White Castle Sy- 
stem; Inc., (Crawford Corp., owner); 
for addition to automobile parking 
Station for customers at 305-307 
Elizabeth Avenue and 19-27 Haw- 
thorne Avenue, іп a 1st Industrial 
District; ол premises 305-307 Eliza- 
beth Avenue (rear 258-264 Johnson 
Avenue); such use to be limited to 
the period ending February 21, 1955. 
(Approved). 


Application of Blaney, Inc, own- 
er; for office, sale and storage of 
oil burner parts, and testing and 
repairing of small oil burner motors 
in a ist Business District; on pre- 
mises 88-00 Stuyvesant Avenue; 
such use to be limited to the period 
ending one year from date hereof. 
(Approved). 


Application of Newark Die Com- 
pany, owner; for establishment of 
automobile parking station for cus- 
tomers and empioyees only in a 
1st Industrial District: on premises 
21-23 Scot; Street; such use to be 
limited to the period ending one 
year from date hereof. (Approved). 


Application of Newark Die Co., 
owner; for establishment of auto- 
mobile parking station for customers 
and employees only in а lst In- 
dustrial District; on premises 17 
Seott Street and 49 E. Kinney St, 
such use to be limited to the period 
ending one year from date hereof. 
(Approved). 


Application of Newark Die Со, 
owner; for establishment of auto- 


mobile parking station for customers 
and employees only in a 1st Indus- 
irial District; on premises 13 Scott 
Street; such use to be limited to the 
period ending one year from date 
hereof. (Approved). 


Application of Tide Water Associ- 
ated Oil Со., owner; for reconstruc- 
tion of gasoline station including a 
two-bay lubritorium and one поп- 
automatic car washing bay in a 2nd 
Business District; on premises 613- 
619 Central Avenue; such use to be 
limited to the period ending June 
13, 1955. (Approved). 


Application of P. Pepe, owner; 
for the erection of garage for own- 
ers truck as addition to a motor 
freight station in а 1st Industrial 
District; on premises 45 Malvern 
Street. (Action deferred for 2 weeks 
after hearing was held). 


Application of Josephine Rizzo 
and Anna Serra, owners; for the 
manufacturing of ladies collars and 
trimmings and the storagle and 
warehousing of same in existing 5- 
car garage in a 3rd Residence Dis- 
trict; on premises 38 Woodside Pl, 
such use to be limited to the period 
ending one year from date hereof; 
variance is conditioned as explained 
by the applicant for the designing, 
fashioning and assembling work 
using not more than 5 light sewing 
machines which will use motors 
not greater than one-quarter (М) 
horse power for each machine with 
storage of material and  finisaed 
goods incidental to the business 
operation only. (Approved, after 
hearing was held. Commissioners 
Carlin and Keenan voted in the 
negative). 


Mayor Villani: Motion is in order 
to adjourn to February 25th, at 
10:30 A. M. in the Board’s Confer- 
ence Room. 
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Commissioner Keenan: I so move. 
Mayor Villani: Motion 15 made to 
adjourn to February 25th. 


The Clerk will call the roll. 


Newark, N. J., February 25, 1952 


This meeting, adjourned from 
February 20th, to consider action by 
the Board of School Estimate on the 
Board of Education budget, was 
announced by the City Clerk. The 
absence of a quorum prompted 
Mayor Villani to adjourn the meet- 
ing until February 28th. 


Newark, N. J. February 28, 1952 


An adjourned meeting was called 
to order by Mayor Villani in the 


1. Appropriation for School Year 19 


у 
Yeas: Commissioners Carlin, El- 


lenstein, Keenan, Moran, Mayor 
Villani. , ， 
Commissioners Conference Room, 


City Hall, at 11:30 A. M. All Com- 
missioners but Commissioner Ellen- 
stein were present. 


The City Clerk read a communi- 
cation from the Board of School 
Estimate: 


5860 - Approves the following ap- 
propriations for school purposes, on 
which Commissioner Carlin as a 
member of the Board of School 
Estimate was recorded as not voting. 


52-1953 ..................... $16,383,138.00 


2. Appropriation for Period January 1, 1952 to 


June 30, 1952 ...................... 


3. Emergency Appropriation for School Year 


1951-1952 .................. 


4. Emergency Appropriation for Sch 
1952-1953 


5. Resolution Setting Forth Amount 
in the 1952 Tax Levy ...... 


Commissioner Carlin proposed an 
adjournment until next Wednesday 
to give him an opportunity to study 
the requests of the Board, to which 
Mayor Villani replied that he be- 
lieved the matter should be disposed 
of at once. Commissioner Moran 
then moved that the recommenda- 
tions of the Board of School Esti- 
mate be approved. It was carried 


' with Mayor Villani and Commission- 


ers Keenan and Moran voting in the 
affirmative and Commissioner Car- 
lin refraining from voting. 


Charles Allen representmg the 


ーー 7,458,845.00 
ERR 365,571.00 
ool Year 

HERR 1,287,766.00 
to be Raised 

T — RR: 16,659,868.00 


School Teachers Union asked to be 
heard and thanked the Commission- 
ers for approving the budget which 
carried provisions for raises for the 
school teachers. He said that during 
previous discussion of the budget 
there was some confusion about 
political interference. In a lengthy 
statement he said there was a lot of 
hog wash about the tax rate in the 
papers, and asserted that much 
blame for increased cost in city 
government was due to mandatory 
appropriations over which the City 
Commissioners have no control, such 
as the county appropriation, the 
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Passaic Sewer Commission апа 


others. 


Commissioner Keenan specified 
the mandatory increases mentioned 
by Mr. Allen, and was critical of 
some newspaper reports which fail- 
ed to impress these increases on its 
readers. He also pointed out that in 
some respects the city acted as a 
collection agency for the State and 
County because funds collected 
such as traffic fines, and others, 
have to be shared with them, Com- 
missioner Keenan also ridiculed the 
amount paid by the State for aid 
to the schools. This he said repre- 
sented but two per cent of the cost. 


Harry Jellinek, representing the 
Newark Teachers Association, also 
thanked the Commissioners for ap- 
proval of the recommendation of 
the Board of School Estimate, and 


reiterated much of what Mr. Allen 
said and quoted various authorities 
on wage scales. Another speaker 
was Joseph Bruder who said he 
could see no political domination in 
the decision of the Board to raise 
the teachers salaries. He also dwelt 
on the tax rate and the method of 
making assessments which he sail 
hes a great bearing on the amcunt 
of money to be raised for city ex- 
penses. Commissioner Moran said 
that some attention should be paid 
to slum areas where sub-standard 
properties that bring in big rents 
have ridiculously low assessments. 
Peter Yablonsky, a member of the 
Board of Education, appearing as a 
citizen, said the board considered 
the salary schedule for months, and 
the results arrived at were equit- 
able and just. - 


А motion to adjourn was carried. 
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240 W. Kinney St., 


Minutes of the 
BOARD OF COMMISSIONERS 


MARCH -- 1952 


Newark, N. J., March 5, 1952 


A regular meeting of the Board of 
Commissioners of the City of New- 
ark, N. J. was held on the above 
date in the Commissioners Cham- 
ber, City Hall, Newark, at 2:00 P.M. 


Mayor Villani: The meeting will 
come to order. The Clerk wil call 
the roll. 


Present: Commissioners Carlin, 
Keenan, Mayor Villani. 


(Commissioner Moran took his 
seat after adoption of Ordinance 
5864). 


Absent: Commissioner Ellenstein. 


Commissioner Keenan moved that 
the reading of the minutes of the 
previous meeting be dispensed with. 


5861 - An Ordinance to amend an 
ordinance amending "Section 640 
of the revised ordinance of the City 
of Newark (Revision of 1913.) The 
ordinance was passed on third and 
final reading. 


5862 - An Ordinance providing for 
the vacation, release and extinguish- 
ment of the public rights of and in 


that part of Bismark Street as the 
same is laid out 60 feet in width on 
the Map of the Commissioners to 
lay out streets, avenues and squares 
and on a map entitled, “Map of 
property belonging to W. S. Dun- 
ham, Chas. & S. J. Ahern, situated 
in the Twelfth Ward of the City of 
Newark, N. J. 1871" extending from 
Avenue L easterly 700 feet to Ave- 
nue M. The ordinance was passed 
on third and final reading. 


5863 - An Ordinance providing for 
the vacation, release and extinguish- 
ment of the public rights of and in 
that part of Avenue J, and Avenue 
K and Avenue L, as the same are 
laid out 75 feet in width on the Map 
of the Commissioners to lay out 
streets, avenues and Squares, ex- 
tending from the south side of 
Murray Street to the north Side of 
Earl Street, and in that part of Astor 
Street, Emmet Street, Wright Street, 
Miller Street, Vanderpool Street and 
Poinier Street, as the same are laid 
out 60 feet in width on the Map of 
the Commissioners to lay out streets, 
avenues and squares, extending 
from the east side of Avenue I to 
the west side of Avenue M. The 
ordinance was passed on third and 
final reading. 


5864 - An Ordinance providing for 
the vacation, release and extinguish- 
ment of the public rights of and in 
that part of Chatham Street as the 
same is shown "5 feet in width on 
a map entitled “Мар of property of 
Elias G. Haller, surveyed by Wm. 
L. Thompson, January 9th, 1874," 
extending from Verona Avenue to 
the Erie Railroad - New York and 
Greenwood Lake Branch. The or- 
dinance was passed on third and 
final reading. ' 


5865 - An Ordinance providing for 
the vacation, release and extinguish- 
ment of the public rights of and in 
that part of Clifford Street as the 
same is laid out 60 feet in width on 
the Map of the Commissioners to 
lay out streets, avenues and squares 
and on a map entitled, "Map of 
Pennington Farm, May 21, 1866" as 
Tichenor Street, extending from 
Wheeler Point Road easterly to 
Avenue I and from Avenue I easter- 
ly to Avenue J. The ordinance was 
passed on third and final reading. 


5866 - 5893 - The Board of Com- 
missioners approved the following 
ap^ropriations for bills, claims and 
payrolls: | 


The sum of $31,052.46, 131 items; 
$21.00, 1 item; $206,018.11, 39 items; 
$2,407.42, 12 items; $22,011.72, 73 
items; being the bills and claims of 
the Department of Parks & Public 
Property. 


The sum of %262,537.50, 4 items; 
$47,491.23, 22 items; $10,705.52, 7 
items, $122,302.59, 5 items; $39.00, 2 
items; $3,250.67, 37 items, being the 
bills and claims of the Department 
of Revenue and Finance. ° 


The sum of $30.00 1 item; $347, 
540.55, 11 items;: $23,012.24, 6 items; 
being the bills and claims of the 
Department of Public Safety. 


The sum of $38,965.41, 23 items; 


$47,816.28, 8 items; $38,766.81, 45 
items; $28,332.42, 50 items, being the 
bills and claims of the Department 
of Public Works. 


The sum of $300.00, 1 item; $4, 
562.86, 12 items; $67,635.88, 22 items; 
$8,601.00, 1 item; $3,462.50, 6 items; 
$1,179.46, 5 items; $386.52, 2 items; 
$174,183.47, 16 items; $592.28, 1 item; 
$33,795.95, 7 items, being the bills 
and claims of the Department of 
Public Affairs. 


5894 - Extends the time within 
which the final decree must be 
recorded in the foreclosure proceed- 
ings on tax sale certificate No. 23055, 
premises 102 Van Buren Street, own- 
ed by William Goldstein, from June 
19, 1948 to August 19, 1949. 


5895 - Memorializes the late Freder- 
ick Bigelow, former Superintendent 
of Newark’s Division of Buildings 
and member of the Central Plan- 
ning Board. A copy of the resolution 
was directed forwarded to his fam- 
ily. 


5896 - Pursuant to R. S. 40:2-12.1 
authorizes emergency appropriation 
in the amount of $22,500 for the 
printing of ballots and for other 
materials and supplies for the Pri- 
mary Election to be held on April 
15th. 


5897 - Authorizes appropriation of 
sum of $3,000 to the Postmaster of 
the City of Newark to cover the 
cost of mailing primary sample bal- 
lots by weight. 


5898 - Pursuant to the ordinance 
authorizing the acquisition and in- 
stallation of equipment, furnishings 
and machinery required for the 
operation of the City's Department 
of Health, The Newark City Нов- 
pital, Ivy Haven and the City's Re- 
lief Administration, authorizes the 
issuance of Bond Anticipation Notes 
in the aggregate principal amount 


of $121,000. Moneys raised by ine 
issuance of these notes are to be 
appiled to the payment of the prin- 
cipal of $121,000 outstanding notes 
heretofore issued and payable on 
March 14, 1952. 


5899 - Authorizes issuance of Bond 
Anticipation Notes in the principal 
amount of $65,000 pursuant to the 
ordinance authorizing improvements 
to the water supply system of the 
City of Newark. 


5900 - 5901 - Approves appointment 
of Karol T. Ciarkowski to Constable 
for a term ending December 31, 1952, 
and approves constable bond for 
aforementioned as to sufficiency. 


5902 - Pursuant to R. S. 54:4-3.12, 
authorizes tax exemption not ex- 
ceeding $500 against their real or 
personal property, to honorably dis- 
charged servicemen as per list on 
file in Office of City Clerk. 


5903 - Cancels charge of $206.51 
made by the Department of Public 
Works against the Gallo Asphalt Co., 
as recommended by the Chief En- 
gineer of the Department. 


5904 - 5906 - The Board of Commis- 
sioners approved the following con- 
tracts: 


For Department of Public Affairs- 
Health, For 191 Items - Dental In- 
struments and Equipment to the 
following: The S. S. White Dental 
Mfg. Co. - Newark, М. J., for $10, 
876.87; L. D. Caulk Co., Inc. - New- 
ark, N. J., for $6,190.08; 

Total $17,066.95. 


For Department of Public Works- 
Water, With The A .P. Smith Mfg. 
Co. - East Orange, N. J, For Hydrant 
Parts (25 items) according to list 
and specifications in the Division of 
Central.Purehase for $3,427.15. 


For Department of Public Affairs- 


Health, With Davidson Sales & Ser- 
vice Agency - Newark, N. J. For 
1 Model 251 Davidson Duplicator 
for offset only, complete with veri- 
able speed drive, two suction feet, 
mechanical jogger and light fixture 
for $2,458.41; 1 Model 730 Davidson 
Opaque Table with 36" metal "T" 
Square for $148.50, Total $2,606.91. 


5907 - Pursuant to R. S. 1937, 43: 
12-1, grants retirement pension іп 
the amount of $1,150 per annum to 
Mary R. Brennan, employee in the 
Newark City Hospital, effective 
March 8, 1952. 


5908 - Approves the action of the 
Director of the Department of Pub- 
lie Safety in arranging to send Ser- 
Eeant Edward V. Weber to the Fed- 
eral Bureau of Investigation Na- 
tional Academy in Washington, D. 
C. for a period of twelve weeks 
commencing March 17, 1952. The 
expenses incurred by Sergeant Ed- 
ward V. Weber while in attendance 
at said school for transportation, 
meals and lodging are to be paid 
from the funds of the Police Divis- 
ion, Department of Public Safety. 


5909 - Approves appointment of 
Donald R. Shanahan to position of 
Patrolman in the Police Division, 
effective March 9, 1952, provided 
that he shall report to the Director 
of the Department of Public Safety 
within 90 days after his honorable 
discharge from the United States 
Army, in which he is now serving. 


5910 - Approves appointment of 
Richard E. Martin to position of 
Patrolman in the Police Division, 
effective March 9, 1952, provided 
that he report to the Director of the 
Department of Public Safety within 
90 days after his honorable dis- 
charge from the United States 
Army, in which he is now serving. 


5911 - Approves appointment of 
Rose Marie D’Alessio to position of 


Temporary Biling Machine Oper- 
ator, Water Accounts Division, De- 
partment of Revenue and Finance, 
at a salary of $2501 per annum, 
effective March 9, 1952. 


5912 - Approves appointment of 
Frank J. DeMartino to position of 
Patrolman in the Police Division, 
effective March 9, 1952, provided 
that he shall report to the Director 
of the Department of Public Safety 
within 90 days after his honorable 
discharge from the United States 
Navy, in which he is now serving. 


5913 - Approves appointments of 
Earl Tripplett and 17 others to the 
position of Patrolmen in the Police 
Division, Department of Public 
Safety, effective March 9th, 1952. 


5914 - Pursuant to Е. S. 1937, 43:12-1, 
et seq. as amended, approves re- 
tirement pension in the amount of 
$24.09 per week to William Carter, 
Street Cleaning Laborer in tthe 
Bureau of Sanitation, effective 
March 15, 1952. 


5915 - Approves appointments of 
Emilio L. Pinal and Richard F. 
Burkhardt to the position of Fire- 
man in the Fire Division, Depart- 
ment of Public Safety, effective 
March 9, 1952. 


5916 - 5933 - The Board of Com- 
missioners acted оп the following 
applications for a variance from the 
terms of the Zoning Ordinance: 


Application of Thomas Summerell 
(Rose Ellisberg, owner); for renewal 
of permit for automobile parking 
station in a 2nd Business District; 
on premises 13 Camp Street; such 
use to be limited to the period of 
one year ending December 1, 1952. 
(Approved). 


Application of John Mazik (Mon- 
arch Holding Co. owner); for re- 
newal of permit for automobile 


parking station in a 2nd Business 
District; on premises 441-445 High 
Street; such use to be limited to the 
period of one year ending February 
10, 1953. (Approved). 


Application of Sam-Bern, Inc. 
(Martin Gaisford & Joseph Menza, 
owners); for renewal of permit for 
automobile parking station in a 2nd 
Business District; on premises 69- 
13 New St. & 113-115 Washington 
St, such use to be limited to the 
period of one year ending November 
4, 1952. (Approved). 


Applieation of Sol Kornfeld (Mon- 
roe Co., owner); for renewal of per- 
mit for automobile parking station 
in a 2nd Business District; on pre- 
mises 19 Lombardy Street; such use 
to be limited to the period of one 
year ending November 29, 1952. 
(Approved). 


Application of Taylor & Thomas 
Myers (M. & H. Samuelson, owners); 
for renewal of permit for automo- 
bile repair shop (no body or fender 
work) in a 3rd Residence District; 
on premises 48 Crittendon Street; 
such use to be limited to the period 
of one year ending January 14, 1953. 
(Approved). 


Application of Burris of Essex 
County, Inc. (N. H. Politano, owner); 
for renewal of permit for parking 
and storage of new cars from the 
factory and customers’ cars while 
awaiting service in garage building; 
activities therewith limited to the 
hours of 8 A. M. and 5:30 P. M., on 
week-days only, in a 3rd Residence 
District; on premises 184-194 South 
8th Street; such use to be limited 
to the period of three years ending 
December 1, 1954. (Approved). 


Application of Louis Gottlieb 
(Meyer & Bush Co., owner); for re- 
newal of permit for automobile 
parking station in a 164 Industrial 
District; on premises 1087-1093 Ray- 
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mond Boulevard & 829-831 McCarter 
Highway; such use to be limited to 
the period of one year ending Sep- 
tember 1, 1952. (Approved). 


Application of Minute Man of 
Newark (Eleanor Lomassina, owner); 
for renewal of permit for automobile 
parking station in a Ist Industrial 
District; on premises 63-65 Park St., 
such use to be limited to the period 
of one. year ending November 12, 
1952. (Approved). 


Application of Hill Parking Corp. 
(Goden Holding Co., owner); for re- 
newal of permit for automobile 
parking station in a 2nd Business 
District renewal of permit for auto- 
mobile parking station in a 2nd 
Business District; on premises 32-34 
Hill Street & 311 Halsey Street; such 
use to be limited to the period of 
one year ending October 4, 1952. 
(Approved). 


Application of Louis Gottlieb 
(Butler Realty Corp., owner; for 
renewal of permit for automobile 
parking station in a 2nd Business 
District; on premises 289-299 Wash- 
ington Street; such use to be limited 
to the period of one year ending 
July 14, 1952. (Appreved). 


Application of Austin Realty Co., 
Inc., owner; for renewal of permit 
for automobile parking station and 
two stationary gasoline pumps in a 
151 Industrial District; on premises 
45-49 Lawrence Street; such use to 


be limited to the period of one year, 


ending October 30, 1952. (Approved). 


Application of Giordano Brothers 
Wrecking Co. (George Piegari, own- 
er); for re-establishment of automo- 
bile wrecking yard in a 1st Indus- 
trial District; on premises 258-260 
Chestnut Street; such use to be lim- 
ited to the period ending one year 
from date hereof. (Approved). 


Application of C-O Fire Equip- 


ment Co. (D. T. Houston, N. Lazarus 
& А. Drogin, owners); for storage of 
office records and component parts 
of fire extinguishers and cardboard 
cartons in a 3rd Residence District; 
on premises 34-42 Longworth Street; 
such use to be limited to the period 
ending five years from date hereof. 
(Approved). 


Application of George V. Di Gidio, 
owner; for the erection of 2-family 
dwelling in a 1st Residence District; 
on premises 60-62 Grand Avenue. 
(Approved). 


Application of Art Sign & Display 
(Columbus Holding Co., owner); for 
establishment of a poster and ad- 
vertising service in a 2nd Business 
District; on premises 9-13 Crawford 
Street. (Approved). 


Application of Barney N. Apter 
(Dora H. Schulz, owner; for addition 
to legal non-conforming funeral 
home at 14-16 Stratford Place and 
addition to present building at 10-12 
Stratford РІ, in a 3rd Residence 
District; on premises 10-12 Stratford 
Place. (Approved after hearing was 
held). 


Application of James D'Auria, 
owner; for erection of building to be 
used for office and storage of three 
irucks in a 2nd Business District; 
on premises 74 Bergen Street. 
(Approved). 


Application of P. Pepe, owner; 
for the erection of garage for owp- 
er's truck as addition to a motor 
freight station in a lst Industrial 
District; on premises 45 Malvern St., 
providing the use thereof be restric- 
ted to the use of storage of motor 
trucks. (Approved after hearing was 
held.) 


А motion to.adjourn the meeting 
is in order. ! 


Commissioner Moran: I so move. 


Mayor Villani: The Clerk will call 
the roll. 


Newark, N. J., March 19, 1952 


A regular meeting of the Board of 
Commissioners of the City of New- 
ark, N. J., was held on the above 
date in the Commissioners Cham- 
ber, City Hall, Newark, at 2:00 P. M. 


Mayor Villani: The meeting will 
come to order. The Clerk will call 
the roll. 


Present: Commissioners Ellenstein, 
Keenan, Moran, Mayor Villani. 


Absent: Commissioner. Carlin. 


Commissioner Keenan moved that 
the reading of the minutes of the 
previous meeting be dispensed with. 


5934 - An Ordinance to authorize 
the acquisition and installation of 
equipment and furnishings required 
for the City's Department of Public 
Safety, and provide for the finan- 
cing of the cost thereof by the issu- 
ance of bonds and bond anticipation 
notes in an amount not to exceed 
$332,000, April 2nd was the date 
sei for further hearing and final 
passage. 


5935 - 5963 - The Board of Commis- 
sioners approved the following ap- 
propriations for bills, claims and 
payrolls. 


The sum of $206,776.31, 42 items; 
$17,821.70, 11 items; $352.63, 1 item; 
$29,931.52, 171 items; $2,642.73, 18 
items; being the bills and claims of 
the Department of Parks and Pub- 
lic Property. 


The sum of $99,860.00, 3 items; 
$5,484.71, 6 items; $1,000,000.00, 1 
item; $1,000,000, 1 item; $47,056.26, 


Yeas: Commissioner Carlin, Keen- 
an, Moran, Mayor Villani. 


21 items; $468.75, 2 items; $651.78, 3 
items; $102,511.98, 31 items; being 
the bills and claims of the Depart- 
ment of Revenue & Finance. 


The sum of $44,375.75, 4 items; 
$414.00, 3 items; $347,160.95, 11 items; 
being the bills and claims of the 
Department of Public Safety. 


The sum of $38,360.08, 24 items; 
$47,928.32, 9 items; $16,762.03, 56 
items; $5,619.41, 45 items, being the 
bills and claims of the Department 
of Public Works. 


The sum of $175,079.43, 16 items; 
$6,540.34, 23 items; $592.28, 1 item, 
$4,734.41, 11 items; $386.52, 2 items; 
$38,189.81, 12 items; $6,550.83, 15 
items; $7,665.77, 4 items; $1,125.00, 
litem, being the bills and claims of 
the Department of Public Affairs. 


5964 - 5964E - In accordance with 
R. S. 40:2-12.1 and 12.2, authorizes 
emergency appropriation be made 
for an additional temporary appro- 
priation for the various Divisions in 
the total amount of $9,985,027.77. 


5965 - Pursuant to the ordinance 
authorizing improvements to the 
water supply system of the City of 
Newark, authorizes issuance of Bond 
Anticipation Notes in the amount of 
$50,000. Moneys raised by the issu- 
ance of these notes are to be applied 
to the payment of tbe principal of 
$50,000 outstanding notes heretofore 
issued and payable on March 28th, 
1952. 


5966 - Authorizes issuance of Bond 
Anticipation Notes in the amount of 
$25,000 pursuant to the ordinance 
authorizing improvements to the 
water supply system of the City of 
Newark. Moneys raised by the issu- 
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Mayor Villani: The Clerk will call 
the roll. 


Newark, N. J., March 19, 1952 


A regular meeting of the Board of 
Commissioners of the City of New- 
ark, N. J., was held on the above 
date in the Commissioners Cham- 
ber, City Hall, Newark, at 2:00 P. M. 


Mayor Villani: The meeting will 
come to order. The Clerk will call 
the roll. 


Present: Commissioners Ellenstein, 
Keenan, Moran, Mayor Villani. 


Absent: Commissioner. Carlin. 


Commissioner Keenan moved that 
the reading of the minutes of the 
previous meeting be dispensed with. 


5934 - An Ordinance to authorize 
the acquisition and installation of 
equipment and furnishings required 
for the City's Department of Public 
Safety, and provide for the finan- 
cing of the cost thereof by the issu- 
ance of bonds and bond anticipation 
notes in an amount not to exceed 
$332,000, April 2nd was the date 
sei for further hearing and final 
passage. 


5935 - 5963 - The Board of Commis- 
sioners approved the following ap- 
propriations for bills, claims and 
payrolls. 


The sum of $206,776.31, 42 items; 
$17,821.70, 11 items; $352.63, 1 item; 
$29,931.52, 171 items; $2,642.73, 18 
items; being the bills and claims of 
the Department of Parks and Pub- 
lic Property. 


The sum of $99,860.00, 3 items; 
$5,484.71, 6 items; $1,000,000.00, 1 
item; $1,000,000, 1 item; $47,056.26, 


Yeas: Commissioner Carlin, Keen- 
an, Moran, Mayor Villani. 


21 items; $468.75, 2 items; $651.78, 3 
items; $102,511.98, 31 items; being 
the bills and claims of the Depart- 
ment of Revenue & Finance. 


The sum of $44,375.75, 4 items; 
$414.00, 3 items; $347,160.95, 11 items; 
being the bills and claims of the 
Department of Public Safety. 


The sum of $38,360.08, 24 items; 
$47,928.32, 9 items; $16,762.03, 56 
items; $5,619.41, 45 items, being the 
bills and claims of the Department 
of Public Works. 


The sum of $175,079.43, 16 items; 
$6,540.34, 23 items; $592.28, 1 item, 
$4,734.41, 11 items; $386.52, 2 items; 
$38,189.81, 12 items; $6,550.83, 15 
items; $7,665.77, 4 items; $1,125.00, 
litem, being the bills and claims of 
the Department of Public Affairs. 


5964 - 5964E - In accordance with 
R. S. 40:2-12.1 and 12.2, authorizes 
emergency appropriation be made 
for an additional temporary appro- 
priation for the various Divisions in 
the total amount of $9,985,027.77. 


5965 - Pursuant to the ordinance 
authorizing improvements to the 
water supply system of the City of 
Newark, authorizes issuance of Bond 
Anticipation Notes in the amount of 
$50,000. Moneys raised by the issu- 
ance of these notes are to be applied 
to the payment of tbe principal of 
$50,000 outstanding notes heretofore 
issued and payable on March 28th, 
1952. 


5966 - Authorizes issuance of Bond 
Anticipation Notes in the amount of 
$25,000 pursuant to the ordinance 
authorizing improvements to the 
water supply system of the City of 
Newark. Moneys raised by the issu- 
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ance of these notes are to be applied 
to the payment of principal of $25, 
000 outstanding notes heretofore 
jssued and payable March 26, 1952. 


5967 - Amends resolution No. 7719, 
adopted June 2, 1948, by striking out 
from the terms thereof the confir- 
mation of the agreement of sale of 
109-113 Colden Street, to Invest- 
ment Corporation of Newark, N. J. 
Deposit of $140 was authorized to 
be refunded to said corporation. 


5958 - Authorizes refund of $150 to 
George Calogrides, this sum repre- 
senting refund of part of deposit 
left for a new house sewer connec- 
tion, which was not used. 


5969 - Authorizes refund of $230 to 
Harry J. Schwarzwaelder, Inc., this 
sum representing deposit left for a 
new house sewer connection which 
was not used. 


5970 - Authorizes the Director of 
Public Safety to enter into an agree- 
ment, on behalf of the City of New- 
ark, with the Town of Harrison, for 
permitting said town of Harrison to 
participate in the facilities of the 
City of Newark, and the mainten- 
ance of the broadcasting and recep- 
tion of services between the parties 
therein, over the radio station oper- 
ated by the Police Division of the 
Department of Public Safety of the 
City of Newark for the term of one 
year, from May 8, 1952, to May 8, 
1953, at an annual rental of $368.90, 
payable in advance, at the date of 
the said contract. 


5971 - Authorizes the Director of 
Publie Safety to enter into an agree- 
ment, on behalf of the City of New- 
ark, with the Borough of East New- 
ark, for permitting said Borough 
of East Newark to participate in the 
facilities of the Police Broadcasting 
Station maintained and operated by 
said City of Newark, and the main- 
tenance of the broadcasting and re- 
ception of services between the par- 


ties therein, over the radio station 
operated by the Police Division of 
the Department of Public Safety of 
the City of Newark for ihe term 
of one year, from April 5, 1952, to 
April 5th, 1953, at an annual rental 
of $73.60, payable in advance, at the 
date of the signing of contract. 


5972 - Authorizes renewal of lease 
with Margaret McDermit, for pre- 
mises at 396 Plane Street, for a 
term of 5 years commencing March 
1, 1952, at an annual rental of $2,400. 


5973 - 5975 - The Board of Com- 
missioners approved the following 
contraets: 


With Warren George, for test bor- 
ings in connection with the con- 
struction of a proposed new City 
Hospital in Newark, New Jersey at:- 
$4.75 per lineal foot for earth bor- 
ings, $5.00 per lineal foot for rock 
borings, $10.00 for each undisturbed 
sample, with a guaranteed payment 
on a minimum of 135 lineal feet of 
earth borings and 45 feet of rock 
borings. 


For Department of Parks and 
Public Property - City Clerk, with 
National Cash Register Company - 
Newark, N. J. for 1 Machine for 
controlling money and transactions 
involving licenses and vital statistic 
certificates in City Clerk's Office 
for $3,305.00. 


For Department of Public Affairs 
Various Institutions, For Groceries - 
for the period of April May and 
June 1952, With Flagstaff Foods - 
Perth Amboy, М. J., for $11,155.97; 
Charles Levenson Со. - Paterson, 
N. J., for $4,154.84; Max Millinger - 
Union, М. J., for $6,576.88; Weber 
Coffee Company, Newark, N. J., for 
$4,536.00 — Total $26,423.69. 


5976 - Approves emergency employ- 
ment of Spiniello Construction Co., 
for work of reconstruction and re- 


placement of brick sewer at inter- 
section of High and Bank Streets, 
which collapsed on March 7, 1952. 
Contract for said work in the amount 
of $10,000 was approved. 


5977 - Approves promotion of John 
Dolak and James F. Gaynor to 
Battalion Chiefs in the Fire Division, 
Department of Public Safety, effec- 
tive March 23, 1952. 


5978 -  Approves promotions of 
Frank J. Hiliard and Frank B. 
Barnes to the rank and position of 
Deputy Chiefs in the Fire Division, 
Department of Public Safety, effec- 
tive March 23, 1952. 


5979 - 5997 - Тһе Board of Commis- 
sioners acted on the following appli- 
cations for a variance from the 
terms of the Zoning ordinance: 


Application of Charles Borinsky 
(Dual City Auto Laundry, owner); 
for erection of 2-story building with 
'showroom for household appliances 
on 2nd floor, іп a 1st Business Dis- 
trict; on premises 457-463 Chancellor 
Avenue; on condition that 1) the ex- 
terior along Chancellor Avenue be 
of Perma-stone and red brick and 
the Stecher Street side shall be 
faced with California white stucco; 
and 2) the applicant will use the 
2nd floor only as a showroom, a 
meeting place for salesmen and any 
other related uses. A wire fence 
5'-0" high be erected along the Stech- 
er Street property line and the rear 
property line of the premises, and 
the enclosed yard to be landscaped, 
ali of which stipulations are as 
Shown on blueprints approved by 
the Board of Adjustment. 
(Approved). 


Application of Sadie Matarazzo, 
owner; for alteration of dwelling to 
include store in a 3rd Residence 
District; on premises 23 Holland St., 
on condition that store will be oper- 


ated as retail grocery store only. 
(Approved). 


Application of Paul Kalynychenko 
(Margaret Donahue, owner); for 
establishment of used car sales sta- 
tion in a 2nd Business District; on 
premises 346-48 Broadway; such use 
to be limited to the period ending 
one year from date hereof. 
(Approved). 


Application of Temple B’nai Je- 
shurun (The Temple & Liberty Fac- 
tors, owners); for the establishment 
of automobile parking station for 
congregation of Temple B’nai Je- 
shurun in a 2nd: Business District; 
on premises 793-799 High Street; on 
condition same be used for parking 
of cars of the congregation only. 
(Approved). 


Application of Emilia Romano, 
owner); for the establishment of 
office for doctor who will not live 
on the premises, in a 3rd Residence 
District; on premises 488-490 San- 
ford Avenue (lst floor). (Approved). 


Application of Kay’s Dept. Store 
(Edward Keminskas, owner); for the 
addition to a store exceeding the 
rear yard requirements in a 2nd 
Business District; on premises 152 
Ferry Street. (Approved). 


Application of Markus Schipper, 
owner); for the extension of yard 
with loading platform to building 
now legally used for scrap metal, 
paper, rags and rubber, in a lst In- 
dustrial District; on premises 223- 
239 Ridgewood Ave. (Approved). 


Application of John J. Dwyer, Jr., 
owner; for conversion of 1-family 
to a 2-family dwelling exceeding lot 
area requirements and the rear ad- 
dition thereto in a 15 Residence 
District; on premises 197-199 Kerri- 
gan Boulevard. (Approved). 
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Application of Т. J. Horgan, 
owner); for erection of 1-family, 
two-story, three-level dwelling in a 
lst Residence District; on premises 
86-88 Lenox Street. (Approved). 


Application of Howard Savings 
Institution, owner; for renewal of 
permit for automobile parking sta- 
tion in a 2nd Business District; on 
premises 354 Springfield Avenue, & 
322-328 Bergen Street; such use to 
be limited to the period of five years 
ending August 10, 1956. (Approved). 


Application of Foley Chevrolet, 
Inc, owner; for renewal of permit 
for used car sales lot in a lst In- 
dustrial District; on premises 376- 
386 Elizabeth Avenue; such use to 
be limited to the period of two 
years ending November 6, 1953. 
(Approved). 


Application of Max Tessler (Max 
& Harry Tessler, owners); for re- 
newal of permit for automobile park- 
ing station and two gasoline pumps 
in a 2nd Business District; on pre- 
mises 399 Halsey Street; such use 
to be limited to the period of one 
year ending September 25, 1952. 
(Approved). 


Application of Albert Grossman, 
owner); for renewal of permit for 
used car and truck sales lot in a 
2nd Business District; on premises 
194-198 Norfolk Street; such use to 
be limited to the period of one year 
ending December 14, 1952. 
(Approved). 


Application of Terminal Parking 
Co. (Abraham Holding Co., owner); 
for renewal of permit for automobile 
parking station and used car lot in 
a 2nd Business District; on premises 
1021-1023 Broad Street; such use to 
be limited to the period of one year 
ending November 22nd, 1952. 
(Approved). 


Application of Hagin &  Koplin, 
Inc., (989 Broad Corp., owner); for 
renewal of permit for automobile 
parking station for new and used 
cars in conjunction with applicant’s 
sales agency in a 2nd Business Dis- 
trict; on premises 401-407 Halsey 
Street (24-28 W. Kinney Place rear); 
such use to be limited to the period 
of one year ending December 13, 
1952. (Approved). 


Application of Arthur Mayer 
(Mauteo Cerbone, owner); for re- 
newal of permit fcr lunch wagon in 
a 2nd Business District; on premises 
788 South Orange Avenue; such 
use to be limited to the period of 
five years ending December 23, 1956. 
(Approved). 


Application of Asher Pottery Mfgs. 
(A. A. McGowen, owner); for renewal 
of permit for manufacture of orna- 
mental ceramics in a 3rd Residence 
District; on premises 46-50 Gott- 
hardt Street; such use to be limited 
to the period of five years ending 
October 24, 1956. (Approved, after 
objector was heard). 


Application of George Malanga, 
owner; for the erection of building 
in rear of lot for storage of tools 
and equipment in connection with a 
legal non-conforming trucking gar- 
age in a 3rd Residence District; on 
premises 38-40 Highland Avenue, 
providing no heavy equipment is 
stored on the adjoining lot. (Ap- 
proved, after hearing was held). 


Application of Ann Gordon, Inc. 
(25 Elizabeth Ave., Corp., owner); 
for the establishment of parking 
station for customers of Ann Gordon 
Caterers in a 3rd Residence and 2nd 
Business District; on premises 12-14 
Milford Avenue. (Action deferred 
for two weeks after hearing was 
held. The matter was referred to 
the Law Department). 


5998: 


MONTHLY STATEMENT OF CASH RECEIPTS 


JANUARY - 1952 


Description : Amount 


TAX COLLECTIONS — 


Prepaid Taxes 1958 ...........2.....424442.4.42. $e 
1952 Taxes ee 4,468,017.51 
Real Estate Arrears .ee 176,920.79 
Personal Arrears .ee 39,543.23 
Tax Title Liens 22...2.2.....ҺҺмҺҺ.....00.0 ннн nennt 1,636.81 


Tax Title Liens, Chapter #149, P. L. 1943 
Bank Stock Ta 


Petty CS 156.42 
Water Operating Surplus ee 
Remissions - Prior Years Taxes Returned ............................ 2.50 
LICENSES — 
Alcoholic Beverages 610.00 
АП Other RR 48,122.80 
Prepaid Licenses 2... леу 
FEES AND PERMITS — ................2.02202І 4,368.80 
FINES — 
Magistrates (Municipal Courts) .......................................... 21,488.00 
Library MM 3,320.23 
N. G. Checks Made Good 21.50 
Interest and Costs In Taxes 7,310.41 
Interest and Costs on Assessments 6.96 
State Aid - Highway Lighting ............................................ 1,461.52 
Franchise TB 
Gross Receipts Тах ...........аы шы 
Bus Receipts Тах ................ ы. 35,361.47 


+! 


э 


e! 
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Motor Fuel Tax Refund 


Rents From Municipal Property 12,125.96 
Contributions - City of East Orange - 

Passaic Valley Sewer .ee 0-шы 
Bil Board Ta 
Stationery and Supplies (From Other Departments .... 162.14 
Second Class Railroad Property .................. mn" ee 
Penny Milk Program - Schools ーー… 729.48 
Penny Milk Program - U, S. Department Agriculture... 1,825.54 
Bureau of Streets ...................: 明科 4,065.64 
Bureau of Sidewalks ps 255.27 
Bureau of Sanitation ....... sss 228.82 
Port Newark Lease - Port of New York Authority .... 12,125.96 


Tax Sale Premiums - Chapter #149 
Parking Meters .... 


Tax Premiums 
Federal Public Housing Authority сл 10,553.50 
City of Newark Housing Authority 


Due From Airport Account 


State Road Aid - Chapter 62 sees 127,556.40 


SPECIAL ITEMS OF GENERAL REVENUE — 
Parking Meter Surplus 


Port Newark Surplus ...0..........0.0.0..ы 


DEDICATED REVENUE — 


Water Department Operating ..........2.2л...422.2.... 286,511.70 
Division of Port Development .Ne 
Water Capital 2... Дә 1,027,400.00 
Division of Dog Control .pp 4,204.00 
Protested Checks - Dog Control ........................... seen 
Prepaid Dog License ............л.. а а ........ 
Marriage Licenses ...............2......... И 945.00 


Weights and Measures - Solid Fuel Fines 


CAPITAL FUNDS — 


Promissory Notes - Schools 


Due from Board of Education 


Term Bonds о... алал ғ ғ 
Sale of City Property о... ыы 16,280.00 
Temporary Notes - Bonds оо... S rnnt trend tee 
Bond Anticipation Notes 2222202..........Д.100. шеннен еменнен 
Improvement Authorization - Bonded 
Reserve - Fire Loss ......... 2. 
Reserve - To Pay City Railway Debt 


Reserve - Port Newark Debt Service 
Reserve - Sale of City Property лоше sitione 
Permanent Bond Sa 
Reserve to Pay Port Newark Debt Service 3% ............ 
Reimbursement - Port Newark - Port Authority ........ 
Sale of U. S. Treasury Bonds RN 
Reserve - Storm Damage .2......2..22.0..2001442000000иы етене. 


Investments ee 


TRUST FUNDS — 


Assessments Receivable - Regular .................. 200.00 
Assessments Receivable - Tax Sale Liens ....................... ...... 
Chapter #149, Tax Title Lien Assessments ................... esses 
Reserve - Foreclosure Fees - Tax Sale Liens 20222 222222. 
Public Affairs - Special Account Claims ........ 5.5 see 
Reserve - Salary and Wages 
Reserve - Army Base лишени netten enhn ntn 


Masters Electricians License 


Reserve - Shade Tree Assessments .................................... 247.80 
Reserve - Alice Hayes Estate .............л.2 талии 
Reserve - Police and Fire Pension Fund ........................ 
Interest on Special Trust Funds ......................... 
Reserve - Deposit on Bids -Contracts ............................ 
Kinney Corp. Lieu of Bond ......лала1лоаәӛ6ы мылтығы 
Homettes - Revenue ....ллалл8адӛлағҙығғығаыыыы 3,052.49 
Johnson Homes - Revenue алалы 14,271.46 
F. P. Н. A. - Revenue ..2.......0мм neret ыы олмен 
Rehabilitation - Revenue ......... иене, 319.00 
Protested Checks - Homettes ............................... НОН 
Protested Checks - Johnson Homes ................................ 129.51 
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Protested Checks - Е. P. 古人 
Protested Checks - Rehabilitation 


Security Deposit Fund - Нотейев ................................ 5.00 
Security Deposit Fund - Johnson Homes ........................ 15.00 
Security Deposit Fund - Е. P. Н, А. 1, 25.00 
Security Deposit Fund - Rehabilitation ....................... 5.00 


Homettes - Maintenance 


Auto Damages ..................... 30 00000 ШЫ 


Tax Title Liens - Shade Tree 
Reserve - Deposit on Bids - Foreclosed Property 


Johnson Homes - Fire Loss 


APPROPRIATION REFUNDS — 


Department of Public Affairs 
Department of Revenue and Finance 
Department of Public Safety 
Department of Public Works 


Department of Parks and Public Property .................... 177.10 
MISCELLANEOUS ITEMS — 
Tax Overpayments ee 
Refunds - Excess Cashiers Collections ....../............. 746.83 
Lease - 200 Washington Street Corp. ................................ 3,000.00 
Estate Funds .............!............2...ғ04м.00м.040022221 1,688.82 
Tax Sale Premiums eM ener 
Tax Sale Redemption ......../00022...2..00.0.0 0000-0000 2,101.32 
Unallocated PO 
Over and Under Account ........22.4444..4.421аш.4 .50 
Retained Percentage on Contracts .................................... 1,649.48 
Rents - City in Possession ee 328.00 
Foreclosed Property Sales .ee 17,460.00 


Other Accounis Receivable 
State Road Aid 
Budget Operating Account 


P. A. Special Account Claims | 


Franchise Tax - Fire Insurance Companies 
Franchise Tax - Domestic Life Insurance Companies.... 
Reserve - Fees - Application Hotel Certificates 
Damages - Rents City in Possession 


Lease - Lawrence Street School 


RE 2.250.00 
MISCELLANEOUS REVENUE NOT ANTICIPATED ...... 17,631.38 
Petty Cash Funds Re-Deposited .......2..... аи 
Savings & Loan Deposit Returned pp 10,000.00 


$64,004,208.21 


I HEREBY CERTIFY that the figures contained 
- jn this report are correct. 


William J. Griffin, 
Acting Auditor 


M. Ellenstein 
Director 


ORDERED FILED. 


5999: 
REPORTS OF CITY OFFICERS 


The following Reports of City Officers were received and ordered 
filed: 


MONTH OF JANUARY 1952 
Superintendent of Weights and Measures 
Bureau of Alms House 
Building Department 
Robert J. Beckley, Clerk, Municipal Court Part 1 
Charles F. J. McGovern, Clerk, Municipal Court Part 2 
Harry J. Finley, Clerk, Municipal Court Part 3 
Edward G. Devore, Clerk, Municipal Court Part 4 
Anna Hentsch, Clerk, Municipal Court Part 5 


Peter C. Walsh, Violation Clerk Municipal Court Part 6 
City Clerk 


. ORDERED FILED 
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6000: 


DEPARTMENT OF REVENUE AND FINANCE 
CITY HALL 
NEWARK 2, NEW JERSEY 


February 29, 1952. 
To the Honorable Commissioners 
of the City of Newark, New Jersey. 


Gentlemen: 


In accordance with the Act of the Legislature entitled “А Further 
Supplement of the Act entitled 'An Act to Amend and Revise the Charter 
of the City of Newark, New Jersey’ approved February 22, 1866," I here- 
with present a statement of the receipts and disbursements for the month 
of January 1952: 


Cash on Hand, December 31, 1951 ........... $10,994,531.60 
Receipts, January 1952 .pp 6,400,208.21 

$17,394,539.81 
Disbursements - January 1952 ........ 4,449,148.50 
Cash on hand, January 31, 1952 ........................ 12,944,791.31 


Yours respectfully, 


Meyer C. Ellenstein, Director 
Department of Revenue and Finance 


LR/g Per Leo A. Reilly 
DISBURSEMENTS 

By Warrant — City 2... —Y $3,337,225.48 
By Warrant — Water ........................ НИН 564,643.36 
By Warrant — Johnson Homes | 11,053.72 
By Warrant 一 Homettes sese 1.193.40 
By Warrant — Rehabilitation ........... eene 321.95 
By Warrant — Security Deposit ....... sse 30.00 
By Warrant — Dog License ..........00 40400 1,919.91 
Bond Anticipation Note — Water ........ 505,000.00 
Bond Anticipation Note - City ee 16,150.00 
Reserve - Wages .Ne 39.55 
Water - Change Fund ..........1.:.. cessere nene nnne 200.00 
Redemption ушш... нш. 5,191.1e 


Premiums .eve 3,191.96 
Dog License - Rabies Control .................. esses 4.50 
N. G. Checks - City 2,931.62 
М. а. Checks - Johnson Homes 2.........о.м22ə.. 129.51 
М. а. Checks - Water ..........лл ағы ы 522.37 

$4,449,748.50 

RECEIPTS 

City - Current ee $5,039,909.79 
City - Trust 8,105.26 
City - Cap 16,280.00 
Water - Operating ......... —— PRA 286,511.70 
Water - Cap 1,027,400.00 
Johnson Homes .ee 14,415.97 
Ноте ев .ee 3,057.49 
Rehabilitation 324.00 
Dog License ........л..ыалоа алалы 4,204.00 

$6,400,208.21 


ORDERED FILED 


MAYOR VILLANI: Motion to adjourn is in order. 
COMMISSIONER KEENAN: I so move you. 


Mayor Villani: The motion is made that this meeting adjourn to 
Thursday, March 27th, at 10 A. M. 


Rol call. 
Yeas: Commissioners Ellenstein, Keenan, Moran, Mayor Villani. 


Mayor Villani: This meeting is adjourned to Thursday, March 27th. 
at 10: a. m. 
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Newark, N. J., March 27, 1952 


An adjourned meeting from March 
19, was called to order by Mayor 
Villani. All commissioners were pre- 
sent. Before going into the business 
of the meeting, Mayor Villani re- 
ported on a conference held with 
officials from adjoining communities 
and with Assistant Secretary of the 
Air Force Huggins. The latter, he 
said, desired to use the Newark Air 
field for army flights. The commis- 
sioners agreed to this, but held that 
they were opposed to any commer- 
cial air line flights. On motion of 
Commissioner  Ellenstein it was 
agreed to grant permission to the 
Air Force, and Mr. Huggins was 
so notified. 


Speaking on a resolution pre- 
sented, Commissioner Ellenstein ex- 
plained that he suggested taking 
out $46,207 of the capital improve- 
ment fund of the Water Department 
budget for the purpose of balancing 
the sàme, and $500,000 that had been 
allocated as partial payment of the 
city's share of the Ramapo improve- 
ments. 


Commissioner Carlin expressed 
opposition to this suggestion. Не 
said he and his engineers felt that 
the money should be used to pay 
off the project, instead of floating 
bonds and paying interest on ет. 
After a lengthy discussion in which 
Commissioner  Ellenstein recom- 
mended investment of the funds in 
U. S. Government bonds, which he 
declared could be purchased at Be- 
low par and yield at least 5 per cent. 
Commissioner Carlin said that this 
phase of the subject had not been 
told him before, and declared he 
was for anything that was econom- 
ically sound. : 


6001 - Resolution authorizing the 
Department of Parks and Public 
Property to use certain meadow 
property, owned by the city, for 
the disposing of refuse. (Approved). 


6002 . Authorizes the Director of 
Parks and Public Property to adver- 
tise for bids on collection and re- 
clamation from disposal area. 
(Approved). 


6003 - Authorizes the Mayor as 
Director of Parks and Public Proper- 
ty to assemble plot of ground in the 
meadow area as a site for a new in- 
cinerator plant. (Approved). 


6004 - Terminates contract with the 
D. & M. Contracting Со. granting 
permission.to the city to dispose of 
its refuse on its property in Kearny 
meadows, with payment of $7,165.78 
due the company under the tem- 
porary arrangements. (Approved, 
with Commissioner Ellenstein not 
voting). 


6005 - Requests the Director of Local 
Government for permission to in- 
clude $100,000 due from the Newark 
Marine and Air Terminals in 1952 
to be included as anticipated re- 
venues in the 1952 city budget. 
(Approved). 


6006 - Requests the consent of the 
Director of Local Government to 
include in the 1952 city budget as 
Trust Surplus, $15,000 and Capital 
Surplus, $15,000. (Approved). 


6007 - Authorizes the inclusion of 
$12,500 road aid from the State 
Highway Commission as anticipated 
revenues in the 1952 budget and 
requests the Director of Local Gov- 
ernment to grant approval of same. 
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6008 - Requests permission of Direc- 
tor of Local Government to pay Port 
Newark Debt Service, $455,633.50 
from the Capital Account - Reserve, 
which fund indicates a balance of 
$848,733 accumulated through funds 
received for the sale of Port Newark 
property to U. S. Navy. 


6009 - Requests permission to in- 
clude in budget special item of $102, 
000 to help meet payment of $206, 
000 in principal and bond payment 
on outstanding bonds for City Rail- 
way of $6,595,000.00, funds for same 
to come from $431,000.00 received 
from N. J. Bell Telephone Co., Pub- 
Jie Service Coordinated Transport, 
and Public Service Electric and Gas 
Co. for services rendered by the 
City. (Approved). 


6009 - 6010 - Requests permission of 
the Director of Local Government 
to insert in the water section of the 
City Budget the sum of $46,207.72 
as anticipated revenue. This resolu- 
tion was discussed earlier in the 
meeting. The first vote recorded 
showed only Commissioners Carlin 
and Ellenstein in the affirmative. 
After зоте more discussion Com- 
missioner Keenan zdded his signa- 
ture to the resolution. Commissioners 
Villani and Moran voted in the nega- 
tive. 


Then followed an analysis and 
critical review of the 1952 city bud- 
get by Commissioner Ellenstein who 
declared he felt, as the Finance 
officer of Newerk, he should call 
conditions to the attention of his 
fellow commissioners. He asserted 
that the budget of the Department 
of Public Affairs went up: from 
$4,496,012 in 1948 to $5,192,798 in 
1952. Over the same period he said 
that in the Department of Revenue 
and Finance, which he oversees, 
salaries and wages increased from 
$883,195 to 893,448, an increase of 
1.18 and other expenses from $250, 
899 to $181,339 a decrease of 27.11 


per cent. 


In 1948 he said salaries and wages 
in the Department of Public Safety 
were $7,107,522 and in 1952 they 
went to $10,287,927, an increase of 
44.75 per cent. The item of other 
` expenses he continued went from 
$750,498 to $878,892 an increase of 
17.1040. Тһе budget of Parks and 
Publie Property increased over the 
same period from $4,830,670 to $6, 
076,983, or 25.80 per cent. The De- 
partment of Public Works budget in 
1952 he continued carried $1,171,541 
for salaries and wages an increase of 
$116,374 or only 11.02 per cent, 
while the item for other expenses 
dropped from $646,330 to $596,758 a 
decline of 7.62 per cent. 


Mayor Villani and Commissioners 
Moran and Keenan argued fhat Di- 
rector Ellenstein failed to teli tne 
causes of such increase, pointing out 
thet many employees work less 
hours, and that the city was com- 
pelled to increase salaries because 
of the higher cost of living. Both 
Commissioners Ellenstein and Car- 
lin averred that needless additional 
employees also had a serious effect 
on the increases. Commissioner El- 
lenstein warned that the budget in- 
сгеавев would send the rate up 80 
to 90 points over the 1951 rate of 
$6.92, and would be an unbearable 
tax rate, one which would effect 
the economy of the city. He slso 
asserted that the budget of the 
school Board was watered, an as- 
sertion agreed to by Commissioner 
Carlin. 


On motion of Commissioner Moran 
the Board of Commissioners agreed 
to send the department budgets 
back to each commissioner to see 
what could be done to cut them, 
and also to return the School Board 
budget to that body to be cut down 
where possible. The meeting was 
then adjourned to Friday April 18. 
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Minutes of the 
BOARD OF COMMISSIONERS 


APRIL 1952 


Newark, N. J., April 2, 1952 


A regular meeting of the Board 
of Commissioners of the City of 
Newark, М. J., was held on the 
above date in the Commissioners' 
Chamber, City Hall Newark, at 
2:00 P. M. 


Acting Mayor Elienstein: Тһе 
meeting wil come to order. The 
Clerk will call the roll. 


Present: Commissioners Carlin, 
Ellenstein, Keenan, Moran. 
Absent: Mayor Villani. 


Acting Mayor Ellenstein: А mo- 
tion 1$ in order that the reading of 
the minutes of the previous meeting 
be dispensed with. 


^" Commissioner Carlin: I so move. 


6011 - An Ordinance to authorize 
the construction of а storm sewer 
in Mary Street east of Avenue L, 
as a local improvement, and to pro- 
vide for the financing of the cost 
thereof by the issuance of bonds 
and bond anticipation notes in an 
amount not to exceed $4,750. April 
16th was the date set for further 


hearing and final passage. 


6012 - An Ordinance to amend an 
ordinance relating to and fixing the 
charges for water furnished by the 
City of Newark, adopted June 13th, 
1951. The date set for further hear- 
ing and final passage was April 
16th. 


6013 - An Ordinance to authorize 
the acquisition and installation of 
equipment and furnishings required 
for the City's Department of Public 
Safety, and to provide for the fin- 
ancing of the cost thereof by the 
issuance of bonds and bond antici- 
pation notes in an amount not to 
exceed $332,000. The ordinance was 
passed on third and final reading. 


The City Clerk: Mr. Mayor, І have 
the following communication. It is 
over the signature of William B. 
Rearden, president of the Chamber 
of Commerce of the City of Newark. 
It is under date of April 2nd and it 
is addressed to the Board of City 
Commissioners. It reads as follows: 


"The City Commission, recogniz- 
ing the seriousness of a threatened 
83 point increase in the 1952 tax 
rate, wisely decided to return the 


«€ 


оссо! budget to the Board of School 
Estimate and the departmental bud- 
gets to each Commissioner for fur- 
ther study in an attempt to achieve 
the maximum reduction in the pend- 
ing City budget. 


"It is well recognized that labor 
and material costs have risen to 
higher levels and that there are 
other substantial items in the bud- 
get over which the Commission has 
no control. On the other hand, there 
appear to be areas of control by 
the Commission which apparently 
lend themselves to searching ana- 
lysis and which in the opinion of 
many tax payers offer opportunity 
for reduction without adverse ef- 
fect on essential City functions. 


“А substantial increase in assess- 
ments has been levied on some 
business properties. These increases 
with the threatened $7.75 tax rate 
are causing considerable concern be- 
cause of their impact upon present 
tax payers and the future economic 
welfare of the City as a whole. 


"We sincerely commend tbe Com- 
mission for having voted to provide 
additional time for further study 
of the budgets to achieve a maxi- 
mum reduction in the pending bud- 
gets. We feel certain that our muni- 
cipal officials do not relish the 
threatened large increase in the tax 
levy any more than do the tax pay- 
ers. Consequently, we believe that 
each Commissioner will do his ut- 
most to attain a lower 1952 tax rate. 
We wish you success in your efforts. 
Very truly yours, Chamber of Com- 
merce of the City of Newark, N. J." 


Acting Mayor Ellenstein: If there 


is no objection it will be received ' 


and filed. 


6014 - 6041 - The Board of Com- 
missioners approved the following 


‘appropriations for bills, claims and 


payrolls: 


The sum of $202,429.41, 164 items; 
$3,912.61, 28 items; $218,449.26, 47 
items; $455.00, 1 item; $200.75, 1 
item... $13.60, 2 items, being the 
bills and claims of the Department 
of Parks and Public Property. 


The sum of $9,569.17, 26 items; 
$332.73, 9 items; $19,227.56, 8 items; 
$1,456.49, 5 items; $17,873.44, 7 items; 
$47,393.47, 21 items; $46,145.00, 2 
items, being the bills and claims of 
the Department of Revenue and 
Finance. | 


Тће sum of $348.90, 5 items, $348, 
408.88, 11 items; $50,249.97, 5 items; 
being the bills and claims of the 
Department of Public Safety. 


The sum of $38,261.87, 24 items; 
$26,298.06, 61 items; $136,358.30, 37 
items; $46,486.68, 9 items, being the 


‘pills and claims of the Department 


of Public Works. 


The sum of $386.52, 2 items; $11.55, 
1 item; $592.28, 1 item; $16,152.42, 
25 items; $4,109.30, 14 items; $174, 
289.25, 16 items; $74,940.33, 17 items; 
$1,598.08, 7 items, being the bills 
and claims of the Department of 
Public Affairs. 


6042 - Pursuant to the ordinance 
authorizing improvements to the 
water supply system for the City of 
Newark, provides for the issuance 
of Bond Anticipation Notes in the 
aggregate principal amount of $50, 
000. Moneys raised by the issuance 
of these notes are to be applied to 
the payment of the principal of 
$25,000 outstanding notes heretofore 
issued end payable on April 9, 1952, 
and to the payment of the principal 
of $25,000 outstanding notes here- 
tofore issued and payable on April 
20, 1952. 


6043 - A resolution directing that 
the thirty-five bank accounts of the 
City of Newark now carried in the 
National Stete Bank of Newark, 


New Jersey, being the old sinking 
fund coupon accounts, be consolida- 
ted, and the net balance of $9,991.75 
be placed in a general account of 
said bank to the credit of the City, 
the same to be allocated to and to 
be used for the payment of any out- 
standing coupons due prior to De- 
cember 1, 1950 under the old sinking 
fund accounts. The resolution was 
adopted subject to the condition 
that the Bank furnish the City with 
an indemnifying agreement, approv- 
ed by the Law Department of the 
City, saving the City harmless from 
liability for coupons of the City 
covered by the accounts in question 
which matured or become payalbe 
prior to December 1, 1940, to the 
extent of $2,912.50, represented by 
present overdrafts in fourteen of 
said separate coupon accounts. 


6044 - Approves the action of the 
Newark Civil Defense Council, in 
ordering through the Division of 
Civil Defense of the State of New 
Jersey and/or through the Federal 
Civil Defense Administration, Wash- 
ington, D. C. the following items: 
Medical Equipment: 26 Complete 
Units, Category No. 1, $39,000.00, 
42 Complete Units, Category No. 2, 
$63,000.00; Organizational  Equip- 
ment: Helmets, Coats, Boots, Rubber 
Gloves, Lights, Stretchers, etc. to 
be used by the Auxiliary Fire De- 
partment for $4,418.00, Electronic 
equipment to be used as an auxil- 
ary radio-telephone transmitter for 
emergency use $3,030.00; on the 
basis of a Federal-State Matching 
Program of 5095. The Director of 
the Department of Central Purchase 
of the City of Newark was directed 
to execute and transmit any neces- 
sary purchase orders or documents 
in connection with the placing of 
any requisitions for any of the 
aforesaid supplies or equipment. 


6045 - 6053 - The Board of Com- 
missioners approved the following 
cont. acts: 


For Department of Public Affairs- 
Various Institutions, For Surgical 
Supplies - as per schedule on file 
in the Division of Central Purchase 
to the following: Jack Braverman 
Pharmacy - Newark, New Jersey, 
for $5,843.24; Goldman's Drug Store, 
Newark, N. J., for $3,207.70; Seidler 
Chemical & Supply Co., Newark, 
N. J., for $3,012.25, Total $12,063.19. 


For Department of Public Affairs- 
City Hospital - Health Dept, With 
James P. Smith - Newark, N. J., for 
X-Ray Supplies - as shown on 
schedule in the Division of Central 
Purchase for $9,709.55. 


For Department of Public Affairs- 
Ivy Haven, For Kitchen Equipment 
(cight items) in accordance with 
se;edules and specifications on file 
in the Division of Central Purchase 
to the following: Combined Kitchen 
Equipment Co., Inc. - Newark, N. J., 
(items No. 1 to No. 7 inclusive) - 
for $4,428.00; James F. Collins & 
Co. - Newark, N. J. - (item No. 8) 
for $1,550.00, Total $5,978.00. 


For Department of Public Safety- 
Police, With American Business 
Systems - Newark, N. J., For $50,000 
Form SP 539 Police Report Sheets 
- as per sample and specifications 
in the Division of Central Purchase 
@ $20.41 M sets - Total $1,020.50. 


For Department of Parks & Pub- 
lic Property - Division of Baths, 
With Fisher Cohen Co. - Newark, 
N. J., for 500 doz. Turkisk Towels - 
20" x 40" White - Double Thread 
Heavy Weight Terry to the end - 
Weight 4:30 Dundee brand No. 6229, 
first quality @ $4.73 - Total $2,365.00. 


For Department of Public Affairs- 
Various Institutions, For Meats and 
Poultry for the period from April 
7, 1952 to May 16, 1952 inclusive. 
Unit prices are on file in the Divi- 
sion of Central Purchase. With M. 
Augenblick & Bro. Div. of The 


Borden Co. - Newark, N. J. for 
$2,090.99; Davis White Co., - New- 
ark, М. J., for $3,163.47; Gol Pak 
Corp, - Union City, М. J., for 
$1,220.40; Lair & Brydon, - Newark, 
N. J. - for $12,989.03; National Meat 
Supply Co, - Hoboken, N. J. for 
$2,122.40; Total $21,586.29. 


For Department of Parks and 
Public Property - Shade Tree Div., 
With Eswell Kemp Inc. - Newark, 
N. J., for 53,300 Plants - as per list 
on file in the Division of Central 
Purchase for $6,150.00. 


For Department of Revenue and 
Finance - Div of Central Purchase, 
With Moore Business Forms, Inc. 
Newark, М. J., for 14,000 sets Fan- 
fold Forms - Purchase Orders - 10 
parts Size 81 x 11” printed as per 
sample (0 82.27 per m., 

Total $1,151.78. 


For Department of Parks & Public 
Property - City Clerk, With C. Wol- 
ber Company - Newark, N. J., For 
7,000 copies "Municipal Yearbook 
1951 - 52" booklet form, approxi- 
mately 90 pages and cover, to be 
printed and bound in accordance 
with the specifications on file in the 
Division of Central Purchase (9 
$26.00 per page for 7,000 copies. 
Price per page for additional copies 
in unit of one thousand copies % 
$2.50 per page, Approx. Total $2,340. 


6054 - Approves the plans and 
specifications for the improvement 
of Sherman Avenue in the City of 
Newark beginning at Station 00 十 
24.6 at East Peddie Street and end- 
ing at Station 35 -- 80.2 at Wright 
Street. The Chief Engineer was di- 
rected to present the said drawings 
and specifications to the State High- 
way Commissioner for his approval 
and upon said approval and as soon 
as practicable after the date thereof 
the clerk of this body was directed 
to advertise for bids for the Pro- 
ject at least ten days before receipt 


of bids in the Newark Evening 
News. 


6055 - Approves the plans and spec- 
ifications for the improvement of 
Leslie Street in the City of Newark 
beginning at Station O - 18.20 at 
Chancellor Avenue and ending at 
Station 12 4- 67.7 at Lyons Avenue. 
The Chief Engineer was directed 
to present the said drawings and 
specifications to the State Highway 
Commissioner for his approval and 
upon said approval the clerk of this 
body was directed to advertise for 
bids for the Project at least ten days 
before receipt of bids in the Newark 
Evening News. 


6056 - Approves the plans and spec- 
ifications for the improvement of 
Wainwright Street in the City of 
Newark beginning at Station 00 at 
Chancellor Avenue and ending at 
Station 12 4- 53.40 at Lyons Avenue. 
The Chief Engineer was directed 
to present the said drawings and 
specifications to the State Highway 
Commissioner for his approval and 
upon said approval the clerk of 
this body was directed to advertise 
for bids for the Project at least ten 
days before receipt of bids in the 
Newark Evening News. 


6057 - Approves plans and specifi- 
cations for the improvement of 
Schley Street in the City of New- 
ark beginning at Station 0 + 9.40 
at Chancellor Avenue and ending 
at Station 12 + 35.20 at Lyons 
Avenue. The Chief Engineer was 
directed to present the said draw- 
ings and specifications to the State 
Highway Commissioner for his ap- 
proval and upon said approval the 
clerk of this body was directed to 
advertise for bids for the Project at 
least ten days before receipt of bids 
in the Newark Evening News. 


6058 - Authorizes the Director of 
the Department of Public Works to 
advertise for sealed proposals for 


Division of Water Contract 116 for 
repairs to various buildings at 
Cedar Grove Reservoir, located at 
Cedar Grove, Essex County, New 
Jersey. 


6059 - Authorizes the Director of 
the Department of Public Works to 
advertise for sealed proposals for 
Division of Water Contract 117 for 
street pavement restoration over 
water utilities at various locations 
in the City of Newark and vicinity. 


6060 - Amends Resolution No. 9944, 
adopted May 4, 1949, to include, in 
addition to eligible members of the 
Police Division of the Department 
of Public Safety, full time eligible 
law enforcement officers of the 
various municipalities of the State 
of N. J., in contract with the Veter- 
ans Administration of the U. S. 
Government for a course of educa- 
tion and training for eligible vet- 
erans. 


6081 - Pursuant to R. S. 1937, 43: 
12-1, et seq. as amended, approves 
retirement pension of $1,900 per an- 
num for James F. Fitzmaurice, an 
Inspector in the Division of Sewers, 
Department of Public Works, ef- 
fective March 12, 1952. 


6062 - Арргоуев appointment of 
Daniel J. McGrath and 11 others 
to position of Fireman, in the Fire 
Division, Department of Public 
Safety, effective April 14, 1952. 


6063 - Approves promotions of 
William Fiverson to position of 
Superintendent of Buildings, at 
$8,000 per annum, and Peter L. Fil- 
ippone to position of Assistant Su- 
perintendent of Buildings at $6,000 
per annum, effective March 23, 1952. 


6064 - Approves promotion of Chas. 
H. Wright to the position of Assist- 
ant Engineer in the Division of 
Water, at a compensation of $3950 


per annum, effective February 10, 
1952. 


6065 - Approves the action of the 
Director of the Department of Pub- 
lic Safety, in arranging to send 
Inspector Thomas Rush of the Fire 
Division to the Arson School con- 
ducted at Purdue University, Lafa- 
yette, Indiana, for the period from 
April 28th to May 2nd. The expense 
incurred by said Inspector Thomas 
Rush while in attendance at said 
school for transportation, meals and 
lodging are to be paid from the 
funds of the Fire Division, Depart- 
ment of Public Safety, in an amount 
not exceeding $175.00. 


6066 - Rescinds Resolution No. 5860, 
approved February 28, 1952, where- 
in the Board of Commissioners con- 
curred in and consented to the ap- 
propriations set forth by the Board 
of School Estimate. 


6067 - 6090 - The Board of Com- 
missioners acted on the following 
applications for a variance from the 
terms of the zoning ordinance: 


Application of Market Fashion, 
Inc. (100 W. Market Corp., owner, 
for renewal of permit for manu- 
facture of ladies‘ and men's clothing 
in a 2nd Business District; on pre- 
mises 88-100 W. Market Street. 4th 
floor); such use to be limited to 
the period of five years ending 
August 14, 1956. (Approved). 


Application of Van Garment Co., 
Ine, (100 W. Market Street Corp., 
owner); for renewal of permit for 
manufacture of ladies’ clothing in а 
2nd Business District; on premises 
88-100 W. Market Street (3rd floor); 
such use to be limited to the period 
of two years ending November 20, 
1953. (Approved). 


Application of Highway Signal & 
Sign Co. (M. I. Realty Со., owner); 
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for renewal of permit for tool and 
die shop in a 3rd Residence District; 
on premises 211-213 Camden Street 
(rear); such use to be limited to the 
period of three years ending Decem- 
‘ber 1, 1954. (Approved). 


Application of Downtown Parking 
Co. (The Plane Со. owner); for 
renewal of permit for automobile 
parking station in a 2nd Business 
District; on premises 329-333 Plane 
Street; such use to be limited to the 
period of one ycar ending December 
18, 1952. (Approved). 


Application of Carmine Orlando 
(Doris Oakley, owner); for renewal 
of permit for automobile parking 
station in а 1st Industrial District; 
on premises 64-66 Mulberry Street; 
such use to be limited to the period 
of one year ending September 29, 
1952. (Approved). 


Application of Herman Brooks 
(Frieda Greenberg), owner); for re- 
newal of permit for a dry-cleaning 
unit in a tailoring and pressing store 
in a 2nd Business District; on pre- 
mises 191-193 Hawthorne Avenue; 
such use to be limited to the period 
of two years ending December 3, 
1953. (Approved). 


Application of Dollar Motors, Inc. 
(Crawford Corp. owner); for re- 
newal of permit for automobile sales 
station in a 2nd Business District; 
on premises 299-303 Elizabeth Ave., 
such use to be limited to the period 
of one year ending November 18, 
1952. (Approved). 


Application of William Bristol, 
owner; for renewal of permit for 
automobile body repair shop in a 
2nd Business District; on premises 
45 Beecher Street; such use to be 
limited to the period of one year 
ending November 20, 1952. 
(Approved). 


Application of Leonard & Sadie 


Freeman, owner; for renewal of per- 
mit for automobile parking station 
in a 2nd Business District; on pre- 
mises 110-112 Central Avenue, such 
use to be limited to the period of 
one year ending November 15, 1952. 
(Approved). 


Application of Benjamin More- 
land (William Moreland, owner); 
for renewal of permit for automobile 
sales and parking station in a Ist 
Industrial District; on premises 43- 
57 Passaic Street; such use to be 
limited to the period of one year 
ending February 24, 1953. 
(Approved). 


Application of Livingston Manor, 
Inc., owner; for renewal of permit 
for parking lot for U. S. Mail trucks 
in a Ist Industrial District; on pre- 
mises 14-20 Liberty Street; such use 
to be limited to the period of five 
years ending August 23rd, 1956. 
(Approved). 


Application’ of Joseph Mack & 
Peter Bellina, owners; for renewal 
of permit for automobile parking 
station in conjunction with gasoline 
station in a ist Industrial District; 
on premises 61-67 Summit Street; 
such use to be limited to the period 
of one year ending February 8, 1953. 
(Approved). 


Applieation of Peterman’s Fine 
Foods, Inc., (Jotil Realty Corp., own 
er); for renewal of permit for auto- 
mobile parking station in a 2nd 
Business District; on premises 286- 
300 Clinton Avenue; such use to be 
limited to the period of one year 
ending October 24th, 1952. 
(Approved). 


Application of Anthony Javas 
(Holsum Bread Со. Inc, owner); 
for renewal of permit for automo- 
bile parking station in a 1st Indus- 


trial District; on premises 41-43 
Lombardy Place; 24-26 Lombardy 
Street; (rear) and 38-42 Atlantic 


Street; such use to be limited to the 
period of one year ending December 
28, 1952. (Approved). 


Application of John У. Martin 
(Mary C. Logan, owner); for re- 
newal of permit for automobile 
parking station in a 2nd Business 
District; such use to be limited to 
the period of one year ending Janu- 
ary 26, 1953. (Approved). 


. Application of John У. Martin 
(The AWA Corp., owner); for re- 
newal of permit for entrance only 
to existing parking station in rear; 
no exit, in a 2nd Business District; 
on premises 18 Central Avenue; 
such use to be limited to the period 
of one year ending February 25th, 
1953. (Approved). 


Application of Hooton Chocolate 
Со. owner; for renewal of permit 
for automobile parking station for 
employees of Hooton Chocolate Co., 
in а 2nd Residence District; on рге- 
mises 350-362 Fifth Street; such use 
to be limited to the period of one 
year ending January 25, 1953. 
(Approved). 


Application of Angelo Palmar- 
ossa (Alberto D'Angelo, owner); for 
renewal of permit for the manufac- 
turing of men's clothing in a 2nd 
Business District; on premises 437 
South 10th Street (496 - 15th Ave); 
such use to be limited to the period 
of five years ending October 4, 1956. 
(Approved). 


Application of Ada Grossman, 
owner; for renewal of permit for 
automobile sales station in a 1% 


Industrial District; on premises 21- 
25 Bond Street; such use to be lim- 
ited to the period of two years end- 
ing January 26, 1954. (Approved). 

Application of George Makowitz, 
owner; for addition to garage for 
automobile repair shop (excluding 
body and fender work) in а 3rd 
Residence District; on premises 582- 
584 South ТИВ Street; such uss to 
be limited to the period ending one 
year from date hereof. (Approved). 


Application of The Modern Offse: 
Со. (J. & A. Zirpoli, owners); for 
the addition of offset printing to a 
job printing shop in a Ist Business 
District; on premises 62 Ann St, 
such use to be limited to *he period 
ending five years from date hereof. 
(Approved). 


Application of Frank Shapiro, 
owner; for erection of addition to 
existing felt novelty manufacturing 
at 14-20 Beacon Street as requested 
by State Labor Department, in a 
2nd Business District; on premises 
12 Beacon Street. (Approved). 


Application of Richard Mfg. Co. 
(Gittlin Bag Co., owner); for esiab- 
lishment of a machine shop in a 2nd 
Business District on premises 19-25 
Rankin Street. (Approved). 


Application of Ann Gordon, 
Inc. (25 Elizabeth Avenue Согр., 
owner); for the establishment of 
parking station for customers of 
Ann Gordon Caterers in a 3rd Resi- 
dence and 2nd Business Districts; 
on premises 12-14 Milford Avenue. 
(Action deferred for two weeks). 
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6091 
DEPARTMENT OF REVENUE AND FINANCE 


CITY HALL 


NEWARK 2, NEW JERSEY 
March 20, 1952 
To the Honorable Commissioners 


of the City of Newark, New Jersey 
Gentlemen: 


In accordance with the Act of the Legislature entitled *A Further 
Supplement of the Act entitled ‘An Act to Amend and Revise the Charter 
of the City of Newark, New Jersey’ approved February 22, 1866," I here- 
with present a statement of the receipts and disbursements for the month 
of February 1952: 

Cash on Hand, January 31, 1952 ................ $12,044,791.31 
10,396,768.51 


Receipts - February 1952 ............ 


23,341,559.82 
Disbursements February 1952 .................... 8,022,488.51 
Cash on hand, February 29, 1952 ............ $15,319,071.31 


Yours respectfully, 
Meyer C. Ellenstein, Director 


Department of Revenue & Finance 


Ir/g per Leo A. Reilly (sgd) 
DISBURSEMENTS 
By Warrant — Gi $ 6,852,083.88 
By Warrant — Water 20ә.әә22а enne 937,891.96 
By Warrant — Johnson Homes .........22.2 22.2. 10,042.31 
By Warrant — Homettes 162.65 
By Warrant — Rehabilitation 271.07 
By Warrant 一 Security Deposit sess 20.00 
By Warrant — Dog License oe esee 3,329.60 
Bond Anticipation Note — City .......... ess. 156,750.00 
Bond Anticipation Note 一 Water .... 50,000.00 
Ио Сејо то (о СЛ 3,082.26 
Premiums .ee 2,004.00 


Note: 


N. а. Checks — City es 5,125.21 
N. G. Checks — Water 312.75 
N. а. Checks 一 Johnson Homes ...........2 22": 312.75 
М. а. Checks 一 Johnson Homes ............................ 208.75 
М, а. Checks 一 Dog License .......... eese 4.00 


16.50 disbursed in February - March Warrant 
RECEIPTS 


City — Current $ 9,653,463.31 


' City Te 1,344.24 
City 一 Cap 160,308.85 
Water 一 Operating 2... ыы 308,959.95 
Water — Capital ааа 248,776.10 
Johnson Homes 14,594.14 
Homettes ......олл..аалыые-ы 2.869.92 
Rehabilitation ...о.л..лл.2.а4а ааа 332.0) 
Dog License 


ii 6,129.00 


$10,396,768.51 


Ordered filed. 


6092 


filed: 


3-21 
April 2, 1952 


REPORTS OF CITY OFFICERS 


Тһе following Reports of City Officers were received and ordered 


MONTH OF FEBRUARY, 1952 


Superintendent of Weights and Measures 

Bureau of Alms House 
Building Department 
Robert J. Beckley, Clerk, Municipal Court Part 1 
Charles F: H. MeGovern, Clerk, Municipal Court Part 2 
Harry J. Finley, Clerk, Municipal Court Part 3 
Edward G. Devore, Clerk, Municipal Court, Part 4 
Anna Hentsch, Clerk, Municipal Court, Part 5 
Peter C. Walsh, Violation Clerk, Municipal Court, Part 6 
City Clerk 


Ordered filed. 


The City Clerk: That is all on the Clerk's desk, Mr. Mayor. 
Commissioner Carlin: I move that we adjourn. 

Acting Mayor Ellenstein: The Clerk will call the roll. 
Yeas: Commissioners Carlin, Ellenstein, Keenan, Moran. 
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Newark, N. J., April 16, 1952 


A regular meeting of the Board of 
Commissioners of the City of New- 
ark, N. J. was held on the above 
date in the Commissioners Cham- 
ber, City Hall Newark, at 2:00 
P.M. ` 


Mayor Villani: The meeting will 
come to order. The Clerk will call 
the roll. ` 


Present: Commissioners Carlin, 
Ellenstein, Keenan, Moran, Mayor 
Viliani. 


Commissioner Moran moved that 
the reading of the minutes of the 
previous meeting be dispensed with. 


6093 - An Ordinance to provide 
for the closing on the first day of 
the week, commonly known as Sun- 
day, of any store, warehouse, or 
place of business wherein items com- 
monly known as household appli- 
ances, including any and all makes 
and models of radios, television re- 
ceivers, refrigerators, washing ma- 
chines and cooking ranges are sold, 
and preventing the conducting or 
carrying on of any business on the 
first day of the week, commonly 
known as Sunday. The date set for 
further reading and final passage 
was April 30th. 


6094 - An Ordinance to amend an 
ordinance relating to and fixing the 
charges for water furnished by the 
City of Newark, adopted June 13th, 
1951. The ordinance was passed on 
third and final reading. 


6095 - An Ordinance to authorize 
the construction of a storm sewer 
in Mary Street East of Avenue L, 


аз a local improvement, and to рго- 
vide for the financing of the cost 
thereof by' the issuance of bonds 
and bond anticipation notes, was 
passed on third and final reading. 


6096 - 6124 - The Board of .Com- 
missioners approved the following 
appropriations for bills, elaims and 
payrolls: 


The sum of $1,016.62, 1 item; 
$455.00, 1 item; $2,245.00, 1 item; 
$210,493.97, 45 items; $8,546.59, 15 
items; $199,716.37, 182 items; 
$7,409.05, 16 items; being the bills 
and claims of the Department of 
Parks end Public Property. 


The sum of $42,546.11, 12 items; 
$90,217.50, 3 items; $32,119.56, 18 
items; $15,429.84, 3 items; $1,000, 
000.00, 1 item; $121,384.98, 32 items; 
$5,388.58, 6 items; $2,970.99, 5 items; 
being the bills and claims of the 
Department of Revenue & Finance. 


The sum of $348,485.25, 12 items; 
$25,832.57, 4 items, being the claims 
of the Department of Public Safety. 


The sum of $38,196.89, 24 items; 
$47,194.22, 9 items; $60,565.16, 67 
items; $35,685.41, 42 items; being the 
bills and claims of the Department 
of Public Works. 


The sum of $175,595.51, 16 items; 
$469.21, 1 item; $4,199.24, 18 items; 
$4,119.21, 8 items; $60,285.29, 14 
items; $15.26, 1 item; $386.52, 2 
items; $4,660.58, 12 items; being the 
bills and claims of the Department 
of Public Affairs. 


6125 - In accordance with R. S. 40: 
2-12.1 and 122, authorizes emergen- 
cy appropriation in the amount of 
$6,500 for Elections. Emergency 
appropriation is necessary to make 
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payment for the printing of ballots 
for Primary Election on April 13, 
1952. 


6126 - Pursuant to the Ordinance 
authorizing improvements to the 
water supply system of the City of 
Newark,  authorizes issuance of 
Bond Anticipation Notes in the prin- 
cipai amount of $50,000. Moneys 
raised by the issuance of these notes 
are to be applied to the payment 
of the principal of $50,000 outstand- 
ing notes heretofore issued pursuant 
to said ordinance and payable April 
19, 1952. 


6127 - Authorizes issuance of bond 
anticipation notes in the amount of 
$75,000 pursuant to the ordinance 
authorizing improvements to the 
water supply system of the City of 
Newark. Moneys raised by the issu- 
ance of these notes are to be applied 
to the payment of the principal of 
$50,000 outstanding notes heretofore 
issued and payable on April 19, 1952 
and $25,000 outstanding notes here- 
tofore issued and payable on April 
29, 1952. 


6128 - 6129 - Pursuant to R. S. 54: 
4-3.—12, authorizes tax exemptions 
not exceeding $500 on personal or 
real property to honorably discharg- 
ed servicemen, as per list on file in 
Office of City Clerk. 


613) - Authorizes the Director of 
the Departmeni of Parks and Public 
Ггорегіу to enter into a lease agreo- 
ment with the United Advertising 
Corporation for the displey of a 
sign on part of premises at 905-907 
Eighteenth Avenue, for the period 
of one year from February 1, 1952 
to January 31, 1953. 


6131 - Authorizes the Mayor - Di- 
rector of the Department of Parks 
and Public Property, to sign the 
necessary contracts for the sale of 
and also to sign the necessary Bar- 
gain and Sale Deeds in connection 


with, the following described pro- 


perties, known and described, when 
acquired by the City of Newark, as: 
60-84 Van Vechten Street, for $3, 
300.00; 75-89 Wharton Street, for 
$5,300.00; 101 Ludlow Sireet, for 
$500.00; Total $14,100.00. Commis- 
sioners Ellenstein and Carlin voted 
against the resolution. 


6132 - Authorizes refund of $10 to 
Litecraft Manufacturing Co. of 88- 
100 West Market Street, which re- 
presents sum left for a renewal of a 
zoning variance which was deemed 
unnecessary. 


6133 - Authorizes the Director of 
the Department of Public Works to 
enter into an agreement with the 
Borough of Pompton Lakes for the 
use of its radio station for the in- 
stallation of three portable mobile 
radio units for the protection of 
Newark’s water supply. 


6134 . 6146 - The Board of Commis- 
sioners approved the following con- 
tracts: 


Division of Water Contract 99 
for installing cone valves and fur- 
nishing and installing by-pass pipe 
line in the vicinity of the Bloomfield 
Avenue tower, To LaFera Contract- 
ing Со. 149 Verona Avenue, New- 
ark, for the sum of $218,872.50. 


For the repaving of Clark Street 
from Broadway to Ogden Street; To 
Nesto Construction Company, 100 
Riverside Avenue, Newark, for the 
sum of $20,342.15. For the repaving 
of South Elevcnth Street from South 
Orange Avenue to Central Avenue; 
То Nesto Construction Company, 
100 Riverside Avenue, Newark, for 
the sum of $79,026.00. With Nesio 
Construction Company, 100 River- 
side Avenue, Newark, for repaving 
of Clinton Street from Broad Street 
to Mulberry Street, for the sum of 
$13,764.31. 


For Department of Public Affairs- 


City Hospital - Ivy Haven; For 
Miscellaneous Textiles - as per list 
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and specifications on file in the 
Division of Central Purchase to: 
Fisher Cohen Co. - Newark, N. J., 
for $8,842.84. 


For Department of Public Works- 
Water Division, With General Elec- 
tric Company - Syracuse, New York, 
for 3 MC-3NQ Mobile Units 60 
$555.00 each; 1 ER-19 Receiver for 

7 $149.00, Total $1,814.00 


For Department of Public Affairs- 
City Hospital, With S. H. Grossman, 
Inc. - Newark, N. J. for 1 1952 - 
Black - Dodge Coronet 4-dr. Sedan - 
Group No. 3 Gyro. Transmission - 
Heater & Defroster - Radio for 
$2,568.50. 


For All Departments, for Paints 

id Paint Supplies as shown on 

hedules on file in the Division of 
ntral Purchase to the following: 

seph Ricciardi - Newark, М. J., 
$4,285.30. 


For Department of Public Safety- 
Police, With Gann Law Books - 
Newark, N. J., for 1,500 copies of 
Booklets - N. J. Statutes and Rules 
- as per specifications on file in the 
Division of Central Purchase @ $1.18 
per copy - Total $1,770.00. 


For Department of Parks & Pub- 
lic Property - Motors, and for De- 
partment of Public Safety - Police, 
Fle, for Passenger, Truck & Tractor 
tixes and tubes in accordance with 
schedules on file in the Division of 
Central Purchase - to the following: 
Hil Tire Co., Inc. - Newark, М. J. 
for $1,615.52; Dave Stern Co. - New- 
ark, М. J., for $1,374.58, Total 
$2,990.10. 


For Department of Parks & Pub- 
lic Property - Capitol Outlay Pro- 
ject - 12-48, With Reisen Lumber 
& Millwork Co. - Union, N. J., for 
Lumber (9 items) according to list 
and specifications on file in the 


Division of Central Purchase for 
$2,210.71. 


For Department of Revenue and 
Finance - Addressograph and Mail- 
ing Division, With J. B. Card and 
Paper Company - Newark, N. J., for 

i tons Paper - Golden Rod - No. 1 
Sulphite Bond 24 lb. watermarked 
(p $18.95 cwt., 1 ton Paper - Pink - 
No. 1 Sulphite Bond 24 lb. water- 
marked (0 $18.95 cwt, 11 tons 
Paper - Canary - No. 1 Sulphite 
Bond 24 lb. watermarked @ $18.95 
cwt., Total $1,516.00. 


For Department of Public Works- 
Streets, With Dosch - King Co, - 
Whippany, N. J., for 350 tons Re- 
fined Asphalt Cement No. 1, (60 to 
70 penetration) (Sec. 189) to be de- 
livered by tank truck (0 $21.43 ton 
— "Total $7,500.50; F. Bowden Co. - 
Newark, М. J., for 320 tons Mineral 
Filler in paper bags (Sec. 188) саг- 
load delivery © $7.85 ton; Total 
$2,512.00; Colonial Sand & Stone Co. 
Inc. - Newark, N. J., for 1,250 cu. 
yds. Bituminous Sand (Sec. 185) 
scow delivery @ $1.98 cu. yd., 1,250 
cu. yds. Broken Stone, Grade "H" 
Special (Sec. 183) (0 $2.95 cu. yd. 
scow delivery, Total $6,162.50. 


6147 - Approves promotion of Hugh 
A. O'Gorman from the position of 
Inspector of Police to the position 
of Deputy Chief of Police, effective 
April 6, 1952. 


6148 - Approves appointment of 
Matthew P. Reuther to Member of 
the Municipai Board of Alcoholic 
Beverage Control, for a term com- 
r.encing April 24th, 1952 and end- 
ing April 24th, 1955, at an annual 
salary of $3,000. Mayor Villani and 
Commissioner Moran voted against 
the resolution. 


6149 - 6167 - The Board of Commis- 
sioners acted on the following appli- 
cations for a variance from the 
terms of the zoning ordinance: 
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Application of Richard Schiele 
(100 W. Market St. Corp., owner); 
for renewal of permit for the manu- 
facturing of tools and dies in a 2nd 
Business District; on premises 5 
Howard Street (1st floor); such use 
to be limited to the period of one 
year ending November 20, 1952. 
(Approved). 


Application of Samuel Krassner 
(S. & M. Turk, owners); for renewal 
of permit for a dry-cleaning unit in 
a tailoring and pressing store in a 
Ist Business District; on premises 
7808 Osborne Terrace; such use to be 
limited to the period of one year 
ending January 11, 1953. (Approved) 


Application of Joseph Fernandez 
(Morris Frisch, owner); for renewal 
of permit for automobile parking 
station in a 2nd Business District; 
on premises 324-326 Washington St., 


such use to be limited to the period | 


of one year ending February 13, 
1953. (Approved). 


Application of Katherine Scoras 
(John J. Scoras, owner); for renewal 
of permit for lunch wagon in a 2nd 
Business District; on premises 26 
Walnut Street; such use to be limi- 
ted to the period of five years end- 
ing January 18, 1957. (Approved). 


Application of Rose Scocozzo, 
owner; for renewal of permit for 
manufacture of dolls’ and ladies 
dresses in а lst Business District; 
on premises 654 Fourth Street; such 
use to be limited to the period of 
five years ending February 4, 1957. 
(Approved). 


Application of Minute Men of 
Newark (Reid Development Corp., 
owner); for renewal of permit for 
automobile parking station in a lst 
Industrial District; on premises 1105- 
1107 Raymond Boulevard; such use 
to be limited to the period of one 
year ending January 8, 1953. 
(Approved). 


Application of Samuel Kaminet- 
sky, owner; for renewal of permit 
for automobile repair shop (no body 
or fender work and no automobile 
painting) in a 2nd Business District; 
on premises 85 Rose Street; such 
use to be limited to the period of 
one year ending February 9, 1953. 
(Approved). 


Application 
Corp. (Penn R. R. Co., owner); for 
renewal of permit for automobile 
parking station in а 15% Industrial 
District; on premises 36-48 Raymond 
Plaza East; such use to be limited 
to the period of one year ending 
January 5, 1953. (Approved). 


Application of Irven Dennis, own- 
er; for renewal of permit for auto- 
mobile repair shop in а 1st Indus- 
trial District; on premises 119-121 
Lilie Street; such use to be limited 
to the period of five years ending 
February 27, 1957. (Approved). 


Application of MeDonough-Atlas 
Co., Ine. (B. & D. Co., owner); for 
renewal of permit for the assemb- 
ling of formica fixtures including 
woodworking in a 3rd Residence Dis- 
trict; on premises 166-170 Littleton 
Avenue (1st floor-rear); such use to 
be limited to the period of one year 
ending November 16th, 1952. 
(Approved). 


Application of Chester Lakomy 
(Charles Patrick, owner); for re- 
newal of permit for a polishing and 
plating shop in a 3rd Residence Dis- 
trict; on premises 36 Napoleon St., 
(rear); such use to be limited to 
the period of one year ending Feb- 
ruary 27, 1953. (Approved). 


Application of Bell Parking, Inc. 
(A. MeCabe & Мар Enterprises, 
owners); for renewal of permit for 
automobile parking station in a 18% 
Industrial District; on premises 183- 
189 Commerce Street & 994-998 Ray- 
mond Boulevard; such use to be 
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limited to the period of one year 
ending February 21, 1953. 
(Approved). 


Application of John Gordet (Ike 
Kesselman, owner); for renewal of 
permit for dry-cleaning unit in tail- 
oring and pressing store in a 2nd 
Business District; on premises 80 
16th Avenue; such use to be limited 
to the period of one year ending 
February 21, 1953. (Approved). 


Application of Raymond Holding 
Corp., owner; for renewal of permit 
for automobile parking station in a 
1st Industrial District; on premises 
953-957 Raymond Boulevard; such 
use to be limited to the period of 
one year ending July 12, 1953. 
(Approved). 


Application of Center Parking 
Corp. owner; for the establishment 
of automobile parking station in a 
2nd Business District; on premises 
17-19 Central Avenue; such use to 
‘be limited to the period ending one 
year from date hereof. (Approved). 


Application of John Petriw, own- 
er; for the erection of two-family 
dwelling exceeding lot area require- 
ments in а 1st Residential District; 


on premises 98 Columbia Avenue. 
(Approved). 


' Application of S. Н. Grossman, 
Inc. (І. В. Nelson Со. owner); for 
the re-establishment of used car 
sales station in a 151 Industrial Dis- 
trict; on premises 15-19 Bond Street; 
such use to be limited to the period 
ending January 26th, 1954. 
(Approved). 


Application of Lloyd R. Goldberg 
(Berghunt Realty Co. owner) for 
the establishment of used car sales 
station in a 2nd Business District; 
on premises 630-638 Bergen Street; 
such use to be limited to the period 
ending two years from date hereof. 
(Approved). 


Applieation of Ann Gordon, Inc. 
(25 Elizabeth Ave. Corp. owner); 
for the establishment of parking 
station for customers of Ann Gordon 
Caterers in a 3rd Residence and 2nd 
Business Districts; on premises 12-14 
Milford Avenue; for а period of one 
year providing only attendants are 
permitted .to park or remove cars. 
(Approved after hearing was held. 
Commissioners Keenan and Moran 
voted in the negative. 


14 


6168 
DEPARTMENT OF REVENUE AND FINANCE 
CITY HALL 
NEWARK, NEW JERSEY 
April 9, 1952 
То the Honorable Commissioners 


of the City of Newark, New Jersey 


Gentlemen: 

In aecordance with the Act of the Legislature entitled "A further 
Supplement of the Act entitled 'An Act to Amend and Revise the Charter 
of the City of Newark, New Jersey' approved February 22, 1866," I here- 
with present a statement of the receipts and disbursements for the month 
of March 1952: 


Cash оп Hand, February 29, 1952 ............ $15,319,150.43 
Receipts - March 1952 ................................. 1,577,806.36 

$16,896,956.79 
Disbursements - March 1952 ...................... 5,011,862.39 
Cash on Hand, March 31, 1952 .................... $11,885,094.40 


Yours respectfully, 

Meyer C. Ellenstein, Director: 
Department of Revenue & Finance 
per Leo A. Reilly (sgd) 


LAR:RMS 
DISBURSEMENTS 
By Warrant — City о... ыы $ 4,431,143.48 
By Warrant — Water ..... esee tenentes enne 291,160.76 
By Warrant — Johnson Homes ...........2.......2.24.4... 57,134.95 
By Warrant — Homettes sesenta 17,625.83 
By Warrant 一 Rehabilitation ......................-... 1,298.55 
By Warrant — Security Deposit ..................222........ 10.00 
By Warrant — Dog License ........2.2 02. 1,898.04 
Bond Anticipation Note — City 121,000.00 
Bond Anticipation Note — Water 75,000.00 
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Dog License — Rabies Control pp ・ 1,307.50 


Redemptions 1,762.86 
Premiums «иена 726.00 
М. а. Checks 一 City 10,810.25 
N. а. Checks — Water oo. унны нен 382.17 
№. С. Checks — Dog License шш... ^ 2.00 
$5,011,862.39 
RECEIPTS 
City 一 Current Account «sss $ 1,066,238.22 
City — Capital Account ...... sese eene 121,000.00 
City — Trust Account ........л.22а ааа 1,624.68 
Water — Operating Account ........... "D: 321,957.24 
Water — Capital Account Ne 40,700.00 
Dog Licenses ......2222200.0Һ.1....20000 0100000 ее. 2,689.00 
Johnson Homes ....20...0.0....0.0.1.02020.0000 Лен tnn на 14,182.38 
Homettes eese nennen rennen teneri enean енен 3,092.84 
Rehabilitation 322.00 
$1,577,806.36 
Ordered filed. 
6169 
REPORTS OF CITY OFFICERS 
filed The following Reports of City Officers were received and ordered 
пеа: 


MONTH OF MARCH, 1952 


Superintendent of Weights and Measures 


Bureau of Alms House 
Building Department 
Robert J. Beckley, Clerk, Municipal Court Part 1 
Charles Е. J. McGovern, Clerk, Municipal Court Part 2 
Harry J. Finley, Clerk, Municipal Court Part 3 
Edward G. Devore, Clerk, Municipal Court Part 4 
Anna Hentsch, Clerk, Municipal Court Park 5 
Peter C. Walsh, Violation Clerk, Municipal Court Part 6 
City Clerk 

Ordered filed. 
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6170 
MONTHLY STATEMENT OF CASH RECEIPTS : 
FEBRUARY 1952 
Description | | Amount 


TAX COLLECTIONS — 


Prepaid Taxes 1953 ee 
1952 Ta $7,735,357.77 
Real Estate Arrears ... КА 144,147.11 
Personal Are 38,417.02 
Tax Title Liens ............... essent te tentiae testata 24,488.78 
Tax Title Liens, Chapter #149, Р. L. 1943 ......................... sees 
Bank Stock TX 
Tax Receiver - М. С. Checks Made Good .... 3,239.22 
Financial Business TS 
Second Class Railroad Tax Arrears 22... шш 
Petty Cash oi cceesssesssssssessssssssesssessssssessssscscscscscsvessescscsecssecise О шыш нысын 
Water Operating Surplus ee 
Remissions - Prior Years Taxes Returned ........................ _........................ 
LICENSES — 
Alcoholic Beverages 220... 1,010.00 
АП Оф ег ................... анна 25,401.72 
Prepaid License eee 
FEES AND PERMITS ...........лыа2 2,555.75 
FINES — 
Magistrates (Municipal Courts) лиле. 21,272.00 
iD 
М. С. Checks Made бСооса........................................................... 22.00 
Interest and Costs on Taxes .................................................... 20,493.73 
Interest and Costs on Assessments 17.00 
State Aid -Highway Lighting ................................................ teen 
Franchise Ta 1,414.544.31 
Gross Receipts Te 
Bus Receipts Тах сл 36,633.92 
Motor Fuel Tax Refund 2,087.55 


Ф. 


e! 
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Rents From Municipal Property ........ sees 
Contribution - City of E. Orange - Passaic Valley Sewer 
Bill Board Tax 
Stationery and Supplies (From Other Departments) .... 


Second Class Railroad Property RN 


Penny Milk Program - Schools .............. sese 
Penny Milk Program - U. S. Department Agriculture... 
Bureau of Streets ..............Іе 


Bureau of Sidewalks 


Bureau of Sanitation 


Port Newark Lease - Port of New York Authority ........ 
Tax Sale Premiums - Chapter #149 .................................... 
Parking Meters ......... sese nnno narret nina 
Tax Premiums ....22202.м2.0...00.0 enin tnter . sentent 


Federal Public Housing Authority 


City of Newark Housing Authority 
Due From Airport Account ..2.40222.2м М.М... nennen 
State Road Aid - Chapter 62 ............. esee 


^ ECIAL ITEMS OF GENERAL REVENUE -- 
Parking Meter Surplus .... 
Port Newark Surplus ee 


DEDICATED REVENUE — 
Water Department Operating .ee 
Division of Port Development ............ ren 
Water Capital .ee 
Division of Dog Control .pe 
Protested Checks - Dog Control .............. 7"... eee 
Prepaid Dog License ps 
Marriage Licenses ee 
Weights and Measures - Solid Fuel Fines .......................... 


CAPITAL FUNDS — 
Promissory Notes - Schools ee 
Due from Board of Education Ne 
Term Bonds 


Sale of City Property 
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11,652.76 


1,005.96 
598.22 
18,477.31 
910.27 
1,795.28 
100,000.00 


8,374.49 


PTTPP PT ене наз в» 


248,776.10 
6,125.00 
4.00 


3,373.85 


Temporary Notes - Bonds ........222.....4.1.21.2224.1. 0 040100000000 Іі 
Bond Anticipation Notes ............. или 156,750.00 
Improvements Authorization - Bonded ла ЛІ peeves 
Reserve - Fire Loss ee 


Reserve - To Pay City Railway Debt ... 


Reserve - Port Newark Debt Service ee 
Reserve - Sale of City Property ......... ии аана 
Permanent Bond Баје es 
Reserve to pay Port Newark Debt Service 396 2.22... sese 
Reimbursement - Port Newark - Port Author 
Sale of U. S. Treasury Bonds 22... ГГ. КЕТКЕННЕН 
Reserve - Storm Damage 2.о.ло..лл.2оғоғғыуыəə8ыШш 180.00 
Investments 


TRUST FUNDS — 


Assessments Receivable - Regular ........................................ 751.50 
Assessments Receivable - Tax Sale Liens .......................... seen 
Chapter #149, Tax Title Lien Assessments ........................_........................ 
Reserve . Foreclosure Fees - Tax Sale Liens 1222222. ........................ 
Public Affairs - Special Account Claims tt 
Reserve - Salary and Wages .................................................... ts 
Reserve - Army Base 


Kinney Corp. - Lieu of Bond 


Homettes - Revenue 2,855.92 
Johnson Homes - Revenue 2... ааа 14,380.39 
Е. P. Н. A. Homes - Revenue ..о.....222г2г2а0гҺ мшш. 
Rehabilitation - Revenue 2... 332.00 
Protested Checks - Homettes RN 
Protested Checks - Johnson Homes ...................................... 208.75 
Protested Checks - Е. P. Н. 有 ve 
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Security Deposit Fund - 
Security Deposit Fund - 
Security Deposit Fund - 
Security Deposit Fund - 


Homettes - Maintenance 
Auto Damage 2... инини ннн нынын О ыл. 
Tax Title Liens - Shade Ттее...............у ененнен 
Reserve - Deposit on Bids - Foreclosed Property ............ 


Johnson Homes - Fire Loss 


Reserve - Newark Union Truck Terminal .2..2....... esee 


APPROPRIATION REFUNDS — 
Department of Public Affairs 2.22.2... 142.68 
Department of Revenue and Finance 
Department of Public Safety 
Department of Public Works 
Department of Parks and Public Property ........................ 42.96 


MISCELLANEOUS ITEMS — 


Tax Overpayments 22.омл2 әҙ... 
Refunds - Excess Cashiers Collections ........,2 38.10 
Lease - 200 Washington Street Corp. 002000442222. 1,500.00 
Estate Funds 2.......... | ннн ынсы 
Tax Sale Premiums 2... ШЫ 
Tax Sale Redemptions ee 1,128.48 
Unallocated Funds 2..........аа. ыы .20 
Over and Under Account 2... ыы .01 


Retained Percentage on Contracts .... 


Rents - City in Possession 
Foreclosed Property Sales 
Other Accounts Receivable 
State Road Ad 
Budget Operating Account | 
P. A. Special Account Claims 2.20...ал0000 Ды 18,235.93 
Franchise Tax - Fire Insurance Companies ........................ 
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Franchise Tax - Domestic Life Insurance Companies... ........................ 
Reserve - Fees - Application Hotel Certificates .es 
Damages - Rents City in Possession .................................... 


Lease - Lawrence Street School 2... 22.2. 


MISCELLANEOUS REVENUE NOT ANTICIPATED ............ 3,284.27 
Petty Cash Funds Re-deposited ............2222.2... nente 
Savings & Loan Deposit Returned ............................ «а. мнен. 

$10,396,768.51 


I HEREBY CERTIFY that the figures contained in this report 


are correct. 


William J. Griffin (sgd) 
Actg. Auditor 


M. Ellenstein, Director (sgd) 
Ordered filed. 


Mayor Villani: This meeting will be adjourned to Friday morning, 
April 18, 1952, at 10 a. m. 


Commissioner Moran: I so move. 
Mayor Villani: The Clerk will call the roll. 
Хеав: Commissioners Carlin, Ellenstein, Keenan. Moran. Mavor Villani 


Mayor Villani: The meeting is adjourned to Friday, April 18th. 
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Newark, N. J., April 18, 1952 


An adjourned meeting, for the 
purpose of discussing the budget, 
was called to order by Mayor Vill- 
ani in the Commission Chambers, 
City Hall. 


All Commissioners were present. 


Commissioner Carlin explained 
that he had asked for this confer- 
ence following the action of the City 
Commission which referred all bud- 
gets back to the respective depart- 
menís, including that cf the 
Board of Education. He said that he 
had cut his budget $20,000, and 
Commissioner Keenan said his was 
reduced $120,000 further. An addi- 
tional $70,000 cut had been made in 
his budget, Commissioner Moran re- 
ported. The budget of the Board of 
Education had been returned with- 
out any cuts, it was said. 


The City Clerk presented resolu- 
tions bearing on the Commission's 
previous action of rescinding its 
resolution approving budgets includ- 


ing that of the Board of Education.’ 


He added that only the Board of 
School Estimate could rescind its 
own action of approval Director 
-Keenan said that there appeared 
some confusion as to the amount of 
increments of school teachers. He 
said Commissioner Ellenstein im- 
plied that they reached a total of 
$950 a year. He asked for an explan- 
ation. 


In a lengthy discussion of the 
school budget, Commissioner Ellen- 
stein said that the new minimum of 
$3,400 would make it possible for 
teachers over a period of ten years, 
through the medium of four $400 
increments and six $300 increments 
to reach top salary. He added, “іп 


the ninth year the teacher will re- 
ceive $6,000 or $6,400, as contrasted 
to $4,600.*** а difference of $1,400. 
And in the following year, the tenth 
year, the teacher would receive 
$6,400 a difference of $1,600 against 
$4,900 the old rating." 


Commissioner Ellenstein contin- 
ued, that Newark may look forward 
to an influx of, teachers who are 
qualified to start at $4,300 instead 
of $3,400. If they come with experi- 
ence they can obtain that salary 
he added: He warned against a large 
tax rate, and said it would stop 
industry from coming to the city. 


Mayor Villani then invited Wil- 
liam Ricigliano, president of the 
Board of Education to speak. He 
said Arnold Hess would speak for 
the board. He declared that figures 
presented in the press indicated a 
heavy burden on the city in 1956 
due to the increases and increments. 
He denied that these figures were 
true. He added that new teachers 
coming into the system at the fourth 
step, $4,400 a year, would be elig- 
ible to only half increases up to 
eight years. With the new rates in 
effect Mr. Hess admitted in answer 
to Commissioner Ellenstein that new 
teachers finishing their first year 
will receive $3,700 instead of $3,200, 
and that $3,400 would be the salary 
for the fourth year under last year’s 
schedule as against $4,400 under 
the new one. Commissioner Ellen- 
stein went into other phazes of the 
teachers salaries, saying that the 
local schedule is the highest in the 

` country. 


Commissioner Carlin chided Mr. 
Hess for going back fifty years to 
make contrast in increments and 
salary raises. He added “the point 
here is we have a salary schedule, 
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and the present salary schedule 
goes fifteen steps plus two for the 
increase, the doctorate and master's. 
"And the new schedule" he added 
"wil have ten and two steps, and 
that is all we should talk about, 
the present schedule and the new 
schedule". 


In reply to Commissioner Ellen- 
stein's inquiry as to how the Board 
of Education got along without 
$300,000 which was deleted from 
last year’s budget by the City Com- 
mission, Mr. Hess said it was met 
by unanticipated revenues, and that 
the board will ask the Commission 
for an emergency appropriation of 
approximately $100,000 to meet a 
deficit. 


B. Joseph Bruder speaking in be- 
half of the teachers declared that 
predicting what the increases will 
mean in the 1956 budget is but a 
guess. He said that the number of 
new teachers in the system average 
about 45 a year, and that even if 
they were to reach the $7,000 salary 
point it would not reflect unbear- 
able increases in the budget. He 
then went into detail as to the cause 
and effects of the additional incre- 
ments and salaries. The effect of 
mandatory appropriations which the 
budget contains such as the county 
{2х etc., also were discussed by Mr. 
Bruder. As to some of the latter’s 
remarks regarding failure on the 
part of the city authorities to pick 
up new  ratables Commissioner 
Elenstein denied such to be а fact 
and pointed out that millions had 
been added, but that new laws and 
other matters, over which the city 
had no control, brought about а 
great loss in ratables, making the 
citys net gain but $6,000,000. He 
told Mr. Bruder that since 1947 to 
date the teachers have gained 
through increments and salary in- 
creases a total of $1,800 as against 
an average of $1,000 increase for 
the other city employees. Harry 


Jellinek also spoke for the teachers 
declaring that there was a strong 
impression that all teachers will soon 
be receiving the maximum of $7,000 
a year. 


Commissioner Carlin stated that 
at the previous meeting Director 
Moran moved for the appointment 
of a fact-finding committee to de- 
termine the whole issue, including 
the fairness or unfairness to the 
teachers, and the effect the enlzrged 
budget will have on the city eco- 
nomically. 


Following the reading of resolu- 
tions by the City Clerk showing a 
sum total of $18,092,006.41 to be 
raised in 1952, for the schools of 
which $16,459,868 was to be raised 
in the 1952 tax levy, Commissioner 
Carlin moved that the amount be 
reduced by $400,000. This was sec- 
onded by Commissioner Moran who 
explained that the cut would not 
reflect on teachers salaries but he 
felt it would be in line with Com- 
missioner Ellenstein’s efforts to 
keep down the tax rate. He pointed 
out that most of the Commissioners 
upon return of their budgets by the 
commission managed to reduce them 
still further, while the budget of 
the Board of Education was return- 
ed without any change. Superinten- 
dent of Schools Herron informed 
the commissioners that the proposed 
cut of $400,000 would seriously ef- 
fect the work of the Board, ex- 
plaining that it had a deficit of 
$300,000 last year as explained by 
Mr. Hess earlier in the hearing. Dr. 
Herron told of the increase in facili- 
ties, and additional teachers as some 
of the reasons for opposing the cut. 
Commissioner Carlin said he did 
not agree with Mr. Herron's explan- 
ation, adding that he felt the Board 
should have no trouble in operating 
with $400,000 less. Milton Hendler 
opposed the cut, declaring that Dr. 
Herron and his colleagues knew 
what was best for the system. 


23 


e! 


LÀ 


Commissioner Carlin’s motion to 
reduce the budget was carried by 
a vote of three to two, Mayor Vill- 
ani and Commissioner Keenan vot- 
ing in the negative. The affirmative 
votes were Commissioners Carlin, 
Moran and Ellenstein. 


On the third resolution presented 
by the City Clerk in behalf of the 
Board of Education, Commissioner 
Carlin said he was voting in the 
affirmative with the provision that 
the emergency resolution is for sal- 
aries. Commissioner Ellenstein was 
the only one recorded against the 
resolution. 


6172 - Resolution approving 1952 
City budget, and its submission to 
the Director of Local Government 
not later than Monday April 21, 
1952. Before discussing the resolu- 
tion Mrs. Frances Nussbaum, mem- 
ber of the Board of Education asked 
to be heard and said she regretted 
the action of the Commission in re- 
ducing the Educational budget $400, 
000. The vote on the resolution be- 
fore the Commission was carried 
4 to 1. Commissioner Ellenstein 
voted in the negative. 


6173 - Sets May 16, 1952 as the 
date for a public, hearing on the 
budget, and authorizing the City 
Clerk to advertise the same. Com- 
missioner Carlin explained that his 
vote of approval of the budget did 
not carry his final approval He and 


ihe other commissioners received an 
explanation of the surplus items 
given by Commissioner Ellenstein. 
Corporation Counsel Charles Hand- 
ler said the budget could be approv- 
ed as it stood today and that changes 
could be made up to the final hear- 
ing on it. 


After Commissioner Ellenstein 
explained the status of the city 
surplus which stood at $9,968,311 as 
of January 1, last, Mayor Villani 
moved that $4,000,000 of it be ap- 
propriated toward the 1952 budget. 
Commissioner Ellenstein warned 
against taking any more than $3, 
000,000 of the surplus. Mayor Vill- 
ani’s motion was carried by a vote 
of 3 to 2. Mayor Villani and Com- 
missioners Keenan and Moran vot- 
ing in the affirmative and Commis- 
sioners Ellenstein and Carlin in the 
negative. Questioned by Mayor Vill- 
ani as to what he anticipated collect- 
tions for 1952 would be, Commis- 
sioner Ellenstein replied 90% рег 
cent the same as last year. Mayor 
Villani said that in view of the fact 
that 94 per cent was collected in 
1951 he thought the anticipated col- 
lections in 1952 could be figured at 
more than 90} per cent. After a 
short discussion about other antici- 
pated revenues, and the fact that 
they were more last year than an- 
ticipated this year, the Commission 
adjourned without making any 
changes in them. 


Newark, N. J. April 30, 1952 


A regular meeting of the Board 
of Commissioners of the City of 
Newark, № J., was held on the 
above date in the Commissioners’ 
Chamber, City Hall, Newark, at 2:00 
P.M. 


Mayor Villani: The meeting will 
come to order. The Clerk will call 
the roll. 


Present: Commissioners Carlin, 
Keenan, Moran, Mayor Villani. 


Absent: Commissioner Ellenstein. 


Commissioner Carlin moved that 
the reading of the minutes of the 
previous meeting be dispensed with. 


6174 - An Ordinance to provide for 
the elosing on the first day of the 
week, commonly known as Sunday, 
of any store, ware-house, or place 
of business wherein items commonly 
known as household appliances, in- 
cluding any and all makes and 
models of radios, television receiv- 
ers, refrigerators, washing machines 
and cooking ranges are sold, and 
preventing the conducting or carry- 
ing on of any business on the first 
day of the week, commonly known 
as Sunday. р 


City Clerk: In connection with 
this ordinance, Mayor Villani offers 
the following amendment to Section 
1, by adding to the end of the para- 
graph the following: “provided, how- 
ever, that this ordinance, or any 
part hereof, shall not apply to drug 
stores or the transaction of busi- 
ness by telephone." 


Mr. Jerome Litvak and 


Mr. Joseph H. Stamler appeared in 
opposition to the ordinance. Messrs. 
Walter Wilderotter, Samuel Fried, 
Albert F. Schiffman, Irving Rosen- 
berg, Mortimer Abelson, Samuel 
Sheitelman and Rev. Harry L. Bowl- 
by spoke in favor of passage of the 
ordinance. After a lengthy hearing 
the ordinance, as amended, was 
passed on third and final reading, 
with Commissioner Moran voting in 
the negative. 


6175 - 6201 - The Board of Com- 
missioners approved the following 
appropriations for bills, claims and 
payrolls: 


The sum of $11,510.13, 10 items; 
$2,893.50, 11 items; $206,940.03, 39 
items; $36,580.91, 171 items; being 
the bills and claims of the Depart- 
ment of Parks and Public Property. 


The sum of $32,119.56, 18 items; 
$1,599,010.29, 1 item; $8,810.00, 3 
items; $2,897.03, 7 items; $13.71, 1 
item; $32,867.11, 31 items; $43,573.28, 
11 items; $15,429.84, 3 items; being 
the bills and claims of the Depart- 
ment of Revenue and Finance. 


The sum of $348,189.10, 11 items; 
$49.50, 1 item; $35,697.97, 5 items; 
being the bills and claims of the 
Department of Public Safety. 


The sum of $38,428.20, 24 items; 
$47,521.00, 8 items; $7,167.25, 41 
items; $3,464.68, 41 items; being the 
bills and claims of the Department 
of Public Works. 


The sum of $691.63, 5 items; 
$1,129.15, 2 items; $38,761.86, 9 
items; $469.21, 1 item; $386.52, 2 
items; $2,250.31, 10 items; $3,268.35, 
13 items; $174,242.85, 16 items, being 


25 


e! 


ө 


the bills and claims of the Depart- 
ment of Public Affairs. 


City Clerk: I have the emergency 
resolutions appropriating $365,571.00 
for the Board of Education's salary 
increase, appropriation for $643,833. 
Board of Education's salary increase, 
and resolution concurring and con- 
senting to appropriation for educa- 


tional purposes as submitted by the 


Board of Commissioners. 


Mayor Villani: Before my vote is 
recorded to these resolutions, I 
зпоша ike to say that I have affix- 
ed my signature thereto to expedite 
the handling of this resolution so 
that ib will conform with the re- 
quest of ihe Division of Local Gov- 
ernment. Therefore, I want it dis- 
tinctly understood that I am still 
opposed to reducing the request of 
ше boara of School Estimate for 
the 1931-1952 budget of the Board of 
Education by $400,000. And with 
that understanding, I will vote on 
this resolution. у 


Commissioner Keenan: The same 
explanation goes as for me, inasmuch 
as I opposed the reduction of the 
Board of Education's 1952-1953 bud- 
get to the extent of $400,000. But 
to conform with the request of the 
State authorities, I am attaching my 
signature to this resolution. 


6202 -In accordance with R.S. 40: 
2-12.1 and 12.2, approves emergency 
appropriation in the amount of $643, 
883.00 for Board of Education salary 
increases. Said emergency appro- 
priation is to be provided for in full 
in the 1952 budget. 


6203 - Pursuant ‘to R. S. 40:2-12.1 
and 12.2, approves emergency ap- 
propriation for Board of Education 
salary increases in the amount of 
$365,571.00. Said emergency appro- 
priation is to be provided for in the 
1952 budget. 


6204 - Pursuant to the provisions of 
R. S. 18:6-53 the Board of Commis- 
sioners concurred in and consented 
to an appropriation of $15, 893,138.00 
for educational purposes for the 
school year 1952-1953. 


6205 - Pursuant to the ordinance 
authorizing improvements to the 
water supply system of the City of 
Newark, authorizes the issuance of 
bonds and bond anticipation notes 
in the amount of $40,000. Moneys 
raised by the issuance of these notes 
are to be applied to the payment of 
the principal of $40,000 outstanding 
notes heretofore issued and payable 
May 4, 1952. 


6206 - Approves appointment of the 
Civie Clubs Council of Newark, New 
Jersey, its officers and members, 
as a committee of the City of New- 
ark for the purpose of conducting 
the 1952 Fourth of July Celebration 
to be held on Friday, July 4th, 1952, 
or an adjourned date in the City 
Schools Stadium, Bloomfield and 
Roseville Avenues. 


6207 - Authorizes the City of New- 
ark to foreclose, by summary pro- 
ceedings, In Rem, as provided in 
the In Rem Tax Foreclosure Act 
(1948), the tax sale certificates held 
by it, as listed on the tax foreclos- 
ure list on file in Office of City 
Clerk. 


6208 - Authorizes the Director of 
Revenue and Finance to execute 
and deliver to Louise Mongerella, a 
' certificate of cancellation or dis- 
charge of the Certificate of Tax Sale 
No. 7073, covering premises at 891 
No. Sixth Street. 


6209 - Approves offer of $250 made 
by Wayne Manor, Inc. and Security 
Home Builders, owners of lands 
bordering on Newark's water pipe 
line in Wayne Township, to acquire 
the interests of the City of Newark 
in the easements of ingress and 
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egress over said lends. This offer 
is approved subject to the condition 
that the conveyance: or release of 
said easements are subject to the 
express condition that the same 
shall not constitute a conveyance or 
reiease of any right. title and inter- 
est of the City of Newark in and 
to the land constituting the right of 
way for said water pipe line, nor 
to the right of ing-ess and egress 
over streets, roads and highways, 
which have been, are being or shall 
hereafter be constricted over said 
lands bordering on or crossing the 
said right of way, with the further 
condition that the future vacation of 
any such streets, roads or highways 
shall not affect the right of ingress 
and egress of the City of Newark 
over the bed of such streets, roads 
or highways. This offer is subject 
to final approval at the meeting of 
the Board of Commissioners, to be 
held on May 14, 1952. 


6210 - A resolution stating that an 
emergency exists in the installation 
of an eight inch water main, requir- 
ed for the purpose of fire extinguish- 
ment, extending in “he bed of Ave. 
"P", a dedicated public street, from 
an existing sixteen inch water main 
in Wilson Avenue, northerly about 
fifteen hundred (1520) linear feet, 
said main extension to be provided 
with three (3) Newa standard fire 
hydrants, and authcrizes the Divi- 
sion of Water to have such water 
main installed, as aforesaid, for the 
Bureau of Sanitation, without the 
usual advertising for bids, at a cost 


not to exceed forty five hundred. 


dollars. 


6211 - Authorizes payment of $500 
to Mildred МеКепгу in full settle- 


ment of injuries sustained when she 
fell on portion of sidewalk which 
was under repair by the Department 
of Public Works. Said accident oc- 
curred on January 7, 1951, in front 
of premises at 301 Broadway. 


6212 - Approves refund of $5.00 to 
Louis Greenberg, this sum repre- 
senting half the fee paid for a build- 
ing permit which was not used. 


6213 - Authorizes refund of $200 to 
Warren George, this sum represent- 
ing deposit left on bids for test bor- 
ings in connection with the proposed 
new City Hospital. 


6214 - Directs the City Clerk to 
notify Anna C. Harrison, residing 
at 325 West Frieson Avenue, Tampa 
3, Florida, and/or her attorney, Sid- 
ney G. Goldberg, 786 Broad Street, 
Newark, New Jersey, and Russell 
F. and Rose Corrac, 408 Fabyan 
Place, Newark, New Jersey, by five 
days' notice in writing previous to 
May 14, 1952, the date of the next 
regular meeting of the Board of 
Commissioners that a hearing will 
be held on said day at two o'clock 
in the afternoon or as soon there- 
after as the matter can be heard, in 
the Council Chambers, City Hall, 
Newark, to determine whether or 
not an error was made and to inquire 
into such other matters and make 
such other determinations as are 
required by R. S. 54:4-54, as a basis 
for refunding the moneys erroneous- 
ly paid by one person upon the 
property of another. Upon the estab- 
lishment of the necessary facts and 
by proper resolution of the Board 
of Commissioners the said moneys 
are to be refunded and the said 
record restored. 


6215 - Directs that balances left 
from the improvement of several 
streets be transferred to be used in 
paying the cost of repairing Sher- 
man Avenue and Fairmount Ave. 


6216 - Authorizes the Director of 
the Department of Public Works, 
to reject all bids received on April 
22, 1952 for Division of Water Con- 
tract 116, and to advertise for new 
sealed proposals for the work, or 
any part thereof. 
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6217 - Authorizes the Director of 
the Department of Public Works to 
advertise for sealed proposals for 
the Annual Flagging Contract for 
1952. 


6218 - A resolution stating that an 
emergency in the purchase of ma- 
terials does exist and authorizes the 
Division of Central Purchase to pur- 
chase for the Bureau of Sanitation 
1500 feet of 8" 150 pound Transite 
pipe or equal, complete with joint- 
ing materials, without the usual 
advertising for bids at a cost of not 
more than $3,500.00. 


6219 - 6227 - The Board of Com- 
missioners approved the following 
contracts: 


For installing cast iron water 
mains in Mt. Vernon Place: In Man- 
or Drive: In Irvington Avenue: in 
Seventeenth Avenue: In Hunterdon 
Street, in Clinton Street: and in 
Sherman Avenue, in the City of 
Newark, to Nesto Construction Com- 
pany, for the sum of $75,189.00. 


For the repaving of Leslie Street 
from Chancellor Avenue to Lyons 
Avenue; To Gallo Asphalt Company, 
32 Woolsey Street, Irvington 11, 
New Jersey, for the sum of $13,103. 


For the repaving of Wainwright 
Street from Chancellor Avenue to 
Lyons Avenue; To Gallo Asphalt 
Company, 32 Woolsey Street, Irving- 
ton 11, New Jersey for the sum of 
$13,076.00. 


For the repaving of Schley Street 
from Chancellor Avenue to Lyons 
Avenue, To Gallo Asphalt Company, 
32 Woolsey Street, Irvington 11, 
New Jersey for the sum of $11,872.50. 


For Department of Public Works - 
Water, With The A. P. Smith Mfg. 
Co. - East Orange, N. J., For Tap- 
ping Sleeves, Valves and Hydrants 


- 14 items according to list and 
specifications on file in the Division 
of Central Purchase for $14,196.05. 


For Department of Parks & Public 
Property - Civil Defense, With Davis 
Emergency Equipment Co., Inc, - 
Newark, N. J., for 4300 Plastiglas 
Helmets - as per specifications in 
the Division of Central Purchase 
@ $2.39 each, Total $10,277.00. 


For Department of Public Affairs 
- City Hospital, With Combined Kit- 
chen Equipment Co., Inc, - New- 
ark, N. J., for 12 Combination Ice 
and Food Storage Refrigerators @ 
$447.00 each, Total - $5,364.00. 


For Department of Public Works - 
Water, With Warren Foundry & 
Pipe Corp. - New York City, for 
Cast Iron Water Pipe & Fittings - 
(15 items) according to list and 
specifications in the Division of 
Central Purchase, for $4,206.92. 


For rights of collection and re- 
clamation of salvable materials from 
the disposal area, located in the 
Wilson Avenue, Doremus Avenue 
and Avenue P vicinity, Newark, 
New Jersey, to Malgeri & Co., 264 
Chestnut Street, Newark, New Jer- 
sey, for $5,200.00 for one year effec- 
tive as of May Ist, 1952. 


6228 - Approves appropriation of 
sum not to exceed $300.00 to cover 
the expenses of Laurie M. Leedom, 
Principal Assistant Engineer in the 
Division of Water, to attend the 
Annual Conference of the American 
Water Works Association, to be 
held in Kansas City, Missouri, May 
5 to 9, 1952, inclusive. 


6229 - Pursuant to R. S. 1937; 43: 
12-1, et seq., as amended, approves 
retirement pension in the amount 
of $24.09 per week, effective May 
1, 1952, for Enoch Johnson, Street 
Cleaning Laborer in the Bureau of 
Sanitation. 
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6230 - Approves sale of several tax 
sale certificates offered for public 
sale on April 17, :952, as per list 
on file in Office of City Clerk. 


6231 - Confirms sale of tax sale cer- 
tificate No. 32603 to Leon A. Kolker, 
for the sum of $126,000, as per bid 
made at public sale on April 17, 
1952. Commissioner Carlin voted 
against the resolution. 


6232 - Rejects bids received on sev- 
eral tax sale certificates offered at 
public sale on Apri 17, 1952. 


Mayor Villani: I would like to 
state for the record and for the 
citizens of the City of Newark, that 
today I extend my sincere and 
heartfelt good wishes in behalf of 
myself and the City Commissioners 
on the fourth ann.versary of the 
State of Israel. 


I hope that Israel will flower into 
a great democracy. 


I urge the full support for the 
State of Israel Bonc Drive in order 
to secure the successful completion 
of that nation’s nztional develop- 
ment plan. 


To fully observe this great occas- 
ion, I have ordered the flag of Israel 
to be flown from tke facade of the 
City Hall, together with the flag of 
our own great natioa. 


6233 - 6250 . The Bcard of Commis- 
sioners acted on ths following ap- 
plications for a variance from the 
terms of the Zoning Ordinance: 


Application of НІШ Parking Corp. 
(С. E. Schmauder & Barry, Inc, 
owners); for renewel of permit for 
automobile parking station in a 2nd 
Business District; on premises 36- 
46 НШ Street and 40-44 Court St., 
such use to be limited to the period 
of one year ending May 13, 1953. 
(Approved). 


Application of Joseph Forman 
(Jos. Forman & Dry-Dock Realty 
Co., owners); for renewal of permit 
for automobile parking station in 
a 1st Industrial District; on premises 
11-15 Beach St, 42-44 Orchard St. 
and 313-315 Mulberry St. (rear); 
Such use to be limited to the period 
of one year ending May 27, 1953. 
(Approved). 


Application of Erie Scrap Metal 
Co. (Onorato & La Fera, owners); 
for renewal of permit for a scrap 
metal storage yard in a 15% Indus- 
tzial District; on premises 51-57 
Seabury Sireet; such use to be limi- 
ted to the period of one year ending 
March 21, 1953. (Approved). 


Application of Gus Scourtis (A. & 
R. Halbrecht, owners); for renewal 
of permit for the operation of a 
Vic-cleaning machine in a 2nd Bus- 
iness District; on premises 24 Park 
Piace; such use to be limited to the 
period of one year ending Decem- 
ber 15, 1952. (Approved). 


Application of Halper Bros. (Ben- 
jamin Halper, owner); for renewal 
of permit for the storage of paper 
cartons, bags, twine and brooms in 
a 3rd Residence District; on premises 
168-170 Ridgewood Avenue; such 
use to be limited to the period of 
one year ending January 12, 1953. 
(Approved). 


Application of Central Overall 
Cleaners, Ine. (Jos. Cocuzza, owner); 
for renewal of permit for the ware- 
housing, shipping, repairing and 
d:stribution of overalls in a 3rd 
Residence District; on premises 217 
Camden Street; such use to be limi- 
ted to the period of one year ending 
February 8, 1953. (Approved). 


Application of Peter  Vitanzo, 
owner; for renewal of permit for the 
Storage and bottling of washing fluid 
and storage of three trucks and one 
stationary gasoline pump in 2nd 
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Business and 3rd Residence Districts; 
on premises 64-68 Blum Street; such 
use to be limited to the period of 
fhree years ending October 8, 1954. 
(Approved). 


Application of Lawrence Parking 
Corp. (Charles Realty Co., Inc., own- 
er); for renewal of permit for auto- 
mobile parking station in a 2nd 
Business District; on premises 88 
Commerce Street; such use to be 
limited to the period of one year 
ending January 28, 1953. (Approved). 


Applieation of Lawrence Parking 
Corp. (Charles ‘Realty Со. Inc, 
owner); for renewal of permit for 
automobile parking station in a 2nd 
Business District; on premises 98- 
100 Commerce Street; such use to 
be limited to the period of one year 
ending January 28, 1953. 
(Approved). . 


Application of Lawrence Parking 
Corp. (Aling Corp. & Lawrence 
Parking Corp., owners); for renewal 
of permit for automobile parking 
station in a 2nd Business District; 
on premises 78-84 Commerce Street 
(2-6 Lawrence St.): such use to be 
limited to the period of one year 
ending January 25, 1953. 
(Approved). 


Application of Pat Cernero, own- 
er; for renewal of permit for park- 
ing of autos in process of repair at 
repair shop at 137-139 Camden St. 
(rear) 280 - 13th Ave); іп a 3rd 
Residence District; on premises 137- 
139 Camden Street; such use to be 
tunited to the period of one year 
ending October 19, 1952. 
(Approved). 


Application of Pat Cernero, owner; 
for renewal of permit for auto re- 
pair shop (no body or fender work) 
in a 3rd Residence District; on pre- 
mises 137-139 Camden Street (rear); 
such use to be limited to the period 
of one year ending October 19, 1952. 


(Approved). 


Application of Safety Parking Co., 
Ine., (Union Bldg. Corp., owner); for 
renewal of permit for automobile 
parking station in a 2nd Business 
District; on premises 17-21 Clinton 
Street; such use to be limited to the 
period of one year ending January 
24, 1953. (Approved). 


Application of Gus Miele, owner; 
for the erection of two-story, one- 
family dwelling with garage on 
front half of lot and connected by a 
breezeway in а 1st Residence Dis- 
trict; on premises 458-462 -Highland 
Avenue. (Approved). 


Application of Frances Caruso, 
owner; for the erection of two-fam- 
ily dwelling in a Ist Residence Dis- 
trict; on premises 291-293 North 
12th Street. (Approved). 


Application of Sam Levine (Levine 
& Steinberg, Inc., owners); for erec- 
tion of building for storage of build- 
er’s contractor equipment, and to 
include offices in a lst Business Dis- 
trict; on premises 355 Clinton Place. 
(Action deferred for 2 weeks). 


Application of Pasquale Tobio, 
owner); for renewal of permit for 
retail ice depot and milk depot in a 
lst Business District; on premises 
100-102 Stuyvesant Avenue; on con- 
dition that 1) no coal either in bags 
or loose is kept or sold on the prem- 
ises; and 2) such use to be limited 
to the period of two years ending 
October 7, 1953. (Approved). 


Application of Kinney Corp. (City 
of Newark, owner); for renewal of 
permit for automobile parking sta- 
tion in a 2nd Business District; on 
premises 1048-1078 Raymond Blvd., 
Such use to be limited to the period 
of one year ending February 16th, 
1953. (Approved). 
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Mayor Villani: Mction to adjourn 
this meeting until May 5th, Monday, 
is now in order. 


Commissioner Carlin: I so move, 
Mr. Mayor, that this meeting be 
adjourned to Monday at 10 o'clock. 


Mayor Villani: The Clerk will сай 
the roll. 


Yeas: Commissioners Carlin, Kee- 
nan, Moran, Mayor Villani. 
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Minutes of the 
BOARD OF COMMISSIONERS 


MAY! — 1952 


Newark, N. J. May 5, 1952 


An adjourned meeting of the 
Board of Commissioners of the City 


of Newark, N. J., called for this date 
was further adjourned because of 
the lack of a quorum. Mayor Villani 
was the only commissioner present. 


------------«Э>---------- 


Newark, N. J. Мау 12, 1952 


А special meeting of the Board of 
Commissioners of the City of New- 
ark was held on the above date in 
the Commissioners' conference room. 
All five commissioners were pre- 
sent. The meeting was called at the 
request of Commissioner Moran for 
the purpose of discussing the new 
City Hospital. The latter explained 
that members of Citizens Advisory 
Committee were present and would 
answer all questions relating to the 
changes in the plan of the new 
building. 


Dr. Wiliam R. Ward, chairman 
of the committee explained that the 
original plans called for a hospital 
to provide for 950 beds. Necessary 
changes due to the high cost of con- 
struction made it necessary to re- 
duce bed bapacity to 870 beds. 


In reply to Commissioner Ellen- 
stein’s questions Dr. Ward said the 


original estimated cost of the build- 
ing placed at $10,000,000 was made 
before the employment of an archi- 
tect. Commissioner Ellenstein then 
quoted from minutes of City Com- 
mission meetings in 1951 and 1952 
revealing that the architect and 
others connected with the building 
said it would cost but $10,000,000, 
and now the City Commission is 
asked to add one-third more to that 
estimate. He. added that he did not 
think it in the interest of the city 
to make payments based on esti- 
mated cost that may be adjusted 
later. He referred to the fees of the 
architect engineer which he said 
should not exceed $500,000, or based 
on the figure of 5』 per cent of the 
total. Commissioner Ellenstein held 
that there were other such aspects 
of the agreement with the archi- 
tect engineer that should receive 
further study. Com. Cerlin said he 
recalled making the statement last 
July that Mr. Paulson, the archi- 
tect should be in a position to tell 
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what a hospital of 800 beds or of 
700 beds should cost, or at least 
give a rough estimate of it. "I think" 
he added, “that the people should 
be told we need X dollars more, and 
then we could be on our way with 
the plans." 


Commissioner Keenan said he 
would go along win the opinion of 
the members of the Civilian Hospital 
Committee that the additional bond 
issue was necessary, and that a new 
hospital building was imperative. 
The other commissioners agreed 
that the committee members did a 
good job. Commissioner Moran then 
moved for passage on first reading 
of bond issues of $3,179,000 in addi- 
tion to the $10,000,C00 authorized by 
the Commission in 1948, which mo- 
tion was seconded оу Commissioner 
Carlin, 2nd unanirnously approved 
by the five Commissioners. Com- 
missioner Moran moved that the 
ordinances be considered for final 
hearing on May 28. 


The City Clerk then announced 
the receipt of two letters, one from 
the Vailsburg Community Council, 
and the other from Mrs. Harvey W. 
Bingham, corresponding secretary 
of the West Side Adult School. Both 
related to the proposed elimination 
of $400,000 from the Board of Edu- 
cation Budget. Mrs. Esther K. Unter- 
mann, acted as spokesman for the 
group. The proposed cut she de- 
clared would affect the adult schools, 
which she said ccst the Board of 
Education only $3,500 to run, as the 
teachers are volunteers, and receive 
compensation from a nominal fee 
the students pay. Mr. Hess, secre- 
tary to the Board of Education, pre- 


sented a list of the school activities 
that would be affected by the cut. 
There followed a lengthy discussion 
of the various items in which Mr. 
Hess, Superintendent of Schools 
Herron, Commissioners Ellenstein, 
Keenan and Carlin took part. Direc- 
tor Carlin criticized the Board of 
Education for its failure to act when 
the Commission returned its budget 
with a request for further reduct- 
ions. It was then the Commission 
decided to act and eliminated the 
$400,000. 


Commissioner  Ellenstein gave 
comparative salaries of teachers 
ргій by various municipalities in 
New Jersey and also paid in New 
York city. The latter pays a mini- 
mum of $3,000 and maximum of 
$6,500. All are exceeded by the sal- 
aries paid to teachers by the Newark 
Board of Education. He added that 
he has always been in favor of pay- 
ing a decent living wage commen- 
surate with service given, but con- 
sistent with what the city can afford 
to pay. It was reported that all the 
Board of Education could eliminate 
from its budget was $123,000 and 
not $400,000 as required by the City 
Commission. It was agreed that Dr. 
Herron should again take the matter 
back to his Board for further con- 
sideration. 


Тһе Commission then took up the 
resignation of Commissioner Ellen- 
stein as a member of the Board of 
School Estimate. It was rejected by 
a vote of three to two. On motion 
of Commissioner Carlin the meeting 
was declared adjourned by Mayor 
Villani. 


Newark, N. J., May 14, 1952 


А regular meeting of the Board of 
Commissioners of the City of New- 
ark, N. J., was held on the above 
date in the Commissioners! Cham- 
ber, City Hall, Newark, at 2:00 P. M. 


Mayor Villani: The meeting will 
come to order. The Clerk will call 
the roll. 


Present: Commissioners Carlin, 
Ellenstein, Keenan, Moran, Mayor 
Villani. - 


Commissioner Moran moved that 
the reading of the minutes of the 
previous meeting be dispensed with. 


6255 - An Ordinance to amend an 
ordinance regulating the construc- 
tion, repair, alteration and removal 
of buildings within the City of New- 
ark, N. J., adopted July 15, 1924. The 
date set for further hearing and 
final passage was May 28th. 


6258 - 6286 . The Board of Com- 
missioners approved the following 
appropriations for bills, claims and 
payrolls: The sum of $1,085.58, 4 
items; $66.78, 2 items; $3,582.88, 17 
items; $30.00, 1 item; $34,009.71, 142 
items; $207,628.95, 37 items; being 
the bills and claims of the Depart- 
ment of Parks and Public Property. 


Tne sum of $2,515.24, 1 item; $12, 
914.60, 2 items; $3,466.91, 36 items; 
$4,590.62, 4 items; $31,998.75, 18 
iten.s; $57,662.25, 9 items; $683,325.50, 
4 items; being the bills and claims 
of the Department of Revenue and 
Finance. 


Тһе sum of $100.00, 2 items; 
$348,435.70, 11 items; $18,179.51, 4 


items; being the bills and claims of 
the Department of Public Safety. 


The sum of $23,439.16, 22 items; 
$14,858.56, 2 items; $28,245.96, 2 
items; $38,042.64, 52 items; $26, 
327.57, 53 items; $18,391.72, 8 items; 
$541.61, 1 item; being the bills and 
claims of the Department of Public 
Works, 


The sum of $32,502.57, 11 items; 
$9,833.43, 2 items: $175,011.79, 16 
items; $386.52, 2 items; $469.21, 1 
item; $3,921.24, 14 items; $5,671.47, 
25 items; $755.13, 4 items; being the 
bills and claims of the Department 
of Public Affairs. 


6287 - Directs that an emergency 
appropriation be made for “Board 
of Education current expenses and 
repairing and furnishing public 
schools of the City of Newark” in 
the total amount of $107,067.00. Said 
emergency is to be provided for in 
full in the 1952 budget. 


6288 - A resolution by the Board of 
Commissioners directing that the 
Port of New York Authority be re- 
quested and directed by Governor 
Alfred E. Driscoll to stop all work 
in connection with the construction 
of. a new Administration Building 
at the Newark Airport, and that the 
Port Authority furthermore be di- 
rected by Governor Driscoll to start 
immediately studies of the 3 loca- 
tions in New Jersey for major air- 
port development, as recommended 
by the C. A. А, located at Parsip- 
pany, South River and Millstone. 
Governor Driscoll was further re- 
quested to order the Port Authority 
to commence studies involving the 
re-location of Newark Airport oper- 


ations to one of Же sites recom- 
mended by the C. А. A. A certified 
copy of the resolution was directed 
tc be sent to the Honorable Alfred 
E. Diiscoll, Governor of New Jersey, 
to the New Jersey State Aviation 
Commission and to the Civil Aero- 
nautic Administration. 


6289 - A resolution expressing thc 
regret of the Board of Commis- 
sioners on the loss sustained by 
Deputy Mayor David Kent on the 
loss of his father, Joseph Kantoro- 
witz. 


6290 - Extends sympathy to the fam- 
ily of the late Mary Washington, 
mother of one of Newark’s distin- 
guished heroes, lost in World War 
П. A copy of the resolution was 
directed sent to the family of the 
late Mary Washington. 


6291 - Pursuant to the ordinance 
authorizing the construction of а 
sanitary sewer in Delancy Street, 
authorizes issuance of Bond Antici- 
pation Notes in the amount of $13, 
500. Moneys raised by the issuance 
of these notes are to be applied to 
payment of $13,506 of the principal 
of a note heretofore issued pursu- 
aat to said ordinaice, aad payable 
on May 21, 1952. 


6292 - Pursuant to the ordinance 
authorizing improvements to the 
water supply system of the City of 
Newark, authorizes issuance of bond 
anticipation notes in the amount of 
$75,000. Moneys raiscd by the issu- 
ance of these notes are tc be applied 
to the payment of the principal of 
$75,000 outstanding notes heretofore 
issued pursuant to said ordinance 
and payable on Мау 21, 1952. 


6293 - 6294 - Approves appointment 
of George Arons to Constable for 
a term ending December 31, 1952, 
and approves bord оі aforemen- 
tioned as to sufficiency. 


6295 - Pursuant to the provisions of 
R. S. 18:6-53 the Board of Commis- 
sioners of the City of Newark con- 
sented to the following appropri- 
ation for educational purposes, in 
іле following amount: Appropria- 
tion for School Year 1952-1953 $15, 
983,138.00. Additional appropriation 
for the period 7-1-52 to 12-31-52 
$£43,883.00, Total  $16,627,021.00. 
Commissioner Ellenstein voted a- 
gainst the resolution. 


6235 - Authorizes the payment to 
Margaret Kress, former City Hos- 
pitel X-Ray technician, of the sum 
of $45,000 in full settlement of her 
claim for injuries upon the condition 
that she shall cause to be executed 
and delivered to the City a discon- 
tinuance of her suit against the City 
and a general release wherein she 
will release the City from all past 
and future claims and demands, all 
with the understanding that she 
may have further treatment at the 
City Hospital on her hands and 
fingers tu arrest the activity of her 
present disease. 


5297 - Accepts offer о: Northeast 
Airlines, Inc., to settle the claim of 
the City of Newark against North- 
east for the cash sum of $1,800. 


6298 - Authorizes the Director of 
Revenue and Finance to cancel omit- 
ted sum of $68.40 from the tax 
books of the City of Newark, said 
sum representing taxes levied again- 
st property at 780-794 Frelinghuy- 
sen Avenue. 


§299 - Approves offer of Wayne 
Manor, Inc, and Security Home 
Builders, to acquire the interests of 
the City of Newark in the easements 
cf ingress and egress over lands 
cwned by the City on its municipal 
water pive line in Wayne Township, 
for the sum of $250. 


5300 - Authorizes refund of $3,550 
to Ctis Elevator Co., this sum re- 


presenting deposit left on bid foi 
alterations to elevators in the City 
Hall. 


6301 - Approves agreement be*ween 
the City of Newark and Public Ser- 
vice Coordinated Transport, provid- 
ing for the suspension of street rail- 
way service on Bloomfield Avenue, 
and providing for the removal of 
poles, wires and overhead construc- 
tion. 


6302 - Approves refund of $135 to 
the Third Ward Republican Club 
of Newark, this sum representing 
the balance of fee deposited for a 
club liquor license, application for 
which was withdrawn. 


63.3 - Approves Surety Corporation 
Bonds, Standard Accident Insurance 
Company, Surety and Nesto Con- 
struction Company, Principal, con- 
tractor for the repaving of the fol- 
lowing streets: Clark Street from 
Broadway to Ogden Street, Clinton 
Street from Broad Street to Mul- 
berry Street, South 11th Street from 
South Orange Avenue to Central 
Avenue. | 


6304 - Approves Surety Corporation 
Bonds, Fidelity and Deposit Com- 
pany of Maryland, Surety and Gallo 
Asphalt Company, Principal соп- 
tractor for the repaving of the fol- 
lowing streets: Leslie Street from 
Chancellor Avenue to Lyons Ave- 
nue, Wainwright Street from Chan- 
cellor Avenue to Lyons Avenue. 


6305 - Authorizes the Director of 
the Department of Parks and Public 
Property to enter into a lease agree- 
ment with the United Advertising 
Corporation for the maintenance of 
an advertising display sign on part 
of premises at 915-919 Eighteenth 
Avenue, for a further period of 2 
years from June 1, 1951 to May 31st, 
1953. 


6306 - Approves offer of Gann Law 


e 


Books to print, publish and bind 
the Revised Ordinances of the City 
of Newark in two volumes, and to 
edit, prepare and print each year, 
for a period of 10 years, starting 
January, 1953, the accumulated or- 
dinances of each year, starting with 
the accumulated ordinances of 1952, 
on the terms and conditions set forth 
in contract, copy of which is on file 
in the office of City Clerk. 


6307 - 6310 - The Board of Com- 


missioners approved the following 
contraets: 


For Department of Parks & Public 
Property - Capital Outlay Project 
No. 13-49, with Heidritter Lumber 
Corp. - Elizabeth, N. J., for Lumber 
(10 items) according to list and 
specifications on Ше in the Divi- - 
sion of Central Purchase for 

$2,453.58. 


For Department of Public Affairs 
— Various Institutions, for Meats 
and Poultry for the period from 
May 19th to June 27th, 1952 inclu- 
sive, to the following. M. Augenblick 
& Bro. Div. of The Borden Со, 
Newark, N. J. for $1,932.08; Davis 
White Co. - Newark, N. J., for $16, 
472.30; Lincoln Brisket Co. New- 
ark, М. J., for $1,371.12; Martin 
Packing Co., Newark, М. J. for 
$3,221.26; Total $22,996.76. 


For Depertment of Public Works - 
Water Division, with Bingham & 
Taylor Corp. - Culpeper, Va. for 
Valve Box Parts - as per list and 
Specifications in Division of Central 
Purchase for $2,305.00. 


For Department of Public Affairs 
— City Hospital - Department of 
Health, for Drugs - as per list on 
file in the Division of Central Pur- 
chase, with McKesson & Robbins, 
Inc. - Newark, N. J., for $2,995.00; 
James P. Smith - Newark, N. J., for 
$2,808.01; E. R. Squibb & Sons - 
New Brunswick, N. J., for $2,060.50; 


Goldman's Drug Store - Newark, 
N. J., for $1,673.15; Total $10,136.66. 


6311 - Approves appointments of 
Нату А. Pine, Joseph B. Sugrue, 
Anthony Giuliano and Joseph H. 
Lerner as Magistrales of the Muni- 
Cipal Court of the City of Newark 
for a term of 3 years commencing 
May 17, 1952. Наг:у A. Pine was 
designated the presiding magistrate 
of the Municipal Court cf Newark. 
Commissioner Keenan and Moran 
and Mayor Villan. voted in the 
affirmative. Comrnissioner Ellen- 
stein voted in the affirmative as to 
Sugrue and Giuliano. Commissioner 
Carlin voted in the negative on the 
resolution. Commissioner Ellenstein 
yoted in the negative as to Harry A. 
Pine and Joseph H. Lerner. 


6312 - Pursuant to R. S. 1937, 43: 
12-1, et seq., amended, approves re- 
tirement pension in the amount of 
$1,900 per annum for Henry Е. 
Hiliard, foreman іл the Bureau of 
Streets, Department of Public 
Works, effective May 17, 1952. 


6314 - Approves leave of absence 
for Harry A. Pine, legal assistant 
in the law department, without pay, 
for the duration of his occupancy 
as Magistrate of the Municipal 
Court of the City of Newark. 


6314 - Directs that the sum of $4, 
132.31, being the araount of pension 
due to Dr. Charles V. Craster from 
August 15, 1951 to May 17, 1952, to- 
gether with interest in the amount 
of $89.60, making a total of $4,221.91, 
be appropriated to Dr. Charles V. 
Craster. Costs of $£9.25 as taxed by 
the Superior Court of New Jersey, 
and $77.50 costs as taxed by the 
Clerk of the Suprerne Court of New 
Jersey were appropriated to Chan- 
alis, Lynch & Maloney, Attorneys 
for Dr. Craster. Aforesaid payments 
are to be made upon receipt of 
Warrants for Satisfaction, approved 
as to form by the Law Department. 


All future payments to Dr. Charles 
V. Craster are to be made in accord- 
ance with R. S. 43:12-1, and to be 
paid as other pensions are paid. 


$318 - Approves appointmen: of 
Marian Kass to temporary billiug 
ruacnine operator in the Tax Ас- 
counting Division; Department or 
hevenue and Finance, at an annua. 
salary of $2,201. effective May Та, 
1952. 


6310 - Approves appointment of 
Albert Borok as Member of the 
Newark Housing Authority of the 
Citv of Newark for the term com- 
mencing April 22, 1952 and ending 
April 22, 1957. 


6317 - 6334 - The Board of Com- 
missioners acted on the following 
applications for a variance from the 
terms of the zoning ordinance: 


Application of Dante Del Sordo 
(Patr:ck J. Walsh, Inc., owner); for 
renewal of permit for automobile 
sales station; no truck or trailers, 
in a 2nd Business District; on pre- 
mises 725-731 South Orange Ave- 
nue; such use to be limited to the 
period of one year ending January 
2, 1953. (Approved). 


Application of Crew Levick Corp., 
owner; for renewal of permit for 
parking station in rear of gasoline 
station in а 1st Industrial District; 
on premises 351-357 Broad Street 
(rear); such use to be limited to the 
period of one year ending April 
6, 1953. (Approved). 


Application of N. J. Sheet Metal 
& Roofing Co. (Park Bldg. Co., 
owner); for renewal of permit for a 
roofing, heating and air condition- 
ing business with shop for assem- 
bling and storage of same in a 16% 
Business District; on premises 42- 
48 Duryee Street; such use to be 
limited to the period of three years 
ending February 9, 1955 (Approved) 


Application of Avon Public Gar- 
age, Ine. owner; for renewal of 
permit for gasoline service station 
in a lst Industrial District; on pre- 
mises 127-129 Avon Avenue; such 
use to be limited to the period of 
eight years ending March 25, 1960. 
(Approved). 


Application of Richard Fanning 
(Certified Chocolates, Inc., owner); 
for renewal of rermit for automobile 
repair shop including body and 
fender work and spot painting in a 
2nd Business District; on premises 
114 Bergen Street; such use to be 
limited to the period of one year 
ending November 1, 1952. 
(Approved) 


Application of Anthony Compe- 
telli, owner; for renewal of permit 
for automobile repair shop (no body 
or fender work) in а 2nd Business 
District; on premises 991-993 . 18th 
Avenue; such use to be limited to 
the period of one year ending March 
24, 1953 (Approved). 


Application of Foley Chevrolet 
Motor Sales Co., owner; for addition 
of the sale of used trucks to exist- 
ing used car sales lot in a 1st In- 
dustrial District; on premises 376- 
386 Elizabeth Avenue; on condition 
that the used trucks are displayed 
on the rear of the lot; such use to 
be limited to the period ending 
November 6, 1952. (Approved). 


Application of Mercury Cleaners 
(Eugenio Cataldo, owner); for the 
addition of dry-cleaning unit to an 
existing tailor store in a 2nd Busi- 
ness District; on premises 181 - 13th 
Avenue; such use to be limited to 
the period ending one year from 
date hereof. (Approved). 


Application of Mark Parrott 
(Augusta Turkel, owner); for the 
addition of a dry-cleaning unit to 
existing tailor shop in a 1st Business 
District; on premises 379 Avon Ave- 


nue (758 South 12th Street): such 
use to be limited to the period end- 
ing one year from date hercof. 
(Approved) 


Application of Crew Levick Corp., 
owner; for the re-construction of 
gasoline station, including a l-bay 
lubritorium and 1 non-automatic 
car washing bay in a 2nd Business 
District; on premises 373-379 Eigh- 
teenth Avenue; such use to be limi- 
ted to the period ending December 
30, 1979. (Approved). 


Application of Mercury Radio & 
Television Co. (Dr. B. B. Adelman, 
owner); for the establishment of,a 
television tube repair shop in a 3rd 
Residence District; on premises 129 
Brunswick Street, such use to be 
limited to the period ending one 
year from date hereof. (Approved). 


Application of Wayne Corp, 
owner; for the manufacture of Bras- 
Sieres in a 1st Business District; on 
premises 332-338 - 14th Avenue; 
such use to be limited to the period 
ending ten years from date hereof. 
(Approved). 


Application of Terminal Stations, 
Inc. owner; for erection of gasoline 
station including a two-bay lubri- 
torium and one non-automatic car 
washing bay in a 2nd Business Dis- 
trict; on premises 644-648 High St, 
Such use to be limited to the period 
ending eight years from date hereof. 
(Approved). 


Application of Samuel Russo 
(George Barbarossa, owner); for the 
establishment -of used car sales 
station in a 151 Business District; 
on premises 255-259 Heller Park- 
way; such use to be limited to the 
period ending one year from date 
hereof. (Approved after lengthy 
hearing). 


Application of Michael L. Capez- 
zera (G. & A. W. Levitt, owners); 


for the establishment of automobile 
parking station in a 2nd Business 
District; on prem ses 1084 Broad 
Street; such use to be limited to 
the period ending one year from 
date hereof. (Approved). 


Application of <leen Tox Со, 
(Boston Realty Corp, owner); for 
the addition of a dry-cleaning unit, 
in connection witr existing tailor 
store in a 2nd Bus ness District; on 
premises 5-7 Cedar Avenue (783 So. 
Orange Avenue - rear); such use to 
be limited to the period ending one 
year from date hereof. (Approved). 


Application of Ernest Stefanelli, 
owner under contract to purcbase; 
for the erection of gasoline station, 
including a two-bay lubritorium and 
one non-automatic car washing bay 
in a 2nd Business District; on pre- 
mises 263-269 Heller Parkway; such 
use to be limited to the period end- 
ing eight years from date hereof. 


(Approved following a hearing). 


Application of Sam Levine (Levine 
& Steinberg, Inc., owners); for erect- 
tion of building for storage of 
builder’s contractor equipment, and 
to include offices in а Ist Business 
District; on premises 355 Clinton 
Place. (Approved). 


6335 - City Clerk: We have a 
resolution here, Mr. Mayor, and I 
understand there are some people 
in the audience who are interested 
in this, this is a hearing held today 
oa Rose Corrao, the owner of pro- 
perty at 408-410 Fabyan Place. 
(Adjourned for two weeks.) 


Motion to adjourn by Commission- 
er Moran was approved. 


Mayor Vilani: We will meet on 
Friday morning in this room for the 
budget hearing at 10 o'clock. 
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Newark, М. J., May 16, 1952 


А publie meeting on the 1952 bud- 
get was held on the above date in 
the Commissioners’ chambers at 10 
A. M. All five commissioners were 
present. The City Clerk announced 
that seven persons had asked to be 
heard. The first heard was Joel R. 
Jacobson, executive secretary of the 
Essex-West Hudson CIO Council. 


Mr. Jacobson presented а state- 
ment in which he gave figures, 
.accompanied by graphs which tend- 
ed to show that cost of government 
in Newark was far greater than that 
in any city of comparative size. Mr. 
Jacobson asked that his complete 
statement with statistics be included 
in the minutes of the hearing. It 
was so ordered by the commission 
and a copy of the same was filed 
with the office of the City Clerk. 


Не was followed by Adolph 
Knispel, 3444 Broad Street. He 
charged that the use of surplus 
funds to keep down the tax was 
false economy. He also complained 
that many departments had an ex- 
cess of employees. He was followed 
by David M. Litwin, chairman of 
the Civil Rights Commission who 
after telling of the work of the 
Commission requested ‘ап additional 
$5,400. in its budget. Others who 
spoke in behalf of Mr. Litwin's re- 
quest included John Robertson, ex- 
ecutive secretary of the Urban 
League of Essex County, and Ar- 
nold Harris, of the Essex County 
Intergroup Council. It was agreed 
that the requested amount should 
be included in Mayor Villani’s bud- 
get. 


Harry Spellman, representing the 
Y.M.C.A. Council in the Roseville 


section requested the city’s coopera- 
tion in obtaining recreation facilitiés 
in that area. He said he had volun- 
teers who would clean up selected 
sites for playground purposes, and 
had the offer of a use. of a bulldozer 
from Commissioner Carlin. He com- 
plained of the difficulties he had in 
reaching the City Commissioners. 
He was advised by Mayor Villani 
to visit his secretary who would 
see that he obtained the help he 
asked for. 


Edward Sheppard representing 
the Government and Civil Service 
Association С.Т.О. complained of 
alleged inequalities of the rate of 
pay cf certain city employees in 
comparison to that paid to workers 
of the same grade by the County of 
Essex. He was followed by John 
Goff, president of the Essex* Council, 
New Jersey Civil Service Associa- 
tion. He said he represented thous- 
ands of city employees of Newark 
and the Board of Education. He 
presented suggestions for an addi- 
tional increase in wages for all em- 
ployees, one that would not increase 
the budget “by one penny or one 
point more in the tax rate at this 
time.” He requested the Commis- 
sioners give consideration and make 
provisions "for a larger salary in- 
crease for the masses of the public 
employees, more comparable to 
that which is provided for these 
selected and favored groups." 


Ephraim Schechter who said he 
represented the Connecticut Mutual 
Life Insurance .Company told the 
commissioners that a confiscatory 
tax rate would seriously affect com- 
panies such as his, which he said 
had several million dollars worth of 
mortgages in Newark. He was fol- 


lowed by Edmund W. Wollmuth, of 
the Newark Chamber of Commerce 
who read a communication from 
William В. Reardon, president of 
that organization. The statement 
after going into the financial prob- 
lems of the City government added 
"The Chamber, concerned as it is 
about the future of the City, offers 
its help in developing and imple- 
menting such a program. We are 
prepared to work with you in an 
effort to solve the problem." 


Joseph Bruder of the Newark 
Teachers’ Union, AFL., referred to 
the statistics and graphs submitted 
by Mr. Jacobson. Че asserted the 
picture presented by Mr. Jacobson 
did not show the exact nature of 
the services that are provided to 
the citizens for the tax dollars spent. 
Milton Hendler asked the Commis- 
sion to do something to relieve real 
estate from its great tax burden. 
Harry W. Wolkstein, chairman of 
the Taxation Committee of the Iron- 
bound Manufacturers Association 
submitted a statement in which the 
Association criticised a tax rate of 
$7.59 as is indicated by the present 


budget. He added that it is a known ` 


fact that Newark has the highest 
tax rate and also the highest assess- 
ment ratio in Essex County, a con- 
dition which places Newark at a 
great disadvantage in competing 
for new industry, and for the con- 
struction of new buildings and resi- 
dential properties. 


Before Mayor Villani entertained 
a motion on the budget Commission- 
er Ellenstein said he would like to 
make some comment on it. He said 
it was unsound to divert $3,000,000 
from the city’s surplus for operat- 
ing expenses. As the city’s finance 
officer he said he was duty bound 
to acquaint the tax payers with the 
facts as to the financial condition 
of the city. He recalled that three 
years ago the members of the pre- 
sent city commission campaigned on 


the promise to reduce expenses. He 
pointed out that instead of reduc- 
tions in all departments his depart- 
ment shows a decrease of 5.23%, 
Board of Works, an increase of 
2.75%, Public Affairs an increase 
of 45.57%, Parks and Public Proper- 
ty, an increase of 24.98% and Public 
Safety an increase of 42.11%. He 
went into the Messick report which 
he said showed an excessive number 
of employees in many departments 
during which remarks, other com- 
missioners interjected their com- 
ments on Commissioner Ellenstein’s 
remarks. He took up each depart- 
ment individually, criticising oper- 
ations in some respects, and refer- 
red to the overall increase of $400 
in 1951 for each city employee, and 
the additional increase provided for 
in the present budget. He made com- 
parisons of teachers salaries paid by 
other cities and those paid in New- 
ark, which he held were far beyond 
salaries paid in other cities. He poin- 
ted out that the gross Newark 
School budget for July 1948-49 was 
$15,950,556.00 as compared with the 
present budget figures of $20,455, 
348.00 for July 52-53, an increase he 
said of 28.25%. Before Commissioner 
Ellenstein concluded his lengthy re- 
marks he was challenged time and 
time again by the other members 
of the Commission who said they 
disagreed with much of his com- 
ment as regard to the facts. 


Director Keenan said it did not 
take an actuarial expert to show 
that practically all of the Public 
Safety expenditures are for salaries. 
He laid a great part of the blame 
on increased local budgets to State 
legislation which took away millions 
from Newark’s insurance incomes, 
and in not providing more funds 
for school purposes. Mayor Villani 
eccused Commissioner Ellenstein of 
failing to complete his reassessment 
program, which if done, he said, 
would have taken care of at least 
100 points in the City tax rate. 
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Commissioner Carlin said that he I want to say that the record will 
did not intend to make any remarks eventually disclose how people have 
on the budget because all that was . voted and what they һауе done, as 
said at this meeting had been said far as their pledges are concerned, 
before. He commented "Mr. Mayor, to the people of Newark." 
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The City Clerk then presented a resolution whicn amended the 
approved budget of 1952. All five commissioners were recorded in the 
affirmative. Тһе resolution: 


WHEREAS, the local municipal budget for the year 1952 was approved 
on 18th day of April, 1952, and 


WHEREAS, the public hearing on said budget has been held as adver- 
tised and is now closed, and 


WHEREAS, it :S desired to amend said approved budget now 


THEREFORE, 3E IT RESOLVED, by the Board of Commissioners of 
the City of Newark, County of Essex, that the following amendments to 
the approved budget of 1952 be made: 


ANTICIPATED REVENUES 


From To 
5. Surplus Revenue Cash Appropriated 8 3,000,000.00 % 4,000,000.00 
Total of items 1 1 (a), 3 and 4 13,987,326.50 14,987,326.50 
6. Amount to be Raised by Taxation 
(a) To be added to Local District 
School Taxes 3,264,239.53 3.371.306.53 
(b) Local Purpose Tax 27,906,876.23 26,767,053.31 
7. Total of General Budget Revenues 45,158,442.26 45,125,686.34 
APPROPRIATIONS 
8. (a) Operations 
Department of Public Affairs 
Director's Office Salaries and Wages 92,826.00 90,536.00 
Bureau of Health 
Salaries and Wages 1,754,987.00 1,731,657.00 
Newark City Hospital 
Salaries and Wages 2,257,757.00 2,251,053.00 
Convalescent Hospital 
Salaries and Wages 139,571.00 131,287.00 
Ivy Haven 
Salaries and Wages 264,975.00 253,848.00 
Outdoor Poor 
Salaries and Wages ・ 57,600.00 57,610.00 
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Relief Administration 
Salaries and Wages 


Ivy Hil Power Plant 
Salaries and Wages 


Total—Department of Public Affairs 


Department of Public Works 


Bureau of Streets 
Salaries and Wages 


Other Expenses 


Bureau of Sewers 
Salaries and Wages 


Other Expenses 


Bureau of Lighting 
Other Expenses 


Bureau of Sidewalks 
Other Expenses 


Bureau of Surveys 
Other Expenses 


Engineering Division 
Other Expenses 


House Sewer Connections 
Other Expenses 


Stationery and Supplies 
Other Expenses 


Smoke Abatement 
Salaries and Wages 


Other Expenses 


Weights and Measures. 
Salaries and Wages 


Other Expenses 


Board of Adjustment 
Other Expenses 


Central Planning Board 
Other Expenses 


Building Division 
Other Expenses 


Electrical Division 
Salaries and Wages 


Other Expenses 


Total—Department of Public Works 
Total of 8 (a) Items 


476,220.00 


115,262.80 


4 


% 6,787,810.30 


493,816.62 
114,825.00 


98,595.39 
10,340.00 


405,458.81 
6,460.00 
2,230.00 

512.00 
5,700.00 
32,000.00 


22,300.00 
1,625.00 


47,833.00 
2,000.00 


4,808.00 
3,750.00 
2, 400.00 


50,465.00 
3,700.00 


475,410.00 


115,172.80 


$ 6,717,085.30 


487,971.62 
113,610.00 


196,595.39 
24,540.00 


404,958.81 
6,410.00 
2,080.00 

482.00 
5,650.00 
28,500.00 


21,800.00 
1,475.00 


46,583.00 
1,900.00 


4,308.00 
3,200.00 
2,100.00 


47,555.00 
3,400.00 


$ 2,457,282.70 $ 2,451,782.70 


31,900,434.74 


31,824, 209.74 


Summary of Operations and Contingent 
appropriations 
Salaries and Wages 


Other Expenses 
Total Operations 
(e) Capital Improvements 


Road Reccnstruction or Reconstruc- 
tion with State Aid 


Total Capital Improvements 
] h. Total General Appropriations for 


Municipal Purposes 


3. Deferred Charges and Statutory 
Expenditures—-Local School 
Emergency Authorizations—Schools 


23,633,850.17 
8,301,584.57 
31,935,434.74 


249,710.00 
399,770.00 


36,762,157.41 


1,009,454.00. 


Total—Deferred Charges and Statutory 


Expenditures—Local School 


k. Total Municipal Appropriations for 
Local District School Purposes 


1. Total General Appropriations at 
this Point ' 


m. Reserve for Uncollected "Taxes 
9. "Total General Appropriations 


STATEMENT 


(Required by Revised Statutes, Section 40:2-14) 


TAXES FOR 


Local Purposes (Including Bank 
Stock Tax) 


Local District Schools in 
Municipal Budget 


Local District Schools 
Regional High School (Estimate for 
1952) . 


County — 


(a) General County (Estimate for 1952) 


(b) County Library (Estimate for 1952) 
Totals | 


State Aid — 
(a) Road Maintenance and 
Construction Funds 


(b) Relief Funds 
(с) Highway Lighting Funds 


(d) Police and Fire Departments 


40 


2,441,592.41 


3,264,239.53 


40,026,396.94. 


5,132,045.32 
45,158,442.26 


23,550,620.17 
8,308,589.57 


31,85%209.74. 


310,883.89 · 


460,883.89 


36,747,046 30 


1,116,621.00 
2,548,659.41 
3,371,306.53 


40,118,352.83 
5,007,333.51 
49,125,086.34 


YEAR 1952 
From To 
27,906,876.23 26,767,053.31 
3,264,239.53 3,371,306.53 
15,650,414.00 15,450,414.00 


7,200,000.00 


54,021,529.76 


224,793.00 
4,200.00 
. 160,000.00 


52,708,773.84 


224,193.00 


4,200.00 
160,000.00 


* 
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EXPLANATORY STATEMENT 


Summary of General Budget Section of Budget. 


1. Total General Appropriations for 


YEAR 1952 


From 


Municipal Purposes (Item 8 (h) Sheet 12) 36,762,157.41 


2. Total Appropriations for Local District 
School Purposes 
(Item 8 (k) Sheet 13) 


3. Appropriation — Reserve for 
Uncollected Taxes 
(a) Required for Taxes in Municipal 
Budget 


(b) Required for Other Taxes (School 
County and Special District Taxes) 


4. Total General Appropriations 
(Item 9, Sheet 13) 


5. Less: Anticipated Revenues 
(Item 5, Sheet 5) 


6. Sub Total у 


7. Amount to be Raised by Taxation: 
(а) To be added to Local District 
School Tax (Item 6 (a) Sheet 5) 


(b) Local Purpose (Municipal) Tax 
(Item 6, Less Item 7 (a) (Item 6 
(b) Sheet 5 , 


3.264,239.53 


2,733,383.08 


2,398,662.24 


45,158,442.26 


13,987,326.50 
31,171,115.76 


3, 264,239.53 


27,906,876.23 


То 


36,747,046.30 


3,371,306.53 


2,638,063.54 


2,369,269.97 


45,125,686.34 


14,987 326.50 


30,138,359.84 


3,371,506.53 


26,767,053.31 


BE IT FURTHER RESOLVED, that all such amendments which re- 
quire publication under the provisions of R. S. 40:2-8 be published in the 
Newark Evening News and the Newark Star-Ledger in the issue of the 
19 of May, 1952, and that said publication contain notice of public hearing 
on said amendments to be held on the 23 of May, 1952, at 10 A. M., in the 
Commissioners’ Chamber, City Hall, Newark, N. J. 


M. C. ELLENSTEIN 


LEO P. CARLIN 
RALPH A. VILLANI 
STEPHEN J. MORAN 
JOHN B. KEENAN 


BOARD OF COMMISSIONERS OF THE CITY OF МЕМАКК, М. J. 


Dated: May 19th, 1952. 
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H. S. REICHENSTEIN, 


City Clerk 


Newark, М. J. Мау 23, 1952 


A public hearing on the 1952 bud- 
get, as amended, was held on the 
above date in the Commissioners! 
Chambers. No one appeared to be 
heard and Director Carlin moved 
that it be closed. Тһе City Clerk 
read a communication from the 
office of the Director of Local Gov- 
ernment certifying the amended 
budget. The Mayor then called for 
a motion on the amendments to the 
budget. 


Commissioner Ellenstein said De- 
fore recording his vote he wished 
to qualify it. He said he wished to 
be recorded as opposed to the $107, 
000 additional emergency appropri- 
ation in the Board of Education bud- 
get. The five Commissioners then 
voted to approve the amendments. 
A lengthy discussion of the budget 
was entered into by the Commission- 
ers with Commissioner Ellenstein 
alleging the employment of exces- 
sive staffs in some departments; 
Commissioner Keenan alleging the 
State responsibility for the large 
school. budget in that it did not pro- 
vide the municipalizry with suffici- 
ent State aid, апа challenging Com- 
missioner Ellenstein to name the 
excessive employees. He replied that 
each commissioner knew his depart- 
ment best, and was oest able to tell 
where the payroll was padded. Only 
in his own department and that of 
Commissioner Carlin's was the per- 
sonnel reduced he said. 


Commissioner Keenan told Mr. 
Ellenstein his statements were null 
and void because of his refusal to 
tell where the pay roll was padded 
as he alleged. Commissioner Moran 
declared that Commissioner Ellen- 
stein tried to make it appear that he 


knew more about other commission- 
ers' departments than the respective 
commissioners in charge. There 
followed a torrid debate over the 
manner of making appointments on 
various city boards, with Commis- 
sioner Ellenstein defending his, in 
answering allegations of Cornmis- 
sioner Keenan and Mayor Villani. 
Commissioner Ellenstein said he 
was not against salary increases for 
police or firemen, but criticised his 
colleagues who voted for salary in- 
creases for teachers. He said each 
teacher starting with the city now 
will receive annual increases of 
$950 for the next ten years, the 
highest in the country. Mayor Vill- 
ani and Commissioner Keenan charg- 
ed  jheir colleague with juggling 
figures. After further acrimonious 
argument Commissioner Carlin said, 
"Mr. Mayor, I think we ought to 
cut this out and get along with City 
business. If you are going to con- 
tinue this thing I am going to leave 
the meeting." 


The amendments to the 1952 bud- 
get were then adopted. The approv- 
ed resolution as presented by the 
City Clerk reads: 


"Be it resolved, by the Board of 
Commissioners of the City of New- 
ark, County of Essex, that the bud- 
get heretobefore set forth is hereby 
adopted and shall constitute ап ар- 
propriation for the purpose stated, 
of the sums therein set forth as 
appropriations, and authorization of 
the amount of (Item 2 below) twen- 
ty-Six Million, Seven Hundred Six- 
ty-Seven Thousand Fifty-Three and 
31/100 Dollars ($26,767,053.31) for 
local purposes and of (Item 2 below) 
Eighteen Million, Eight Hundred 
Twenty-One Thousand Seven Hun- 
dred Twenty and 53/100 Dollars 
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($18,821,720.53) for school purposes 
per Article six only (R. S. 18:6-1 et 
seq.) to be raised by taxation and 
certifieation to the County Board of 


l. General Revenues 


Surplus: Revenue appropriated 
Miscellaneous Revenue Anticipated .... 


Receipts from Delinquent Taxes 


Taxation of the following summary 
of general revenues and appropri- 
ations: 


А $ 4,000,000.00 
9,487,326.50 
1,500,000.00 


Receipts from Tax Title Liens, 


(Chap. 60 only) 


2. Amount to be Raised by Taxation for 
Local Purposes (Item 6 (b) Sheet 5 .................... $26,767,053.31 


3. Amount to be Raised by Taxation for 
Schools in Article VI, School 


Districts Only: 
Item 6, Sheet 10 


Item 6 (a), Sheet 5 
R. S. 40:2-11.1 


Total Revenues 


NEM $15,450,414.00 


3,371,306.53 


m—— — $18,821,720.53 


сете еее есте а ааа ааа $60,576,100.34 
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Newark, М. J., May 28, 1952 


A regular meetirg of the Board 
of Commissioners of.the City of 
Newark was held on the above date, 
with all five commissioners in at- 
tendance. Reading of the minutes 
of the previous meeting was dis- 
pensed with on motion of Commis- 
Sioner Keenan. 


6338 - Mayor Villani introduced for 
first reading an ordinance increasing 
the salary of all city employees, 
with certain exceptions, by $200 
annually: The exceptions being 
members of the police and fire de- 
partments, the City Commissioners, 
members of municipal boards, me- 
chanics and other workmen whose 
wages are based on the hour, daily 
or weekly rate of pay, casual em- 
ployees, resident nurses, relief tele- 
phone operators and relief ambu- 
lance drivers in the Department of 
Public Affairs. The ordinance pro- 
vided for increase of $60 for stu- 
dent nurses, and $100 for internes, 
and part time employees in the De- 
partment of Public Affairs. It di- 
rected that it shall be the duty of 
each Director to file in the office of 
the City Clerk and the Acting Audi- 
tor a list of names of persons, titles, 
compensation and date of payment 
of such increases. The said increases 
were to be made as of January 1, 
1952. 'The ordinance was passed 
unanimously on first reading and 
Commissioner Carlin moved that 
June 11, 1952 be set as the date for 
a further hearing and final passage. 


6339 - Commissioner Keenan intro- 
duced an ordinance establishing sal- 
aries of members of the Board of 
Public Safety. That of the member 
representing the Police Division was 
fixed at not more than $7,500 and 


that of the other members at not 
more than $5,150. After passage on 
first reading it was moved that the 
ordinance be taken up for further 
hearing and final passage on June 
11th. $ 


6340 - An “ordinance introduced by 
Director Keenan provides for the 
new scale of wages for all members 
of the uniformed forces in the police 
and fire departments, which show 
an increase of $500 for each over 
the 1951 rate. Salaries range from 
$7,400 for the chiefs of the respec- 
tive departments down to a maxi- 
mum of $4,400 for police and fire- 
men. Áfter passage on first reading 
by unanimous vote, June 11th was 
set for a hearing and final passage. 


6341 - 6342 - Ordinances on final 
reading providing for bond issues of 
$3,000,000, in addition to one of 
$10,000,000 passed in 1948, toward 
the eost of a new City Hospital. 
Adopted on final reading. 


6343 - An ordinance amending an 
ordinance to regulate the construc- 
tion, repair, alteration and removal 
of buildings in Newark on final 
reading. Approved unanmously. 


6344 - 6374 - The City Clerk pre- 
sented the following appropriations 
for bills, claims and payrolls for the 
various departments: 


The sum of $195,571.47, 214 items; 
$3,638.71, 12 items; $19,144.21, 17 
items; $207,148.75, 40 items; $341.25, 
l item, all of the Department of 
Parks and Public Property. 


The sum of $32,201.97, 18 items; 
$2,911.53, 5 items; $2,515.24, 1 item; 
$107,145.31, 21 items; $265.30, 5 items; 
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$1,200,000, 1 item; $506,200, 1 item; 
and $12,914.60, 2 items; all of the 
Department of Revenue & Finance. 


The sum 0f.$18,880.67, 4 items; 
$347,519.96, $421.75, 6 items; all 
items of the Department of Public 
Safety. 


The sum of $18,043.44, 8 items; 
$14,858.56, 2 items; $28,888.60, 2 
items; $10,946.95, 50 items; $47,098. 
33, 52 items; $23,863.21, 23 items; 
all of the Department of Public 
Works. 


The sum of $91,374.08, 19 items; 
$102.80, 1 item; $3,308.75, 6 items; 
$173,578.67, 16 items; $3,665.03, 12 
items; $489.21, 1 item; $4,125.31, 21 
items; $1,175, 2 items; $386.52, 2 
items; all of the Department of 
Public Affairs. * 


6375 - The City Clerk presented a 
resolution referring to Resolution 
6214 approved April 30, 1952. It 
requested a correction in so far as 
a payment of $199.50 on property at 
408-410 Fabyan Place is effected. 
The return of said payment was 
requested by Berkeley Savings and 
Loan Association. Payment of the 
amount by the City was approved 
unanimously. 


6376 - The City Clerk presented a 
resolution adopted May 14, 1952 
authorizing the public sale of an 
easement over lands in Wayne 
Township used for a pipe line. An 
offer of $250 by Wayne Manor Inc., 
was accepted, It being the only bid. 


6377 - Extends a vote of confidence 
to Major Victor M. Mesearch, com- 
manding officer in the Newark Re- 
cruiting main station of the United 
States Army for his cooperation in 
recent observance of Armed Forces 
Day. | 


6378 - Authorizes the issuance of 
7 $506,250 of tax anticipation notes 


towards the City's share of the cost 
of an additional water supply to be 
obtained by the.North Jersey Dis- 
trict Water Supply Commission, and 


other municipalities. Approved 
unanimously. 
6379 - Authorizes the issuance of 


$25,000 worth of bond anticipation 
notes for equipment for the Depart- 


ment of Public Safety. Approved 
unanimously. ` 
6380 - Designates the Clinton Hill 


Savings and Loan Association as a 
depository for ihe public funds of 
the City of Newark. 


6381 - 6382 - Appoints David Silver 
3rd, 7 Bayrad Place, as constable, 
and approves his bond as to suf- 
ficiency. 


6383 - Authorizes hearing on June 
llth on petition of Howard Savings 
Institution for the return of $1,111.48 
paid in error on property at 374-76 
Parker Street. Approved. 


6384 - Authorizes the Director of 
Public Affairs to collect $54.00 for 
funeral expenses expended by the 
Welfare Department for the burial 
of Leon Yanush, a former inmate 
of Ivy Haven, and to claim haif of 
$1,144.12 insurance policy left by the 
decedent, 


6385 - Approves the closing of Lewis 
Street between Seventeenth Ave- 
nue and West Kinney Street as re- 
quested by the Newark Housing 
Authority which has planned a new 
housing development for that area. 
Further authorizes the contractor to 
establish and maintain barricades 
at each end of Lewis Street. 


6386 - Authorizes the refunding to 
Joseph Seibilia, builder, half of fee 
of $38.00 paid for unused building 
permit. 


6387 - Cancels erroneous tax of 
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$103.80 made on premises known as 
5-7 Merchant Street. 


6388 . Rejects lone bid received by 
Director of Public Works on May 
7th for street pavement restoration 
over water utilities at various 10- 
cations in Newark and vicinity. Also 
authorizes Director to advertise for 
new sealed proposals. 


6389 - Agreement with Public Ser- 
vice Coordinated Transport for the 
suspension of a street Railway ser- 
vice in Orange and other streets, 
and for removal of poles, wires and 
other overhead construction. 
Approved. 


6390 - Contract with Arborcrist 
Supply Co, Rye, М. Y. for mist 
sprayer at cost of $2,145, for use of 
the Shade Tree Division. 


6391 - Contract with Vickers -Inc., 
Detroit, Mich., for Vickers pumps 
and parts at cost of $1,749.41, for De- 
partment of Parks end Public Pro- 
perty. 


6392 . Contract with George A. 
Mathewson Company, Newark, for 
18 peirs of Belt Roto Pac Conveyor 
chains link . belt assemblies, at а 
cost of $97.50 each. 


6393 - Contract for repaving of 

Sherman Avenue. from East Peddie 

Street to Wright Street awarded to 

Nesto Construction Co., lowest bid- 
der, for $79,176.40. 


6394 - Contract for annual flagging 
work awarded to Carracino and 
Zappulla, Newark, lowest formal 
bidder, for $5,941.75. 


6395 - John J. Hopkins, 157 South 
11th Street, and four others, all in 
the armed forces of the United 
States appointed patrolmen from 
the Civil Service list of eligibles. 
Appointment subject to meeting re- 


quirements necessary upon their 
release from service. 


6396 - Robert F. Dunn, 399 Badger 
Avenu. and eleven others f-om the 
Civil Service eligible list appointed 
patrolr:en in the Police Division, 
effective June 9, 1952. 


6397 - Promotes from the position 
of battalion cheif to that of deputy 
chief in the fire Division of the De- 
partment of Public Safety, Herman 
О. Richter, Raymond Kurbyweit and 
Thomas McCormack. 


6398 - Appropriates $150 to Fire 
Chief Charles Burnett toward his 
expenses to National Fire Protec- 
tion Association Conference in New 
York City June 9-13. 


$399 - Apyrorpriates $50 to Dr. 
William E. Ferguson, Medical Di- 
rector, and James H. Farmer, Su- 
perintendent of City Hospital 
towards their expenses while attend- 
ing annual American Hospital Con- 
vention in Atlantic City May 20-22. 


6400 - 6420 - Application of Robert 
Treat Garage for renewal of park- 
ing station permit approved; appli- 
c:uon of L. Е. & Е. Realty Co, 
for erection of rear addition to 1001 
and die manufacturing plant, 258- 
60 Norfolk Street. Approved. Ap- 
plication of Fabyan' Produce Co., 
for an additional apartment on ist 
floor, which exceeds the lot area. 
Approved. Application of Алар 
Corp. for auto parking station in 
2nd business district, 40 South St. 
Approved. Application of Palmers 
Motors for renewal of permit for 
auto sales lot, 697 South 14th Street. 
Approved. Application of Louis 
Gottlieb, renewal permit for auto 
parking station, 108-118 Commerce 
Street, Approved. Application of 
Louis Gottlieb, renewal of permit 
for parking station at 596-602 Broad 
Street. Approved. Application of 
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Louis Gottlieb for parking permit 
renewal for 124-126 Washington St. 
Approved. Application of Louis Gott- 
lieb for renewal of parking lot per- 
mit for 10-20 West.Park Street. 
Approved. Application of Luigi Al- 
fano renewal of permit for. dry- 
cleaning unit, at 483 Fifteenth Ave- 
nue. Renewed. Application of Sam- 
uel Steinberg, renewal of permit 
for storage of rags and junk in rear 
of 37 Boyd Street. Approved with 
understanding that no further re- 
newal will be granted. Application 
of Shoppers’ Cleaning Service for 
renewal of dry cleaning unit at 52 
Academy Street. Approved. Appli- 
cation of Dean Realty Corp. for 
establishment of used car station 
at 1202-04 Broad Street. Approved. 
Application of Lynn Realty Co., for 
establishment of used car sale sta- 
tion at .1249-53 Broad Street. Ap- 
proved. Application of Victoria Put- 
vinskas for establishment of park- 
ing station at 168-170 Brill Street. 
Approved. Application of salvation 
Army for erection of headquarters 
beyond the set-back line, 78-80 


6422 


To the Honorable Commissioners 


of the City of Newark, New Jersey 


Gentlemen: 


Washington Street. Approved. Ap- 
plication of Mary C. Burns for ex- 
tension of funeral parlor at 466 San- 
ford Avenue. Approved. Application 
of Norfolk Car Care, for establish- 
ment of auto repair shop, 144-146 
Norfolk Street. Approved. Applica- 
tion of Michael Hneiday for estab- 
lishment of auto sales station at 
225-227 Clinton Avenue. Application 
denied after hearing and report 
from Edward Cyr, traffic engineer 
in the Department of Public Safety. 
Application of Ladd’s Auto Sales 
for addition of 104 lights and turn- 
table to existing used car sales sta- 
tion at 699-705 Springfield Avenue. 
Application denied without preju- 
dice toward  reapplication, after 
lengthy hearing. 


6421 - Reports of City officers for 
April 1952 received. They were 
from the Superintendent of Weights 
and Measures. Bureau of Alms 
House, Building Department, from 
Municipal Court. Parts 1, 2, 3, 4, 5, 
and 6 and from the City Clerk. 


May 14, 1952 


In accordance with the Act of the Legislature entitled “А Further 
Supplement of the Act entitled “Ап Act to Amend апа Revise the Charter 
of the City of Newark, New Jersey' approved February 22, 1866,” I here- 
with present a statement of the receipts and disbursements for the month 


of April 1952: 


Cash on Hand, March 31, 1952 


Receipts - April 1952 


Disbursements - April 1952 


Cash on Hand, April 30, 1952 


時 $11,885,094.40 
4,282,788.36 
$16,167,882.76 ` 
5,203,640. 72 


КИЕРГЕ %10,964,242.04 


Yours respectfully, 


Meyer C. Ellenstein, Director 
Department of Revenue & Finance 


per Leo A. Reilly (sgd) 
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DISBURSEMENTS 

By Warrant - City - Current 2... . $3,717,618.02 

By Warrant - City - Trust .............. наа 1,179.11 

By Warrant - City - Capital «essent 11,829.85 

By Warrant - Water - Operating 2. 241,659.87 

By Warrant - Water - Capital ............................- аа 26,107.19 

By Warrant - Dog Control о... ааа. 184.59 

By Warrant - Homettes 2... ыы. 3,830.23 

By Warrant - Johnson Homes Ne 17,147.32 

By Warrant - Rehabilitation 312.53 

Bond Anticipation Note - CV " 498,219.77 

Bond Anticipation Note - Water енеммен MM 175,000.00 

Bond Anticipation Note - Schools ууздан... 506,020.00 

Dog License - Rabies Control 2... 312.75 

Redemptions ........... иена лилии 403.35 

Premiums ааа а . 299.00 

М. G. Checks - City 2,483.48 | 

М. С. Checks - Johnson Homes 。 41.75 

М. С. Checks - Water Jessie 411.91 
$ 5.203,640.72 

RECEIPTS 
6423 
MONTHLY STATEMENT OF CASH RECEIPTS 
MARCH — 1952 
Description Amount 


TAX COLLECTIONS: 


City - Сштепі ......... шииты $ 3,177,076.04 
City ~ Trust АНИ 1,063.44 
City - Capital ау ы 506,750.00 
Water - Operating лымен КЕН 352,410.16 
Water - Bond Anticipation Note - Capital ................................ 225,000.00 
Water - Sale Right of Way - Capital ...................... ИНИНИ 710.44 
Johnson Homes ee 14,329.04 
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Homettes .................... as 2,930.00 
Rehabilitation REM 343.24 
Dog License ......... 時 2,176.00 
$ 4,282,788.36 
Ordered filed. 
Prepaid Taxes 1953 ........................... | АА .. 
1952 Taxes ....ол..ошты е-е ее... 490,235.67 
Real Estate Arrears ...............Ш 00 ДШ ДІ denen 15,381.14 
Personal Arrears ......2.2........Һ.44.1.007204..0..0 4. əде нен нə кке нн 42,578.05 
Tax Title Liens «sse кешешн ннн m 43,512.24 
Tax Title Liens, Chapter #149, P.L.1943 ... КЕ 
"Bank Stock Тах II 
FEES AND PERMITS -- ........................................ 5,408.25 
^ Тах Receiver - М. а. Checks Made Good ..........:................. 7,270.78 
Financial Business Тах .......ллллала ла О иннин ннн нөө 
Second Class Railroad Tax Arrears .......001м242м..2.00 eene eene 
Petty Cash REIR 
Water Operating Surplus о... лағы. 


Remissions - Prior Years Taxes Returned 


LICENSES: | 
Alcoholic Beverages ................... н ЕРКЕКТЕН 855.00 
АП Other 20.0. тығырығы 23,095.57 . 
Prepaid Licenses ee 

FINES — 
Magistrates (Municipal Courts) .................. нн 30,762.00 
LibYaY ダ 1 7,486.58 
М. С. Checks Made Good Ne 51.50 
Interest and Cost on Taxes ee 26,966.19 
Interest and Costs оп Assessments .. 7.76 
State Aid- Highway Lighting ............ sse ‚ 1,461.08 
Franchise Tax ........ NR 
Gross Receipts IE >: 人 
Bus Receipts Tax 38,426.91 
Motor Fuel Tax Refund ee 7,410.12 


Rents From Municipal Property ............... eese 13,501.08 
Contribution - City of East Orange - 

Passaic Valley Sewer No 57,281.28 
Bill Board Tax ......................... " шөмеле 
Stationery and Supplies (From Other Departments) ...... 


Second Class Railroad Property ..оол2ыы2 0... 
Penny Milk Program - Schools ..... ss 670. 

Penny Milk Program - U. S. Department Agriculture........ 532 
Bureau of Streets уллуланы. 1,748 
Bureau of Sidewalks .Ne 384 
Bureau of Sanitation .......... essence tnnt ` 9,134. 
Port Newark Lease - Port of New York Authority ........ 
Tax Sale Premiums - Chapter #149 .................................... 
Parking Meters ......... sese eee nemen ee nente 


Tax Premiums .ee 


Federal Public Housing Authority 2..........222....... 10,457.93 


City of Newark Housing Authority 2.а4000мҺ"а м1 ee 
Due From Airport Account ............... Денем. н 
State Road Aid - Chapter 62 .......... essere 


EE 
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SPECIAL ITEMS OF GENERAL REVENUE: 


Parking Meter Surplus .....0....Һ......0..00..00010000010.УР0005525 


Port Newark Surplus 2.......лл0а 10000000000 


DEDICATED REVENUE: 


Water Department Operating ..........2.22...24.4.1... 321,957.24 
Division of Port Development амор. Штатты 
Water Capital ........... еі. 40,760.00 
Division of Dog Control 2... 2,697.00 
Protested Checks - Dog Control RN 2.00 
Prepaid Dog License Ne 
Marriage Licenses ee 720.00 
Weights and Measures - Solid Fuel Fines ...................... 39.00 


CAPITAL FUNDS: 


Promissory Notes - Schools соли. ОНИН 
Due from Board of Education 


Term Bonds .ee 


з 
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Sale of City Property 


Temporary Notes - Bonds 


Bond Anticipation Notes .................0.0..м00. 121,000.00 
Improvement Autporization - Bonded 


Reserve - Fire Loss .............июттг о те 


Reserve - To Pay City Railway Debt ee 


Reserve - Port Newark Debt Service 


Reimbursement - Port Newark - Port Authority ... 
Sale of U. S. Treasury Bonds 


Reserve - Storm Damage 


Investments. 1... sees йен тент тенгеге 


TRUST FUNDS: 
Assessments Receivable - Regular ......... esee 437.50 
Assessments Receivable - Tax Sale Liens . 
Chapter #149, Tax Title Lien Assessments 
Reserve - Foreclosure Fees - Tax Sale Liens 
Public Affairs - Special Account Claims 


eessesessevssesasesa  osssvesasasuserensnasevt 


Reserve - Salary and Wages .................................................... 707.48 
Reserve - Army Base ae 
Master Electricians License 20........аыы ыы entretenir 
Reserve - Shade Tree Assessments лесне 74.10 


Reserve - Alice Hayes Estate .......... 


Reserve - Police and Fire Pension Fund 


Interest on Special Trust Funds 


Reserve - Deposit on Bids - Contracts 


Kinney Corp: Lieu of Bond 


. Homettes - Revenue ........оаеиа 3,067.84 
Johnson Homes - Revenue 2... 14,167.38 
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Protested Checks - Rehabilitation 2..м.м..а004м 22.2... 
Security Deposit Fund - Homettes ........ esses 25.00 


Security Deposi; Fund - Johnson Homes .... эз 
Security Deposit Fund - Е. P. Н. А. ................... НЕ 5.00 
Security Deposit Fund - Rehabilitation |... eed у 
Homettes - Maintenance ........ essere 


КЕТЕ 


Auto Damage (———Ó—— 
Tax Title Liens - Shade Tree 


Reserve - Deposit on Bids - Foreclosed Property 


Johnson Homes - Fire LOSS ........ „ленин ллы. 


Reserve for Funds in Trust with City ee 


APPROPRIATION REFUNDS: 


Department of Public Affairs 


Department of Revenue and Finance 


Department of Public Safety 


Department of Public Works ........ eerte 


Department of Parks and Public Property ....:................... 401.06 
MISCELLANEOUS ITEMS: 
Tax Overpayments ee DER 
Refunds - Excess Cashiers Collections ................................ 7.00 
Lease - 200 Washington Street Corp. ......... ола ЖЕНЕ 1,500.00 
Estate Funds ee | 27 
Tax Sale Premiums .................... аана шиини 
Tax Sale Redemptions RN | 1,206.69 
Unallocated Funds ee 
Over and Under Account esses .01 


Retained Percentage on contracts 


Rents - City in Possession 
Foreclosed Property Sales 
Other Accounts Receivable "T 
State Road AO 
Budget Operating Account 


Р. A. Special Account Claims ..................... И 8,191.68 
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Franchise Tax - Fire Insurance Companies 


Franchise Tax - Domestic Life Insurance Companies 


Reserve - Fees - Application Hotel Certificates 70.00 
Damages - Rents City in Possession en 
Lease - Lawrence Street School ,02200.42........ШД..0.02..2 ининен инн. 
MISCELLANEOUS REVENUE NOT ANTICIPATED ....... 35,129.07 

Petty Cash Funds Re-deposited rr 

Savings and Loan Deposit Returned ーー 
Relief Department Deposit 2.2.22... 6,400.00 
$1,577,806.36 


І HEREBY CERTIFY that the figures contained 
in this report are correct 
William J. Griffin (sgd) 
Actg. Auditor 


M. Ellenstein (sgd) 
Director 


Ordered filed. 
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MONTHLY STATEMENT OF CASH RECEIPTS 
| APRIL — 1952 . 
Description | Amount 
TAX COLLECTIONS — | 
Prepaid Taxes 1953 ......020.2.............. 60000000 0000000000009042 8 rente nter einen 
1952 Taxes RR 2,800,432.58 
Real Estate Arrears .......еееы 96,178.39 
Personal Arrears 2... ыы 39,626.33 
Tax Title Liens .......ао000Шы.ет —€— - 819.11 
Tax Title Liens, Chapter No. 149, P. Г. 1943 .. 
Bank Stock Тах... н наи. 
Tax Receiver - М. G. Checks Made Good .......................... 


Financial Business Ta 


Second Class Railroad Tax Arrears 2.....222.2.4м.... 
Petty CS REIR 
Water Operating Surplus ...... аи 


Remissions - Prior Years Taxes Returned ........................ 
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LICENSES — 


Alcoholic Beverages 2......лаллиыш 2,220.00 
АП Other ...............0ааа ыы EN 27,247.66 
Prepaid Licenses ............ шиини иии иинин ннн es 


FEES AND PERMITS ................о.....222....22.0000.. 3,793.75 


FINES — 


Magistrates (Municipal Courts) 27,877.00 
Library .....лллааал ыы " 2,640.24 
М. а. Checks Made Good Ne 114.55 
Interest and Costs on Taxes ........ KR 9,881.51 


Interest and Costs on Assessments ............. sss 11.52 
State Aid — Highway Lighting 2...л...о.о.00г.2000:еаыə 
Franchise Тах MM 
Gross Receipts Тах .............л0ша: 0 
Bus Receipts Tax .................2.. 2. 37,934.81 
Motor Fuel Tax Refund 
Rents From Municipal Property .......... essen 9,433.67 


Contribution - City of E. Orange - Passaic Valley Sewer ........................ 
Bil Board TS 
Stationery and Supplies (From Other Departments) 2. _........................ 
Second Class Railroad Property .....2........4 4002202. 
Penny Milk Program - Schools 222.2о.л....0шШ 
Penny Milk Program - U. S. Department Agriculture .... 125.16 
Bureau of Streezs 2...” ， 181.77 
Bureau of Sidewalks .............. sss eere 

Bureau of Sanitation ............. sess 

Port Newark Lease - Port of New York Authority 
Tax Sale Premiums - Chapter No. 149 ................................. 


Parking Meters RM 

Тах Premiums MM 
Federal Public Housing Authority ........................................ 10,602.49 
City of Newark Housing Authority tt 
Due From Airport Account 
State Road Aid - Chapter 62 
City’s Share - Vets Housing - Weequahic Park ................ 42,517.00 
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SPECIAL ITEMS OF GENERAL REVENUE — 
Parking Meter Surplus 


Port Newark Surplus К — 


DEDICATED REVENUE — 


Water Department Operating нас... 352,410.16 
Division of Port Development 2.2... e RÍO eem eene 
Water Capital КОЛОННА 225,710.44 
Division of Dog Control .......... sessi 2,176.00 


Protested Checks - Dog Control 
Prepaid Dog License ... 


Marriage Licenses 


Weights and Measures - Solid Fuel Fines 


CAPITAL FUNDS — 


Sale of City Property 
Temporary Notes - Bonds 
Bond Anticipation Notes 


. Improvement Authorization - Bonded 


ee 


IPM 


Reserve - Fire LOSS essere шипа тан мен ы 
Reserve - To Pay City Railway Debt 
Reserve - Port Newark Debt Service 


Reserve - Sale of City Property 


Permanent Bond Sale 


Reimbursement - Port Newark - Port Authority 
Sale of U. S. Treasury Bonds 


Reserve - Storm Damage 


Investments 


К nma 


TRUST FUNDS — 
Assessments Receivable - Regular ee 426.34 
Assessmenís Receivable - Tax Sale Liens 


Chapter No. 149, Tax Title Lien Assessments 


` Reserve - Foreclosure Fees - Tax Sale Liens 
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Public Affairs - Special Account Claims ............................ 11,658.79 
334.60 


Reserve - Salary and Wages 
Reserve - Army Base ............ 


Master Electricians License 


Reserve - Alice Hayes Estate ..................................... а. terree been 
Reserve - Police and Fire Pension Fu 
Interest on Special Trust Funds .22222.......2.22........ e 187.50 
Reserve - Deposit on Bids - Contracts sss seem 
Kinney Corp. - Lieu of BOO 
Homettes - Revenue 2... es 3,251.25 
Johnson Homes - Revenue лалы ・ 13,970.04 
F. P. H. A. - Revenue 

Rehabilitation - Revenue .ee 323.24 
Protested Checks - Homettes esee еее 
Protested Checks - Johnson Homes .................................... 41.15 
Protested Checks - Е. P. Н. А. .................: RR 
Protested Checks - Rehabilitation 2... ш.ш 
Security Deposit Fund - Homettes .............2 0 0МГІш 
Security Deposit Fund - Johnson Homes еменнен неге 10.00 


Security Deposit Fund - Е. Р. Н. А. .......... 
Security Deposit Fund - Rehabilitation 
Homettes * Maintenance 2ә.әол208676Ӛ76л,а1амп 


Auto Damage ......г141Д.2.....2....1102.200000086Ы50088Еə pe 
Tax Title Liens - Shade Te 
Reserve - Deposit on Bids - Foreclosed Property ............ 


Johnson Homes - Fire LOSS ee 


APPROPRIATION REFUNDS 一 


Department of Public Affairs oe "EM 115.90 
Department of Revenue and Finance 2222.24 s 
Department of Public Safety .222.2..2.2.22 2 140222... : 171.58 
Department of Public Works .pp 104.93 


Department of Parks and Public Property 
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. MISCELLANEOUS ITEMS — 


Tax Overpayments .......л22.22........00000000000001200-0000С0Ə 124.56 
Refunds - Excess Cashiers Collections линк 15.26 
Lease - 200 Washington Street Согр. ................................... 1,500.00 


Estate Funds ...................... 


Tax Sale Premiums 


Tax Sale Redemptions 222... ааа 
Unallocated Funds 2....2.2......л0а лы. 


Rents - City in Possession . | 576.75 
Foreclosed Property Sales .. … 1,752.50 
Other Accounts Receivable ................2.2....2.. 3.38 
State Road Ad 7,479.76 
Budget Operating Account ..........л..ол20ҙҘ hmmm 


P. A. Special Account Claims миниш. 


Franchise Tax - Fire Insurance Companies ....... А 
Franchise Tax - Domestic Life Insurance Companies .... ..........:............ 
Reserve - Feés - Application Hotel Certificates ........... көк өөөөнөөөнөнөн 
Damages - Rents City in Possession иная . 


Lease - Lawrence Street School ............... eee 2,311.00 


MISCELLANEOUS REVENUE NOT ANTICIPATED ....... 1,842.74 
Petty Cash Fünds Re-Deposited 


Savings and Loan Deposit Returned лесне 


Relief Department Deposit 2..........мл022002ə. 


%.4,282,788.36 


.1 HEREBY CERTIFY that the figures contained 
in this report are correct. 
William J. Griffin, 
Acting Auditor 


M. Ellenstein 
Director 


Ordered filed. 


The meeting then adjourned. 
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Minutes of the 
BOARD OF COMMISSIONERS 


JUNE - 19522 


Newark, N. J., June 11, 1952 


A regular meeting of the Board 
of City Commissioners of Newark 
was held in the Commission cham- 
bers on the above date, with all 
five commissioners present. After 
the reading of the minutes of the 
previous meeting was dispensed 
with on motion of Commissioner 
Keenan, Mayor Villani then offered 
the following ordinances: 


6424 Provides for the closing on 
Sunday of all stores dealing in 
household supplies. After a first 
reading the ordinance was ordered 
to a third and final reading on 
June 25. АП commissioners ар- 
proved. 


6426 | Commissioner Moran  pre- 
sented an ordinance controlling the 
Size and setting of vertical soil vent 
stacks in buildings ten or more 
stories in height. Approved by all 
commissioners and set for a final 
hearing and adopt.on June 25. 


6427 Amends zoning ordinance af- 
fecting vicinity of Mitchel Place 
and Rose Street. Extends second 
residence district. After passage on 
first reading it was ordered for a 
public hearing aid final passage 
June 25, 1952. 


6428 An ordinance regulating 
construction, repairs, alterations and 
removal of buildings. Applies to 
foster homes accommodating less 
than fourteen children under 16 
years of age. June 25 was set as 
date for public hearing and final 
passage. 


6429 An ordinance granting per- 
mission to P. Ballantine & Sons to 
construct and maintain a bridge 
over Ferry Street near Christie 
Street. Date for a public hearing 
and final passage was fixed for 
June 25, 1952. 


6430 An ordinance creating per- 
manent positions in the Department 
of Public Works. Commissioner El- 
lenstein was opposed to this and 
two other similar ordinances. He 
declared the ordinances would per- 
mit the appointment of temporary 
employees and lower “Һе barriers 
for increased payrolls. The ordin- 
ance covered the following divisions 
in the department: sewer, house 
sewer connections, streets, side- 
walks, surveys, lighting, engineer- 
ing, Board of Adjustment, Build- 
ings, electrical, Central Planning 
Board, smoke abatement, weights 
and measures, stationery and sup- 


plies and water engineering. June 
25 was set for-a public hearing and 
final passage. Commisioner Ellen- 
stein was recorded in the negative. 


6431 An ordinance creating per- 
manent positions in the Department 
of Parks and Public Property, cov- 
ering the following divisions: bureau 
of baths and pools, bureau of public 
buildings, bureau of sanitation, city 
clerk's office, division of accounts, 
division of inventories, law depart- 
ment, municipal courts, and the 
shade tree bureau. Commissioner El- 
lenstein voted in the negative and 
on motion of Mayor Villani June 25 
was set for a public hearing and 
final passage. 


6432 An ordinance creating per- 
manent positions in the Department 
of Public Affairs and covering the 
following divisions: bureau of 
health, Newark City Hospital, con- 
valescent hospital, Ivy Haven, divi- 
sion of welfare, division of dog con- 
trol On motion of Commissioner 
Moran June 25 was set as the date 
for a public hearing and third and 
final reading. Commissioner Ellen- 
stein was recorded as voting “no”. 


6433 An ordinance up for a pub- 
lic hearing and final passage pro- 
vides for an increase in the present 
salaries of certain persons in the 
employ of the City of Newark. The 
ordinance was adopted by unani- 
mous vote of the Commission. 


6434 Up for final hearing ап 
amendment to an ordinance pro- 
viding for the creation of a Board 
of Public Safety, and providing for 
salaries for the same. Adopted by 
unanimous vote of the Commission. 


6435 An ordinance fixing salaries 
in the police and fire divisions of 
the Department of Public Safety. 
The ordinance was approved by 
unanimous vote of the Commission. 


6436-6465 Resolutions covering ap- 
propriations for salaries, bills, and 
payrolls: 


$37,348.57, 158 items; $3,040.88, 3 
items; $207,473.77, 38 items; 
$18,377.70, 13 items all of the De- 
partment of Parks and Public Prop- 
erty. 


$32,159.12, 18 items; $66,357.50, 2 
items; $2,515.24, 1 item; $4,653.26, 
10 items; $381,795.17, 50 items; $13,- 
564.80, 2 items; $1,231,483.00, 2 
items; $34,933.95, 10 items all of 
the Department of Revenue and Fi- 
nance. 


$378.00, 1 item; $120.00, 2 items; 
$28,289.46, 3 items; $347,066.24, 11 
items; all of the Department of 
Public Safety. 


$14,848.56, 2 items; $23,564.16, 22 
items; $18,076.21, 6 items; $562.27, 
1 item; $326,287.16, 6 items; $28, 
021.94, 2 items; $21,715.64, 42 items; 
$36,515.21, 31 items; all of the De- 
partment of Public Works. 


$176,182.00, 16 items; $386.52, 2 
items; $56,330.04, 20 items; $5,092.10, 
18 items; $715.35, 2 items; $3,386.82, 
17 items all of the Department of 
Public Affairs. 


6466 Corrects error in Resolution 
6383, adopted May 26, 1952. Re- 
lates to payment of taxes on prop- 
erty 270-376 Parker Street. 


6467 . Commends Edmund W. Woll- 
muth, retiring executive vice pres- 
ident of the Newark Chamber of 
Commerce, for his 30 years of ser- 
vice and for his able leadership in 
the conduct of industrial and busi- 
ness affairs, in the civic and social 
life of the city. 


6468 Expresses sympathy of the 
City Commissioners and of the peo- 
ple of Newark on the death of his 
Excellency, Thomas Joseph Walsh, 
Archbishop of the Diocese of New- 
ark. 


6469 Ехргеззез regret on removal 


from Newark to Miami of .Phil 
Brito, and thanks him for his many 
` services to charitable and other af- 
fairs. 


6470 Provides for emergency reso- 
lution to рау Ma-cgaret Kress. the 
sum of $45,000 in settlement of an 
action pending 11 the Superior 
Court in which compensation for 
injuries received while a nurse in 
Newark City Hospital was sought. 
The unanimous vote of the Commis- 
sion approved the resolution. 


6471 Authorizes the issuance of 
$25,000 of bond anticipation notes 
to defray cost of improvements to 
the water supply system, pursuant 
to an ordinance adopted October 
19, 1949. 


6472 Authorizes issuance of $50,000 
worth of bond anticipation notes to 
defray cost of improvements to the 
water supply system, pursuant to an 
ordinance adopted July 26, 1950. 


6473 Authorizes issuance of $250,- 
000 of bond anticipation notes to 
provide for financing improvements 
of various public buildings, pursu- 
ant to an ordinance approved May 
2, 1951. 


6474 Authorizes issuance of $50,000 
worth of bond anticipation notes to 
cover cost of improvements in the 
water supply system, pursuant to 
an ordinance approved April 18, 
1951. 


6475 Authorizes the issuance of 
$243,000 worth of bond anticipation 
notes toward the cost of fire ap- 
paratus, pursuant to an ordinance 
approved April 4, 1951. 


6476 Authorizes the cancellation of 
certain delinquent taxes - Robert 
Bank and thirteen others - pursu- 
ant to Қ. S. 54:4-91.2. 


6477 Grants tax exemptions of 


$500 to Elden Hardware Co., and 
18 other honorably discharged ser- 
vice men and women of the United 
States Armed services. 


6478 Authorizes the cancellation of 
certain delinquent atxes - C. A. 
Burchards and 15 others - pursuant 
to В. S. 54:4-91.2. 


6479 Authorizes cancellation of 
certain delinquent taxes - Dr. Hy- 
man R. Baer, and 8 others - pursu- 
ant to R. S. 54:4-91.2. 


6480-6485 Grants permission to 
hold fireworks display to Society 
of Maria S. S. Del Carmine of St. 
Rocco's Church; the Civic Clubs 
Council and Essex Motor Racing 
Corporation, and approves bonds of 
$10,000 each presented by the appli- 
cants. 


6486 Approves request of the New- 
ark Housing Authority for permis- 
sion to close an area bounded by 
West Kinney Street, Hunterdon 
Street, Springfield Avenue, Seven- 
teenth Avenue and Belmont Ave- 
nue, all of which are located on the 
site of a new housing project. 


6487 Authorizes Director of Rev- 
enue and Finance to execute a cer- 
tificate of cancellation on tax sale 
certificate Мо. 3453, to James р’ 
Auria. 


6488 Authorizes the Director of 


Public Affairs to renew lease „ог ` 


two years, on land at 78-96 Man- 
chester Place, on which there is 
located veteran’s housing. 


6489 Appropriates $200 toward the 
cost of a fellowship to Rutgers Work 
Shop in Human Relations, which 
request was made to the Commis- 
sion by the Newark Civil Rignts 
Commission. 


6490 Grants to Maria S. Caprio 
an extension of 4 months in whicn 


. 
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to record final judgment in the 
foreclosure proceedings on Tax Sale 
Certificate No. 31630. 


6491 Authorizes a refund of $50 to 
George Stadler, 96 Ward Place, 
South Orange, which amount rep- 
resents fee for Master Plumbers 
License, for which the applicant 
was not eligible. 


6492 Authorizes the remittance by 
the City of $100 to Harry Germano, 
$50 to Nicholas Lansandro and $25 
to Saul E. Sultan, same amounts 
representing fines imposed by local 
courts, which judgment was re- 
versed by the Appellate Court. 


6493 Authorizes payment of $950 to 
C. Salvatore & Sons and Joseph 
Miele Contracting Co., Inc, in set- 
tlement of claim of $8,088.56 which 
amount they sought in connection 
with a contract with the City. 


6494 Approves surety bond sub- 
mitted by Surety Corporation Bond, 
Standard Accident Insurance Com- 
pany in behalf of Nesto Construc- 
tion Company, which has contract 
for paving of East Peddie Street 
and Wright Street. 


6495 Approves contracts with the 
C & L Coal-Warren Ісе & Trucking 
Co., for 9,780 tons of coal at a total 
cost of $95,876.35; Franklin Inter- 
national Coal Co., for 493 tons of 
coal at a total cost of $7,926.42; 
Wilbur Fredericks, Oak Ridge, N. J., 
for 150 tons of coal at a total cost 
of $3,114; with S. Smith Coal and 
Oil Со. for 3,670 tons, at a total 
cost of $42,094.90, a grand total of 
$149,013.67. 


6496 Approves contracts with 
Flagstaff Foods, Perth Amboy, 
Max Millinger, Union, and Weber 
Coffee Co., for delivery to City Hos- 
pital, Convalescent Hospital and Ivy 
Haven of $18,301.96 of food stuffs, 


over a period of three months. 


6497 Approves contract with the 
Gamewell Company, Newton Upper 
Falls, Mass., for 13 6-cireuit fire 
alarms and time recorders at $1,557 
each and one master clock to oper- 
ate records, at a cost of $1,057.25. 
a total of $21,038.25. 


6498 Approves contract with S. Н. 
Grossman, Inc. for 1952 Dodge auto 
at a cost of $2,953.63. Car for use 
at Ivy Haven. 


6499 Accepts $3,200 from Mitchell, 
Ine., of Butler, for fill which they 
agree to remove from borrow pit 
West Milford. Newark watershed 
property. 


6590 Approves offer of John Van- 
der Stad, Oak Ridge, for purchsse 
of standing брег from Newark 
Watershed. Oak at $16 per m. bd. 
ft, Hemlock and White Pine at 
$14, other specie at $14, approxi- 
mately 227.510 bd. ft. Standing tim- 
ber on Clinton tract, at $21.50 for 
oak, 21.50 for hemlock and white 
pine and $15 for other specie, ap- 
proximately 53,700 ft. 


6501 Арргоуев сопігасі with 
Smith Tractor & Equipment Co., 
Union for purchase of one used 
1948 wheel tractor for $2,650. 


6502 Awards contract for construc- 
tion of Mary Street storm sewer to 
Frank Domenick & Co., for $3,460. 


6503 Awards contract to Bordens 
Milk Products of N. J., for furnish- 
ing milk, etc. to City Hospital, Con- 
valescent Hospital and Ivy Haven 
for a period of six months for $22,- 
654.84. ` 


6504 Promotes various members in 
the Department of Public Works. 
Charles P. Woodnut, and Arthur J. 
Simpson from assistant to principal 
assistant engineer; Carlton E. Swain, 


transitman and Walter Anderson, 
engineer draftsman to assistant eng- 
ineers; John T. Bisch, engineer 
draftsman to assistant engineer and 
Joseph P. Remmele, engineer drafts- 
man to.assistant engineer. 


6505 Appoints siizabeth Knopf, 
315 Leslie Street to office of temp- 
orary billing machine operator- 
clerk at an annual salary of $2,501, 
effective June 1. 


6506 Appoints Allen J. Dowd to the 
position of assistar.t traffic engineer 
in the police division, effective July 
1st. 


6507 Retires on kehalf of her sal- 
ary of $3.600 Jesnette Hawkins, 
public health nurse effective June 
14. 


6508 Rescinds resolution 6316 adop- 
ted May 14, appointing Albert 
Borok to Newark Housing Authori- 
ty to serve a term of five years from 
October 22, 1952 to April 22, 1957. 
Reappoinls for the same length 
term to run from April 20, 1952 to 
April 20, 1957. 


6509 Rescinds City Commission ac- 
tion of May 20, g-anting return of 
$8,640.09 to Dr. Charles V. Craster, 
retired Newark Health Officer. 
This amount was paid Dr. Craster 
after his retirement under the State 
Pension Fund Act. The payment 
represented the amount he paid 
into the Pension Fund of Health 
Department Employees. The Corp- 
oration Counsel was instructed to 
institute proceedings looking toward 
the return of tha: amount to the 
Departmental pension fund. 


6510-6524 Тһе following applica- 
tions for variances from the Zon- 
ing ordinance wrere acted upon. 


George Fredericks, renewal of 
parking station permit, 53-65 Penn- 


sylvania Avenue, and 45 Parknurst 
Street. Approved. 


Sydney М. Dornbusch, parking 
station renewal, 41-43 Court Street. 
Approved. 


Thomas Flynn, renewal of park- 
ing station permit, 6-10 Elder Place. 
Approved. 


Matthew Mazur, renewal of park- 
ing station permit, 723-733 McCarter 
Highway. Approved. 


Hopping-Philips Motors, Inc, re- 
newal parking station permit, 24- 
30 Green Street. Approved. Also re- 
newal of auto sales station, 12-34 
Lafayette Street. Approved. 


Nick Caputo, parking station per- 
mit renewal, 1095-1103 Raymond 
Boulevard. Approved. Also auto 
parking station renewal, 18-20 Edi- 
son Place. Approved. Also parking 
station renewal, 15 Edison Place. 
Approved. 


Laura M. Rose, permit for beauty 
parlor, 262 Hunterdon Street. Ap- 
proved. 


George Hundley, addition to dry 
cleaning establishment, 275 West 
Kinney Street. Approved. 


George B. Osmund, establishment 
of a sheet metal and machine shop, 
premises 262 Bergen Street. Ap- 
proved. 


Ralph Sherman, addition to dry 
cleaning establishment, 895 Bergen 
Street. Deferred for two weeks. 


Hopping-Philips Motors, Inc., for 
renewal of permit for auto sales 
station, 878-880 Broad Street. Ap- 
proved. 


Ernest Stefanelli, erection of a 
gasoline station, 263-269 Heller 
Parkway. Approved after hearing. 


On motion of Commissioner Car- 
lin, the meeting was adjourned. 


Newark, N. J., June 25, 1952 


А regular meeting of the Board of 
Commissioners of the City of New- 
ark, N. J. was held on the above 
date in the Commissioners! Cham- 
ber, City Hall, Newark, at 2:00 P.M. 


Present: Commissioners Carlin, 
Ellenstein, Keenan, Mayor Villani. 


Reading of the minutes of the 
previous meeting was dispensed 
with. 


6525 - An ordinance creating per- 
manent positions in the various di- 
visions and bureaus of the Depart- 
ment of Public Safety, and fixing 
salaries and increments for the 
same. Passed on first reading. The 
date of July 9th, was fixed as the 
time for a public hearing and final 
passage. 


6526 - On final reading an ordinance 
providing for the Sunday closing of 
stores and warehouses dealing in 
household appliances. Approved by 
vote of 3 to 1, Commissioner Moran 
being recorded in the negative. 


6527 - An ordinance amending Sec- 
tion 1013, Paragraph 2, revised or- 
dinance of 1913, on third and final 
reading. It was approved by unani- 
mous vote. 


6528 Ап ordinance amending Zon- 
ing Ordinance adopted January 8th, 
1930 up for final reading. Approved 
by unanimous vote. 


6529 - Amends ordinance to regu- 
late the construction, repair, alter- 
ation, and removal of buildings, 
adopted July 15, 1924. Commissioner 
Carlin moved an amendment to Par. 
111, section 448, after which the 
Commission unanimously approved 
the amending ordinance. 


6530 - Ordinance granting permis- 
Sion to P. Ballentine & Sons to con- 
Struct a bridge over Ferry Street. 
Approved on final reading. 


6531 - For public hearing and final 
reading an ordinance creating per- 
manent positions, and fixing salaries 
for the same, in the Department of 
Public Works. On motion of Com- 
missioner Ellenstein action was de- 
ferred for two weeks. 


6532 - For a public hearing and final 
reading an ordinance creating per- 
manent positions, and fixing salaries 
for the same, in the Department of 
Parks and Public Property. Action 
deferred for two weeks. 


6534 to 6560 - Appropriations for 


' bills, claims and payrolls: $1,979.43, 


7 items; $12,178.92, 13 items; $250, 
960.46, 226 items; $206,228.04, 38 
items, all of the Department of 
Parks and Public Property. 


$57,850.80, 9 items; $13,060.79, 2 
items; $32,373.02, 24 items; $6,359.24, 
6 items; $32,044.68, 18 items; $40, 
712,50, 2 items; $2,526.15, 1 item; 
all of the Department of Revenue 
and Finance. 

$14,858.56, 2 items; $885.00, 1 item; 
$23,464.16, 22 items; $18,210.77, 9 
items; $29,131.08, 2 items, $34,704.59, 
57 items; $6,203.10, 40 items; all of 
the Department of Public Works. 


$56.75, 2 items; $101,797.22, 4 items; 
*$346,483.40, 11 items all of the 
Department of Public Safety. 


$175,705.93, 16 items; $386.52, 2 
items; $492.28, 1 item; $2,664.91, 7 
items; $4,056.84, 18 items; $40,519.55, 
.21 items; all of the Department of 
Public Affairs. 


6561 - 6562 - Approves and affirms 
in all respects the report of the Cen- 
tral Planning Board made of the 
Branch Brook Park Development 
Area, R-81 declacing it to be а 
blighted area. This action taken on 
request of the Newark Housing 
Authority which plans a huge de- 
velopment for the area. 


6563 - Authorizes the issuance of 
$307,000 of Bond Anticipation Notes 
to be used for the acquisition of 
equipment and furnishings for the 
Department of Public Safety, pur- 
suant to an ordinance adopted April 
2, 1952. 


6564 - Authorizes the Director of 
Revenue and Finance to invest $400, 
000 of a cash balance in the capital 
account in United States Treasury 
notes. 


6565 - Cancels assessments 248-250 
Montclair Avenue, now used as a 
parsonage. 


6566 - Approves the return to Patsy 
Fernicola, purchaser of tax certifi- 
cate No. 33,505, the sum of $1,112.51, 
representing the arnount he paid for 
Such certificate covering premises 
257-261 Elm Street, which property 
was redeemed by owner. 


6567 - Corrects resolution No. 3991 
adopted April 4, 1951, as it relates 
to Certificate No. 33,965 which was 
inadvertently included in resolution 
covering sale of certificates. 


6568 - Extends time for recording 
final foreclosure on Certificate 33963 
covering property at 310 No. Tenth 
Street, from September 26, 1949 to 
November 1, 1949. 


6569 - Extends time for recording of 
final foreclosure оп Certificate 
33.964 covering premises 308 North 
Tenth Street, from September 26, 
1949 to November 1, 1949, 


6570 - Extends time for recording 
final foreclosure on Certificate Хо. 
30,299 covering premises 76-82 Graf- 
ton Avenue from May 31, 1952, to 
November 31, 1952. 


6571 - Grants Property Improvement 
Corp., an extension of time in which 
to file final foreclosure on Certifi- 
cate No. 30,298, covering premises 
76-82 Grafton Avenue, from May 
31, 1952 to November 31, 1952. 


6572 - Extends for Howard Corp., 
the time for final recording of fore- 
closure proceedings on Certificate 
No. 24128, covering premises 474-80 
Sixteenth Avenue, from May 31, 
1952 to November 31, 1952. 


6573 . Exempts from requirements 
of Res. No. 3991, adopted April 4, 
1951, Certificate No. 21830 purchas- 
ed by Vincent Caruso, and which 
covers premises 10 Prospect Place. 


6574 - Extends time in which final 


foreclosure proceedings are to be 
filed covering certificate No. 21830, 
and the premises of 10 Prospect 
Place, from March 1, 1951 to De- 
cember 25, 1952. 


6575 - Authorizes the Director of 
Publie Works to apply to the State 
Highway Commissioner for һе 
transfer of State Aid funds in the 
amount of $44,100. This amount re- 
presents totals below estimates in 
the paving of Clark and five other 
streets. 


6576 - Authorizes the City Clerk to 
advertise for bids for the improve- 
ment of Fairmount Avenue from 
South Orange Avenue to West Mar- 
ket Street. 


6577 - Authorizes the Director of 
Public Works to advertise for sealed 
proposals for the grading, curbing 
and paving of Mary Street. 


. 6578 - Returns deposits of $10 each 


to five bidders on electrical work 
to be done at the Montgomery Street 
bath house. 


6579 - Grants right of way to Smoke 
Rise Company, Inc, of Kinnelon 
Borough, Morris County, to provide 
access to their property. Such right 
of way granted by license agree- 
ment for consideration of $1.00, and 
revocable in 60 days, conditional 
that the same be maintained in a 
serviceable condition and without 
danger of pollution to the Newark 
water supply. Bonds for insurance 
against property damage, personal 
danger, etc., requested. 


6580 - Approves proposal of lease of 
property at 152-62 Wilson Avenue 
for use by the Traffic Maintenance 
and Signal division of the Police 
department. Period of lease at $500 
a year to run for five years with 
right of renewal. Commissioner 
Elienstein voted no, on the ground 
‘that the terms of the lease were 
objectionable. 


6581 - Authorizes the Director of 
the Department of Public Affairs 
to lease for use as a health station 
the premises at 109 Brooms Street, 
at an annual rental of $900 a year. 


6582 - Approves contracts with Davis 
White Co., Lair & Brydon, Lincoln 
Brisket Co., and Martin Packing Co., 
for supply of meats and poultry for 
the City and Convalescent Hospitals 
and Ivy Haven. Contract to cover 
period from June 30, to August Ist, 
1952. Total cost $14,679.66. 


6583 - Approves contract with S. H. 
Grossman Inc., for a ЗА ton Dodge 
truck for the Motor Division of the 
Department of Parks and Public 
Property. Cost $1,789.30. 


6584 . Approves contract with S. H. 
Grossman Inc, for 3 ton Dodge 


truck for use in the Bureau of Water 
Cost $3,068.17. 


6585 - Approves contract with the 
Parking Meter Co., of N. J. for 500 
Mark-Time parking meters at a 
total cost of $23,975. Total cost of 
each machine, $61, and an allowance 
of $10 for each of the 500 old ma- 
chines traded in. 


6586 - Approves contract with the 
Parking Meter Co., of N. J., for 1,300 
traffic control signals, at $35 each, 
a total of $45,500. 


6587 - Approves contract with Min- 
nesota Mining & Manufacturing Co., 
of St. Paul, Minn., for 50 rolls of 
No. 2250 flat top Scotchlife reflec- 
tive sheeting, at a total of $10,200. 


6588 - Awards contract for street 
pavement restoration in Newark 
and vicinity to M. J. Sheridan & 
Son, for $9,350., the low bid. 


6589 - Grants pension of $1,975, half 
pay, to Howard R. Baldwin, inspec- 
tor in the water service department 
of the Water Accounts Div. 


6590 - Appoints Thomas W. Harring- 
ton to the position of patrolman in 
the Police Division of the Depart- 
ment of Public Safety. Effective 
June 29, 1952. : 


6591 - Appropriates $500 each to 
Walter S. Baver, engineer in charge 
of the Bureau of Sewers and August 
E. Zentgraf, engineer in charge of 
Bureau of Surveys, to cover cost 
of expenses to annual Convention 
of the American Public Works Asso- 
ciation to be held in Lcs Angeles, 
August 24-27, 1952. 


6592 - Appropriates $600 to Mayor 
Vilani to cover cost of expenses to 
the Conference of Mayors to be held 
in Calgary, Canada, June 26th to 
July 12th, 1952. 


6593 to 6608 - Requests for variance 
from the Zoning ordinance: 


Edward and Jane R. Taub for 
renewal of permit for auto parking 
station, at 457-46. Washington St. 
Approved. 


George Metsopulos, renewal of 
permit for parking station at 222- 
224 Academy Street. Approved. 


Austin’s Service Center Inc. Re- 
newal of parking station permit for 
375-93 Raymond Boulevard. 
Approved. 


Madison Realty Co., for cutting, 
titting апа finisiing of parquet 
flcoring at 630 Springfield Avenue. 
Approved. 


Olympic Motors for establishment 
of used car sales station at 272-84 
Elizabeth Avenue. Approved. 


Anthony V., & Marie Cuozzo, for 
a gasoline station and lubritorium 
at 427-435 Chestnut Street. 
Approved. - 


Evins De Bose, for erection of auto 
repair shop at 113-115 Johnson St. 
Appproved. 


Ray High, Construction of one- 
car garage at 161 Woodside Avenue. 
Approved. 


Milton C. Tauder, Manufacture of 


wooden handles for brushes, furni- 
ture, and umbrellas, at 129-31 Wav- 
erly Avenue. Approved. 


Ernest Zoll Establishment of 
wholesale florist in existing garage 
building at 269-71 South Ninth St. 
Approved. 


Irving Lynn, Establishment of 
used car sales station at 411-17 Eliza- 
beth Avenue. Approved. 


Milette, Inc, For manufacture of 
women's and children's garments on 
premises 88-100 West Market Street. 
Approved. 


Charles Simmons, For addition of 
one apartment per floor to three- 
story apartments alloted for prem- 
ises 55-57 Wallace Street. Approved. 


Zyline Inc. For manufacture of 
eye glass frames on premises 88-100 
Shipman Street. Approved. 


Ralph Sherman. For addition of a 
dry-cleaning unit in existing tailor 
shop at 895 Bergen Street. Following 
lengthy hearing at which one objec- 
tor appeared the application was 
approved. 


6609 - Municipal Court reports, also 
City Clerk's, Weights and Measures, 
Alms House and Building Depart- 
ment for the month of May received 
end ordered filed. 


6610 


DEPARTMENT OF REVENUE AND FINANCE 
CITY HALL 
NEWARK 2, NEW JERSEY 


To the Honorable Commissioners 
of the City of Newark, New Jersey. 


Gentlemen: 


In accordance with the Act of the Legislature entitled “А Further 


Supplement of the Act entitled “Ап Act to Amend and Revise the Charter 
of the City of Newark, New Jersey' approved February 22, 1866," I here- 
with present a statement of the receipts and disbursements for the month 
. of May 1952: 


Cash on hand, April 30, 1952 
Receipts - May 1952 


линии $10,964,242.04 
НОН 7,513,278.84 


$18,477,520.88 
Disbursements - Мау 1952 .............2....2....... 6,647,021.64 
Cash on hand, Мау 31, 1952..........22.2.2122... $11,830,499.24 


Yours respectfully, 


Meyer C. Ellenstein, Director 
Department of Revenue and Financ? 


LR/g Per Leo A. Reilly 
DISBURSEMENTS 

By Warrant - City - Current ................. анана $6,180,620.47 
By Warrant - City - Trust sess шины. 3,755.00 
By Warrant - City - Capital 26,824.18 
By Warrant - Water - Operating о... 263,058.81 
By Warrant - Water - Capital 2.........л08ы. 18,909.94 
By Warrant - Dog Control ...........е-ш 2,288.71 
By Warrant - Homettes .............. аш 1,058.96 
By Warrant - Johnson Homes 9,505.43 


By Warrant - Rehabilitation tws 76.95 
Redemptions 2.2... ыы. 7,309.05 
Premiums ee 585.00 
Rabies Control Ne 267.00 
Water - Bond Ans icipation NO 115,000.00 
City - Bond Antie:pation Not 13,500.00 
N. G. Checks - City 3,999.64 
N. G. Checks - Water 194.74 
N. G. Checks - Homettes 30.00 
М. а. Checks - Dog Licenses „имении 2.00 
М. G.. Checks - Johnson Homes Ne 41.75 

$6,647,021.54 

RECEIPTS 

City - Current ...... дин $7,069,688.65 
City -Trust лан 1,313.88 
City - Capital ec 13,500.00 
Water - Operating ............ или лица 327,697.57 
Water - Capital 2.2... ааа 80,000.00 
Johnson -Homes .... 14,393.74 
НотеМез ee 2,938.00 
Rehabilitation мшш шшш нши иши иии аннин, |. 367.00 
Dog Licenses MM . 8,860.00 

$7,513,278.84 


On motion о: Commissioner Moran the meeting was adjourned. 
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WEST SIDE PRINTING HOUSE 
240 W. Kinney St., Newark 3, М. J. 
17 «3 


Minutes of the 
BOARD OF COMMISSIONERS 


JULY 


Newark, N. J. July 9, 1952 


A regular meeting of the Board of 
Commissioners of the City of New- 
ark, N. J., was held on the above 
date in the Commissioners’ Cham- 
ber, City Hall, Newark, at 2:00 P. M. 


Acting Mayor Ellenstein: Тһе 
meeting will come to order. The 
Clerk will call the roll. 

Present: Commissioners Carlin, 


Ellenstein, Keenan, Moran. · 
Absent: Mayor Villani. 


Commissioner Carlin moved that 
the reading of the minutes of the 
previous meeting be dispensed with. 


The City Clerk presented on first 
reading an ordinance to amend an 
ordinance entitled, “An ordinance to 
establish a board of assessors for 
local improvements and to provide 
for the appointment of the members 
thereof.” After considerable discus- 
sion by the Board of Commissioners, 
action on the ordinance was defer- 
red for two weeks. 


6611 - An Ordinance making an ap- 
propriation to finance the cost of 


1952 


improving portions of St. Charles 
Street and Grafton Avenue. The 
date set for further hearing and , 
final passage was July 23rd. 


6612 - An Ordinance to supplement 
and amend an ordinance entitled 
“Zoning Ordinance of the City of 
Newark, N. J.” adopted January 8, 
1930, as amended and supplement- . 
ed. July 23rd was the date set for 
further hearing and final passage. 


6613 - Ап Ordinance creating per- 
manent positions in the Office of the 
Director of the Department of Pub- 
lic Safety, Police Division, Fire Di- 
vision, License Division, Division of 
Publie Transportation and the Divi- 
sion of Traffic Regulation and Con- 
trol (Parking Meters), of the De- 
partment of Public Safety, and 
establishing salaries therefor. Action 
on the ordinance was laid over 
until August 6th. 


6614 - An Ordinance creating per- 
manent positions in the Director’s 
Office of the Department of Public 
Works and in the following divisions 
and/or bureaus: Sewers, House 
Sewer Connections, Streets, Side- 
walks, Surveys, Lighting, Engineer- 


ing, Board of Adjustment, Build- 
ings, Electrical, Central Planning 
Board, Smoke Abatement, Weights 
and Measures, Sta-ionery and Sup- 
plies апа Water -- Engineering, 
and establishing salaries therefor. 
Action on the ordinance was defer- 
red until August 6th. 


6615 - An Ordinarce creating per- 
manent positions іп the Office of 
the Director of the Department of 
Parks and Public Property, Bureau 
of Baths and Pools, Bureau of Public 
Buildings, Bureau of Public Build- 
ings-City owned Property, Bureau 
of Sanitation, Bureau of Sanitation- 
Motors Division, Сгу Clerk's Office, 
Division of Accounts, Division of 
Inventories, Law Department, Mu- 
nicipal Courts, and the Shade Tree 
Bureau апа establishing salaries 
therefor. Action on the ordinance 
was laid over until August 6th. 


6616 - An Ordinance creating per- 
manent positions in the Office of 
the Director of the Department of 
Public Affairs, Bureau of Health, 
Newark City Hospital, Convales- 
cent Hospital, Ivy Haven, Division 
of Welfare, Division of Dog Control, 
and establishing salaries therefor. 
Action on the ordinance was laid 
over until August 6th. 


Commissioner Carlin moved 
that the City Commission reaffirm 
its position on the first ward hous- 
ing project. Commissioners Carlin, 
Moran and Ellenstein voted in the 
affirmative, Commissioner Keenan 
.did not vote on the motion. 


6617 - 6646 - The Board of Commis- 
sioners approved the following ap- 
propriations for bills, claims and 
payrolls: 


The sum of $4,034.61, 13 items; 
$43,109.79, 1 item; $1,571.98, 4 items; 
$209,994.65, 38 items; $30,620.60, 205 
items, being the bills and claims of 


the Department of Parks and Pub- 
lic Property. 


The sum of $5,510.93, 5 items; 
$8,189.11, 65 items; $5,276.55, 8 items; 
$2,537.50, 1 item; $32,044.68, 17 
items; $369,606.25, 4 items; $13,145.44 
2 items; $500,000.00, 1 item, being 
the bills and claims of the Depsrt- 
ment of Revenue and Finance. 


The sum of $32,636.39, 3 items, 
$314.50, 5 items; $347,065.70, 11 
items, being the bills and claims of 
the Department of Public Safety. 


‚ Тре sum of $15,102.25, 2 items; 
$28,877.22, 2 items; $61,672.05, 2 
items; $6,192.97, 29 items; $26,163.37, 
35 items; $23,505.30, 23 items; $18, 
434.94, 6 items, being the bills and 
claims of the Department of Public 
Works. 


The sum of $14,200.67, 21 items; 
$4,196.19, 17 items; $46,683.63, 14 
items; $1,144.84, 2 items; $176,278.60, 
16 items; $386.52, 2 items; $650.51, 
2 items, being the bills and claims of 
the Department of Public Affairs. 


6647 - A resolution declaring that a 
continuance of Federal Rent Control 
in the City of Newark is required 
to April 30, 1953, as provided in 
Section 201, Paragraph (1) (B) ой 
the Amendments to Housing and 
Rent Act of 1947, as amended, ap- 
proved June 30, 1952. A notice of 
the adoption of this resolution was 
directed sent to the President of the 
United States, pursuant to рага- 
graph 2 of Section 201, aforesaid. 


6648 - Pursuant to the: ordinance 
making an appropriation to pay the 
City's share of the cost of an ad- 
ditional water supply to be obtained 
by the North Jersey District Water 
Supply Commission for the City and 
certain other municipalities, provides 
for the issuance of Bond Anticipa- 
tion Notes in the amount of $911, 
250.00. Moneys raised by the issu- 
ance of these notes are to be applied 


ө, 
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to ізе payment of $405,000 of notes 
payable. July 12, 1952 and $506,250 
of notes payable July 25, 1952, now 
outstanding and issued pursuant to 
this ordinance. 


6649 - Authorizes issuance of bond 
anticipation notes in the amount of 
$25,000 pursuant to the ordinance 
authorizing improvements to the 
water supply system of the City of 
Newark. Moneys raised by the issu- 
ance of these notes are to De applied 
to the payment of the principal of 
$25,000 outstanding notes heretofore 
issued and payable on July 29, 1952. 


6650 - Authorizes issuance of bond 
anticipation notes in the amount of 
$50,000 pursuant to the ordinance 
authorizing improvements to the 
water supply system of the City of 
Newark. Moneys raised by the is- 
suance of these notes are to be 
applied to thé payment of the prin- 
cipal of $50,000 outstanding notes 
heretofore issued and payable July 
16, 1952. 


6651 - Pursuant to the ordinance 
authorizing improvements to the 
water supply system of the City of 
Newark, authorizes issuance of 
bond anticipation notes in the 
amount of $25,000. Moneys raised 
by the issuance of these notes are 
to be applied to the payment of the 
principal of $25,000 outstanding 
notes heretofore issued and payable 
July 29, 1952. 


6652 - Pursuant to the ordinance 
authorizing the grading, curbing, 
paving and other improvements of 
Monteith Ave. from North Sixth 
Street to the Newark - Belleville 
Line, as a local improvement, auth- 
orizes issuance of bond anticipation 
notes in the amount of $16,150.00. 
Moneys raised by the issuance of 
these notes are to be applied to the 
payment of the principal of $16,150 
outstanding notes heretofore issued 
pursuant to this ordinance, and pay- 


able on July 27, 1952. 


6653, 6656 - Grants permission to 
the Society of St. Rocco of Lucy’s 
Church to conduct a fireworks dis- 
play throughout its parish during a 
parade on August 14th, 15th, 16th 
and 17th, 1952. Bond furnished by 
said Committee as principal, and 
Indemnity Insurance Co. of North 
America, as surety, was approved. 
6654, 6655 - Grants permission to 
the Society of Maria S. S. Della 
Neve and S. Gusseppe of St. Lucy’s 
Church to conduct a fireworks dis- 
play 'throughout St. Lucy's parish 
on July 26th and 27th, 1952. Bond 
furnished by said committee as 
principal, and Indemnity Insurance 
Co. of North America, as surety, 
was approved. 


6657 - Authorizes the Director of 
the Department of Public Affairs to 
execute agreements for the purchase 
of properties at 69 Bergen Street, 
114, 116 and 118 Cabinet Street, in 
connection with construction of New 
City Hospital. 


6658 - Authorizes refund of $92.00 
to the Stanley Co. of America, this 
sum representing advance license 
fee for the Hawthorne Theatre, 
which theatre was closed on June 
11, 1952. 


6659 - Approves appropriation .of 
sum of $300 from the Newark Civil 
Rights Budget  Appropriation, to 
Police Sergeant Oliver Kelly to de- 
fray his expenses for tuition, trans- 
portation апа hotel expenses in con- 
nection with his attendance at the 


Police and Racial Tensions seminar, 


to be held at the University of 
Chicago's Law School Тот July 
14th to July 25th, 1952. 


6660 - Extends the time within 
which the final decree must be re- 
corded in the foreclosure proceed- 


ings on tax sale ce:tificate Мо. 4138, 
covering premises at 2 Melrose Ave. 
owned by Anna Pisapia, for six 
months, from June 22, 1952 to De- 
cember 22, 1952. 


6661 - 6678 - The Board of Commis- 
sioners approved the following con- 
tracts: 


For Department of Public Safety 
- Fire Alarm Telegraph, with S. H. 
Grossman, Inc. - Newark, N. J., for 
Bureau of Fire, 1 1952 - 4-door Sedan 
Meadowbrook Model * for $2,337.35 
1 1952 - Dodge 1-ton Truck with 
Express Body * for $1,987.67; Bureau 
of Fire Alarm Telegraph, 1 1952 - 
4-door Sedan - Dodze Coronet * for 
$2,534.61, 2 1952 - 1 ton Dodge Panel 
Body Truck % @ $1,809.75 each, 
Total $10,479.13. 


For Various Departments, for 
Passenger, Truck and Tractor Tires 
and Tubes (27 various sizes) in ac- 
cordance with schedules on file in 
the Division of Cer.tral Purchase - 
to the following: Dave Stern Com- 
pany - Newark, N. J. for $4,901.30, 
НІП Tire Company - Newark, М. J. 
for $1,812.78, Total 56,714.04. 


For Department о: Public Safety- 
Police, with Carl W. Bush Company 
- Newark, N. J., for Harley-David- 
son Motorcycles, Etc., 15 Model 52 
FS Twin Cylinder 74 cubic inch 
Motor * @ $1,090.50 each, 10 Model 
52 LE Sidecars complete * @ $309.50 
each, 5 Model 52 LE Sidecar Bodies 
only * % $175.00 ezch, 15 Harley- 
Davidson Winter W.ndshields * @ 
$25.50 each, 15  Earley-Davidson 
Spotlights * € $12.50 each, Total 
$20,897.50; Less Trade-In Allowance 
on 15 Motorcycles and Sidecars 
$2,930.00, Total $17,957.50. 


For Department of Public Safety- 
Fire, for 11,000 ft. 23” Double Jack- 
eted Cotton Rubber Lined Fire Hose 
as per specifications in the Division 


of Central Purchase - to the follow- 
ing: Eureka Fire Hose Division of 
U. S. Rubber Co..- New York City, 
for 4,000 ft. @ $1.35 ft., Total $5,400; 
Universal Fire Equipment Corpora- 
tion, East Orange, N. J., for 4,000 
ft. @ $1.54 ft., Total $6,160.00; New 
Jersey Fire Equipment Corporation, 
Dunellen, N. J., for 3,000 ft. @ $1.34 
ft., Total $4,020.00; Total $15,580.00. 


For Department of Public Safety- 
Police - Traffic Division, with Grau- 
bard's Newark, М. J., for 300 White 
Caps & Covers for Traffic Officers 
as per specifications on file in the 
Division of Central Purchase @ $4.85 
each, Total $1,455.00. 


For Department of Revenue and 
Finance - Accounts - Treasurer’s, 
with Multi-Color Lithographers, Inc. 
- Newark, N. J., for 40 copies Report 
of City Audit by S. Klein & Co. - 
1951 Photo-offset - Printing 83х11 
- 50% Rag Bond Print one side only 
- 13 copies to be unbound 27 copies 
to be bound in black leatherette, 
etc. as per sample report (1950) Re- 
port to be approximately 300 leaves. 
Price per leaf for 40 copies @ $4.00 
per leaf, Total $1,200.00. 


For Department of Parks and 
Public Property - Sanitation - Snow 
Removal, with C. G. Winans Co. - 
Newark, N. J., for 100 tons CC Grade 
Rock Salt in 100 lb. bags (0 $23.80 
per ton delivered, Total $2,380.00. 


For Department of Public Affairs 
- Newark City Hospital - Health 
Department, with James F. Smith - 
Newark, N. J., for X-Ray Supplies - 
as per list and schedules on file in 
the Division of Central Purchase for 
$8,108.76. 


For Department of Public Works 
- Streets, with Dosch-King Co. - 
Whippany, М. J., for 300 tons Re- 
fined Asphalt Cement No. 1 (60 to 
10 Peneiration) Sec. 189* - to be 
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delivered by tank truck (0 $21.43 
ton, Total $6,429.00. With F. Bow- 
den Co. - Newark, N. J., for 200 tons 
Mineral Filler in paper bags, Sec. 
188* carload (0 $7.99 ton delivery, 
Total $1,598.00. With Harrison Sup- 
ply Co. - Harrison, N. J., for 1800 
cu. yds. Bituminous Sand, Sec. 185 
scow delivery (0 $1.95 cu. yds. 
1800 cu. yds. Broken Stone, Grade 
*H" Sec, Sec. 183 Spec. Scow de- 
livery (9 $2.93 cu. yd., Total $8,802. 


For Department of Public Affairs 
- Various Institutions, For Surgical 
supplies - as per schedule on file in 
the Division of Central Purchase to 
the following: Jack Braverman & 
Co. - Newark, N. J., for $4,063.65, 
Goldman’s Drug Store - Newark, 
N. J., for $1,763.45, Seidler Chemical 
& Supply Co. - Newark, N. J., for 
$1,469.00, Reinhold Schumann, Inc., 
- Newark, N. J., for $1,032.76, Total 
$8,328.86. 


For Various Departments, for 
Building Materials in accordance 
with schedules and specifications on 
file in the Division of Central Pur- 
chase - to the following: Industrial 


conventional gear shift - re-inforced 
springs - undercoated for $2,414.05. 


For Various Departments, for 
Paints and' Paint Supplies as shown 
on schedules on file in the Division 
of Central Purchase to the follow- 
ing: Joseph Ricciardi - Newark, N. 
J., for $3,403.80, Murray Paint & 
Varnish Co. - Newark, N. J., for 
$2,835.33, Felix Fox & Sons. Inc. - 
Newark, N. J., for $1,002.40, Total 
$7,241.53. 


With Hinkes Bros, Newark, N. 
J., for the sale of ashes from Newark 
City Hospital, Department of Public 
Affairs of the City of Newark, for 
the sum of 76c per cubic yard. Term 
of Contract to be from August 1, 
1952 to July 31, 1953 inclusive. 


.For the grading, curbing and pav- 


. ing of Delancy Street from about 374 


Service & Supply Co. - Newark,: 


N. J., for $13,633.75, John P. Cal- 
Jaghan Co. - Harrison, N. J. for 
$7,542.50, Colonial Sand & Stone 
Co., Inc. of Newark, - Newark, N. J., 
for $1,814.24, Total $22,990.49. 


For Department of Public Affairs 
Welfare Division, with Тһе 
National Cash Register Company - 
Newark, N. J. for 1 Accounting 
Machine for posting, control and 
distribution of receipts and рау- 
ments for $4,865.00. 


For Department of Public Safety 
- Fire, with Newark Buick, Inc, - 
Newark, N. J., for 1 Buick Special - 
Model 41D - equipped with heater 
and defroster, Flex steering wheel, 
directional signals, foamtex cushions 
E. Z. eye glass, special paint, with 
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feet east of Stockton Street to about 
1,510 feet east of Stockton Street, 
To Gallo Asphalt Company, for the 
sum of $33,942.00. 


For the grading, curbing and pav- 
ing of Mary Street from Avenue L 
to about 286 feet east of Avenue L 
to Gallo Asphalt Company for the 
sum of $11,315.09. 


With Peter Wendel & Sons, Inc., 
for repairing and refinishing, letter- 
ing and striping No. 1 Truck, Reg. 
1-F, American LaFrance Hook and 
Ladder, Beg. 8005, for the sum of 
$2,892.00. 


6679 - Authorizes the Director of 
the Department of Public Safety to 
execute contracts with the New Jer- 
sey Bell Telephone Co. for the leas- 
ing and furnishing of mobile radio 
systems for the Police and Fire Divi- 
sions, for a period of five (5) years 
from July 15, 1952. 


6680 Approves promotion of 
Christian A. Seifried, Transitman in 


the Bureau of Surveys, to the posi- 
tion of Assistant Engineer, Bureau 
of Surveys, at a compensation 
of $4,150 per annum, effective July 
13, 1952. | 


6681 - Approves appointment of 
Marion B. Bechle: to position. of 
Temporary Bookkeeping Machine 
Operator in the Accountant-Trea- 
surer’s Division, Department of 
Revenue and Finance, at a salary 
of $2401 per annurn, effective June 
29, 1952. 


6682 - Pursuant to R. S. 1937, 43:12-1 
et seq. as amended, approves re- 
tirement pension іл the amount of 
$30.77 per week for John J. Mc 
Grath, Laborer in the Motors Divi- 
sion, Bureau of Sanitation, effective 
July 16, 1952. 


6683 - Pursuant to В. S. 43:4-1, et: 


зеа., approves retirement pension in 
the amount of $39.90 per week for 
Edward F. Baumann, Laborer Driv- 
er in the Bureau of Sanitation, 
effective July 16, .952. 


6684 - Approves appropriation of 
sum not to exceed $500 for John S. 
Flockhart, Chief Engineer of the 
Department of Public Works, to 
cover expenses in attendance at the 
Convention of the American Public 
Works Association, to be held in 
Los Angeles, California, from Aug- 
ust 24th to August 27th, 1952. 


6685 - 6702 - The Board of Commis- 
sioners acted on the following ap- 
plieations for a variance from the 
terms of the zoning ordinance: 


Application of Ladd's Auto Sales 
(H. Samuels & S. Siegel, owners); 
for renewal of permit for used 
саг sales lot with light standards 
as shown on plan in a 2nd Business 
District; on premises 699-705 Spring- 
field Avenue; such use to be limited 
to the period of one year ending 


Мау 15, 1953. (Approved). 


Application of Andy LeBow (In- 
ternational Edge Tool Co., owner); 
for renewal of permit for the manu- 
facturing of men's sportswear in a 
lst Business District; on premises 
455-457 - 15th Avenue; such use to 
be limited to the period of two 
years ending November 28, 1953. 
(Approved). | 


Application of Court House Рагк- 
ing Corp, owner; for renewal of 


permit for automobile parking sta- . 


tion in a 2nd Business District; on 
premises 23-25 Market Street; such 
use to be limited to the period of 
one year ending March 27th, 1953. 
(Approved). | 


Application of Broad Parking 
Corp. (Abraham Hldg. Co., owner); 
for renewal of permit for automo- 


` bile parking station and used car 


sales lot in a 2nd Business District; 
on premises 1012-1014 Broad Street; 
such use to be limited to the period 
of one year ending March 11, 1953. 
(Approved). 


Applieation of Broad Parking 
Corp. (Abraham Hidg. Со. owner); 
for renewal of permit for automo- 
bile parking station and used car 
sales lot in a 2nd Business District; 
on premises 10-14 Ardley Court; 
such use to be limited to the period 
of one vear ending April 5, 1953. 
(Approved). 


Application of Isidore Markowitz 
(Auto Gear & Axle Corp. owner); 
for renewal of permit for automo- 
bile parking station in а 2nd Busi- 
ness District; on premises 47-51 
William Street; such use to be limi- 
ted to the period of one year ending 
June 5, 1953. (Approved). 


Application of Louis Shuck (Penn. 
Railroad Co., owner); for renewal 
of permit for automobile parking 
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station in a 2nd Business District; 
on premises 921-929 McCarter High- 
way; such use to be limited to the 
period of one year ending May 4, 
1953. (Approved). 


Applieation of Lincoln National 
Bank, owner; for renewal of permit 
for automobile parking station for 
bank customers and employees only 
in a 1st Business District; on pre- 
mises 15-17 Stuyvesant Avenue; 
such use to be limited to the period 
of five years ending May 29th, 1957. 
(Approved). ` 


Application of Colonial Diner, Inc. 
(W. В. & S. Adam, owner); for re- 
newal of permit for lunch wagon in 
a 2nd Business District; on premises 
437-439 Broadway; such use to be 
limited to the period of five years 
ending March 24, 1957. (Approved). 


Application of John E. Royal (Dr. 
J. J. Williams, Owner); for the es- 
tablishment of auto repair shop (no 
body or fender work) and spot 
painting in a 2nd Business District; 
on premises 604-606 High Street 
(rear); such use to be limited to the 
period ending one year from date 
hereof. (Approved). | 


Application of Nick Caputo (Meyer 
& Bush Co. owner); for the estab- 
lishment of used car sales station 
in a lst Industrial District; on pre- 
.mises 1087-1093 Raymond Boulevard 
& 829-831 McCarter Highway; such 
use to be limited to the period end- 
ing one year from date hereof. 
(Action deferred for 2 weeks upon 
motion of Commissioner Carlin.) 


Application of Karl Weltz, owner; 
for the addition of 250,000 gallon 
fuel oil storage tank to existing 
storage plant of 100,000 gallons in a 
Ist Industrial District; on premises 
123-129 Riverside Avenue; on con- 
dition that 1) such use complies with 


the: regulations of the Bureau of 
Combustibles; and 2) such use to be 
limited to the period ending July 
18, 1958. (Approved). 


Application of Harold & Margaret 
Schwartz, owners; for a rear addi- 
tion to 2nd floor exceeding the build- 
ing area in a.2nd Business District; 
on premises 1032 South Orange Ave. 
on condition that no merchandise 
is stored in yard at any time апа 
there is to be no loading or unload- 
ing from the building in the rear. 


· (Approved). 


Application of Ivor Williams 
(Susan Lieto, owner); for establish- 
ment of repair shop including body 
and fender work and spray painting 
for autos and trucks in a 1st Indus- 
trial District; on premises 556 Mar- 
ket Street; on condition that 1) such 
use complies with the regulations of 
the Bureau of Combustibles; and 2) 
such use to be limited to the period 
ending one year from date hereof. 
(Approved). 


Application of Erma Gilda Spiotta, 
owner; for the establishment of a 
factory for plastics and electronies 
in a 2nd Business District; on pre- 
mises 449-455 Central Avenue (3rd 
floor); such use to be limited to the 
period ending two years from date 
hereof. (Approved). 


Application of Manhattan Weld- 
ing Co., Inc. (Sam Talkow, owner); 
for the establishment of automobile 
parking station for customers and 
employees of shop located at 11 - 
16th Avenue, in a 2nd Business 
District; on premises 295-297 Bergen 
Street; such use to be limited to 
the period ending one year from 
date hereof. (Approved). 


Application of Concetta Pope, 
owner; for the erection of three-car 
garage on front half of lot in a 3rd 
Residence District; оп premises 236- 
238 So. 6th Street. (Approved). 


E 


Application of Bert B. Globus, business, in a 3rd Residence Dis- 
owner under contract to purchase; trict; an premises:428 Peshine Ave., 
for the establishment of electric such use to be limited to the period 
contractor's business including of- ending one year from date hereof. 
fices and storage of electrical sup- (Approved after hearing was held). 


plies and motor vehicles used in the 


6703 
MONTHLY STATEMENT OF CASH RECEIPTS 
MAY 1952 
Description Amount 
TAX COLLECTIONS — 
Prepaid Taxes 1953 .ee $e 
1952 Taxes .......002440м0001000і гы 5,893,255.70 
Real Estate Arrears 2.2.........мл00000І е 80,801.15 
Personal AT 37,656.24 
Tax Title Lieas 1,245.05 
Tax Title Liens, Chapter No. 149, P. І. 1943 ............ 120,977.31 
Bank Stock Тах QM 
Tax Receiver - М. G. Checks Made Good ........................ 4,643.29 
Financial Busiaess Тах 2... то ы 
Second Class Eailroad Tax Arrears .........л..20.ШШ 
Petty Cash ојл ccccecccceccecesseccesceescsecesessesceessseseesecsseessssessssstes O жни ныкы 
Water Operating Surplus 2.222002..2.2.20М20М0000І Ы Әм 
Remissions - Prior Years Taxes - Returned 2.2.2.2... sees 
LICENSES — 
Alcoholie Beverzges 2... аша 380,610.00 
АН Other 30,957.46 
Prepaid Licenses .....,м..а00М0 110», "тижуэөөекапхш 
FEES AND PERMITS — ..........................!......222... 2.21. 3,124.40 
FINES — 
(Magistrates - (Municipal Courts) ........................................ 30,613.00 
Library НИНА 2,938.08 
М. а. Checks Made Good ....................... иша 
Interest and Costs on Taxes ....... essent 10,558.04 


€! 


.“ 


人 @ 
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Interest and Costs on Assessments ......... | ОННО 32.53 
State Aid - Highway Lighting .ee 


Franchise Tax 328,267.01 
Gross Receipts Тах 0... М00М ы 21,786.43 
Bus Receipts Tax .............1.. DAR 44,705.68 
Motor Fuel Tax Refund омы 5,561.73 
Rents From Municipal Property ーー 12,893.58 
Contributions - City of East Orange - 

Passaic Valley Sewer .................... NEMINEM 
Bil Board Ta 
Stationery and Supplies (From Other Departments) .. ........................ 


Second Class Railroad Property .. 
Penny Milk Program - Schools 
Penny Milk Program - U. S. Dept Agriculture ................ 713.46 
Bureau of Streets ........... sss MEM 324.10 


Bureau of Sidewalks .... 


Bureau of Sanitation 
Port Newark Lease - Port of New York Authority ......... оне 
Tax Sale Premiums - Chapter No. 149 .Ne 
Parking Meters 22..2..2.2......2.1..21.2000 000 80ҚҢ0ОР0Р ennt nentes наннан 5,321.29 
Tax Premiums oie. ccccceccsesseccssescsesesessenteceseceacenseccecceaqansecatseeaees ener ener nennen 
Federal Public Housing Authority ee 10,135.74 
City of Newark Housing Authority ............... И 


Due From Airport Account .........гмг.00.м4м4М0.1 antri earth entities eri 


State Road Aid - Chapter 62 20..о........... еее 
City's Share ~ Vets Housing - Weequahie Park ............... 02222224422... 


SPECIAL ITEMS OF GENERAL REVENUE — 
Parking Meter Surplus .............. essere eene 


Port Newark Surplus 2.20.00002404000.0..20202Н111161005РЕІЕҺ1 ГӘ 


DEDICATED REVENUE — 
Water Department Operating 2..л....л22а 4.44.2... 327,697.57 
Division of Port Development ..әҺғаг...л.ғла..0тттлхуұц лә 
Water Capital шунан и нина nennt tenen tete sanies 80,000.00 
Division of Dog Control .ee 3,358.00 
Protested Checks - Dog Control .ee 2.00 
Prepaid Dog License .................... аза ытты оар ааа. 


Marriage Licenses 
Weights and Measures - Solid Fuel Fines eet 


CAPITAL FUNDS — 


Promissory Nojes - Schools .RN 
Due from Board of Éducation ........................ а шишиши. 
Term Bonds 24... 0000 Кк на | 
Sale of City Property .............................. 人 
Temporary Notes - Bonds ................222022 49. .... 
Bond Anticipation Notes ............................ 


Improvements Authorization - Bonded 22... 0.2.1. 
Reserve - Fire LOSS .........л..а..а 0 0 
Reserve - To Pay City Railway Debt 0022. 
Reserve - Port Newark Debt Service .....оло.ә42200мл0004. 
Reserve - Sale of City Properiy ....... essere 
Permanent Bond See 
Reserve to pay Port Newark Debt Service 3% ................ 
Reimbursement - Port Newark - Port Authority 2... e 


Sale of U. S. Treasury Bonds RN 
Reserve - Storm Damage ...............Ш204000М010 eaten etn est нн... 


Investments 


TRUST FUNDS — 


Assessments Receivable - Regular ла 1,175.96 
Assessments Receivable - Tax Sale Liens 2222222... 222222221. 
Chapter No. 149, Tax Title Lien Assessments .................... . 1215 
Reserve - Foreclosure Fees - Tax Sale Liens .................... 222222...... 
Public Affairs - Special Account Claims Ne 
Reserve - Salary and Wages 
Reserve - Army Base .............. ии лишали 


Reserve - Shade Tree Assessments .............., ЕИН 
Reserve - Alice Hayes Estate ................................................ 
Reserve - Police snd Fire Pension Fund .. 
Interest on Special Trust Funds .................................... 
Reserve - Deposit on Bids - Contracts 


Kinney Corp. - Lieu of Bond ло... 


Ф | 


. 
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Homettes - Revenue ...о.оо....0.а.м0ым040 ааа 
Е. P. Н. A. Homes - Revenue ee 
Rehabilitation - Revenue ......... еее 
Protested Checks - Homettes Ne 
Protested Checks.- Johnson Homes .... 
Protested Checks - Е. Р. Н. А. ...........,1 7o eren 
Protested Checks - Rehabilitation 2.22.2222. 
Security Deposit Fund - Homettes ......... sese 


Security Deposit Fund - Johnson Homes ............................... 
Security Deposit Fund - Е.Р. Н. А. ................ ERR 
Security Deposit Fund - Rehabilitation ле 
Homettes - Maintenance ............. „ини tnter etnennenao 


Auto Damage ..а...22м4 01.1 даныш nne nennt 


Tax Title Liens - Shade Tree 
Reserve - Deposit on Bids - Foreclosed Property 


Johnson Homes - Fire Loss ......... eee 


APPROPRIATION REFUNDS — 
Department of Public Affairs ee n 
Department of Revenue and Finance ............. 
Department of Public Safety 
Department of Public Works 
Department of Parks and Public Property 


MISCELLANEOUS ITEMS — 


Tax Overpayments 


Refunds - Excess Cashiers Collections .................................. 


Lease - 200 Washington Street Corp. ........ essen 
Estate Funds ..............а ыш 
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2,913.00 


イイ 


230.53 


Rents - City in Possession 618.75 


Foreclosed Prcperty Sales 15,990.00 


Other Accounts Receivable 
State Road Ail 
Budget Operating Account 


P. A. Special Account Claims 


Franchise Tax - Fire Insurance Companies 
Franchise Tax - Domestic Life Insurance Companies 


Reserve - Fees - Application Hotel Certificates 


Damages - Rerts City in Possession 


Lease - Lawrence Street School ................... 2... 


MISCELLANEOUS REVENUE NOT ANTICIPATED 
Petty Cash Funds Re-deposited 
Savings & Loan Deposit Returned 


Relief Department Deposit 2......м....0400101004000егеееектетене 


$7,513,278.84 


I HEREBY CERTIFY that the figures contained in this report 
are correct. 


William J. Griffin (sgd) 
Actg. Auditor 


M. Ellenstein, Director (sgd) 

Ordered filed. 
Acting Mayor Ellenstein: Motion to adjourn is in order. 
Commissioner Keenan: I so move. 


Acting Mayor Ellenstein: Motion has been made to adjourn. The 
Clerk will call the roll. 


Yeas: Commissioners Carlin, Ellenstein, Keenan, Moran. 
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Minutes of the 
BOARD OF COMMISSIONERS 


JULY — 1952 


Newark, N. J. July 23, 1952 


A regular meeting of the Board 
of Commissioners of the City of 
Newark, М. J., was held on the 
above date in the Commissioners' 
Chamber, City Hall, Newark, at 2:00 
P. M. 


Mayor Villani: The meeting will 
come to order. The Clerk will call 
the roll. 


Present: Commissioners Carlin, 
Elenstein, Moran, Mayor Villani. 


Absent: Commissionar Keenan. 


Commissioner Moran moved that 
the reading of the minutes of tbe 
previous meeting be dispensed with. 


6704 - An Ordinance to amend an 
ordinance entitled "Zoning Ordin- 
ance of the City of Newark", adopt- 
ed January 8, 1930. The date set for 


. further hearing and final passage 


was August 6th. 


6705 - An Ordinance making an ap- 
propriation to finance the cost of 
improving portions of St. Charles 
Street and Grafton Avenue, was 
passed on third and final reading. 


6706 - An Ordinance to supplement 
and amend an ordinance entitled 
“Zoning Ordinance of the City of 
Newark, М. J.” adopted January 8, 
1930, as amended and supplemented. 
Тһе ordinance was passed on third 
and final reading. 


6707 - 6733 - The Board of Com- 
missioners approved the following 
appropriations for bills, claims and 
payrolls: 


The sum of $4,861.67, 11 items; 
$134.00, 1 item; $4,069.56, 6 items; 
$55,966.46, 203 items; $332,071.53, 39 
items; being the bills and claims 
of the Department of Parks and 
Publie Property. 


The sum of $166.91, 3 items; $60, 
121.97, 11 items; $4,903.61, 1 item, 
$94,471.03, 16 items; $23,095.75, 2 
items; $362,101.25, 2 items; $55,546.81 
18 items; being the bills and claims 
of the Department of Revenue and 
Finance. 


The sum of $18,412.00, 3 items; 
$939,066.95, 11 items, being the bills 
and claims of the Department of 
Publie Safety. 

The sum of $40,768.78, 3 items; 
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$43,845.73, 53 iteras; $32,226.10, 6 
items; $48,818.61, 49 items; $38,130.85 
22 items; $25,537.61, 2 items; $52, 
200.64, 2 items; beng the bills and 
claims of the Department of Public 
Works. 


The sum of $327,509.17, 17 items; 
$967.00; 1 item; $709.59, 2 items; 
$4,018.81, 22 items; $1,551.56, 13 
items; $42,820.44, 16 items, being the 
bills and claims of the Department 
of Public Affairs. 


6734 - A resolution saluting and 
commending retiring Division En- 
gineer William С. Banks for his 
long, faithful, efficient and meritor- 
ious service for the City of Newark. 
The Board of Commissioners ex- 
tended to him its appreciation and 
thanks for his past endeavors and 
service, and its most heartfelt wishes 
for the long continuance of his good 
health and happiness. 


6735 - A resolution whereby the 
City acknowledges that its tenant 
Newark Centre Corporation has fully 
complied with the provisions of 
paragraph 8, d, 1, of lease agree- 
ment, pertaining to capital improve- 
ments of property. This acknow- 
ledgment in no way releases or 
affects the obligations of the tenant 
provided for in all other terms, 
conditions and provisions of lease. 


6736 - Authorizes tne Director of 
the Department of Parks and Public 
Property to have prepared a pre- 
liminary engineering and architec- 
tural report to include a study of 
the type of incinerator most eco- 
nomically and efficiently suited to 
the City’s needs and an estimate of 
cost accompanied by drawings and 
sketches for construction of the pro- 
posed municipal incinerator. The 
Director was authorized to engage 
Louis P. Booz, of 51 East 42nd 
Street, New York City, Incinerator 
Engineer, to prepare the aforemen- 
tioned preliminary engineering and 
architectural report, and in connect- 


ion therewith engage experienced 
architects; all for a total fee of 
$25,000.00 to be paid to said engineer. 
Should the City decide to continue 
the project to completion, and at 
its option engage the aforesaid En- 
gineer in connection therewith this 
fee will then be deducted from the 
project total fee. By acceptance of 
the aforementioned report, the City 
is neither committed nor bound to a 
resumption of the project to its 
completion, nor is the City obligated 
to retain the Engineer for that pur- 
pose, but if the City should so elect 
to further employ said Engineer, 
they shall accept such further en- 
gagement and make the fee allow- 
ance aforesaid. 


6737 - Pursuant to the ordinance 
authorizing improvements to the 
water supply system in the Ctiy of 
Newark, authorizes issuance of Bond 
Anticipation Notes in the amount of 
$25,000. 


6738 - Authorizes issuance of Bond 
Anticipation Notes in the amount 
of $25,000 pursuant to the ordinance 
authorizing improvements to the 
water supply system of the City of 
Newark. 


6739 . Pursuant to the ordinance 
authorizing improvements to the 
water supply system of the City of 
Newark,  authorizes issuance of 
Bond Anticipation Notes in the ag- 
gregate principal amount of $50,000. 


6740 - Authorizes issuance of Bond 
Anticipation Notes in the amount of 
$25,000 pursuant to the ordinance 
authorizing improvements to the 
water supply system of the City of 
Newark. 


6741 - 6742 - Grants permission to 
the Society of M.S.S. DiMontever- 
gine of Our Lady of Mount Carmel 
Church, to conduct a fireworks dis- 
play during a parade throughout 
its parish on September 12, 13 and 
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14th, 1952. Bond furnished by said 
- Society as principal, and Indemnity 
Insurance Co. of North America, as 
surety, was approved. 


6743 - Grants permission to Breyer 
Ice Cream Co. for the filling, grad- 
ing and paving or surfacing and 
using for parking purposes that 
certain portion of the Morris Canal 
bed lying north of Raymond Boule- 
vard and north of their plant at 
Мо, 381-405 Raymond Boulevard 
and extending approximately 311 
feet easterly from the easterly pro- 
perty line of the Manufacturers 
Branch of the Central Railroad of 
New Jersey, this permission being 
granted subject to the conditions 
and provisions that the filling, 
grading, paving or surfacing and 
any fencing or timber work required 
for protection of vehicles along the 
right of ways of the Central Rail- 
road of New Jersey shall be done in 
conformance with requirements of 
and under the supervision of the 
Chief Engineer of the Department 
. of Public Works, The City of New- 
ark, or his representative, and with 
further provision that said portion 
of the Morris Canal bed shall be 
kept open to the free access and use 
of the general public, including but 
not limited to the officers and em- 
ployees of Breyer Ice Cream Co., 
and with further provision that this 
permission may be revoked upon 
thirty days' notice by the City of 
Newark, in which event Breyer Ice 
Cream Co. if so required by the 
City of Newark, will remove all 
fil and pavement and timber work 
or fencing, and with the further 
provision that this permission shall 
not become effective unless Breyer 
Ке Cream Co. shall declare its 
aeceptance of the conditions and 
provisions set forth herein, in writ- 
ing, to the Director of the Depart- 
ment of Public Works of the City of 
Newark within thirty days after 
the adoption of this resolution. 


6744 - A resolution approving and 
authorizing the filing of an Apgli- 
cation by the Housing Authority of 
the City of Newark as Redevelop- 
ment Agency for the City, dated 
May 28, 1952, for financial assistance 
in the amount of $18,500, (subject 
to adjustments as may be deemed 
necessary by the Housing Authority 
of the City of Newark, Redevelop- 
ment Agency for Slum Clearance 
and Urban Redevelopment in the 
City of Newark, and epproved by 
the Administrator of the Housing 
and Home Finance Agency), and 
approving the estimate of redevelop- 
ment expenditures on the submitted 
form for planning and other activi- 
ties in preparation of the redevelp- 
ment project designated UR N. J. 
3-1, more fully and exactly des- 
cribed in Application. The Board 
further approved the filing of an 
Application by the Housing Author- 
ity of the City of Newark as Re- 
development Agency for the City, 
dated May 28, 1952, for financial 
assistance іп the amount of $16,500. 
Commissioner Ellenstein did not vote 
on the resolution. 


6745 - Authorizes the Director of 
the Department of Public Affairs 
to execute the necessary agreements 
for the purchase of the properties 
at 67 Bergen Street and 124-124:- 
126 Cabinet Street, in connection 
with the erection of the new City 
Hospital. 


6746 - Authorizes the refund of the 
sum of $10 to Lightning Electric 
Service Со. this sum representing 
deposit left on bid for electrical 
work to be done at the Montgomery 
Street Bath. 


6747 - Authorizes the Director of 
the Department of Public Affairs to 
enter into an extension of lease with 
Angelo Grande for the premises 
241-255 Berkeley Avenue, also pre- 
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mises known as 493-503 North 9th 
Street, also known as 608-620 North 
8th Street, in the City of Newark, 
New Jersey, on the terms and con- 
ditions set forth ir. the said exten- 
sion lease, copy of which is on file 
in office of City Clerk. 


6748 - Rejects bids received on June 
5, 1952 for Division of Water Con- 
tract 116, for repairs to various 
buildings ‘at Cedar Grove Reservoir. 
Said work is to be done by city 
employees. 


6749 - Authorizes the Director of 
the Department of Public Works to 
advertise for sealed proposals for 
the following improvements: Curb- 
ing and Paving of Grafton Avenue 


from Erie Railroad to McCarter | 


Highway; Change of Grade and Re- 
paving of St. Charles Street from 
Ferry Street to about 315 feet south 
of Ferry Street. 


6750 - Authorizes the Director of 
the Department of Public Works to 
advertise for sealed proposals for 
Installing chlorine fume disposal 
equipment at Vailey Road Water 
Treatment Plant, Upper Montclair. 


6751 - 6762 - The Board of Com- 
missioners approved the following 
contracts: | 


For Department of Parks and 
Public Property - Snow Removal 
Division, With Dale & Rankin, Inc. 
- Newark, N. J. for 3-Mechanical 
Salt Spreaders - Model E. Hiway 
Spreaders (0 $1,625.00 each F. О. B., 
Newark, N. J., Total - $4,875.00. 


For Department of Public Affairs 
- Various Institutions, For Meats and 
Poultry for the period from August 
4, 1952 to September 12, 1952 in- 
clusive. With Davis White Company 
- Newark, N. J. for $11,278.38, Lair 
& Brydon - Newark, N. J. for 
$5,015.24, Lincoln Erisket Со. - 
Newark, N. J. for $1971.00, Martin 


Packing Co. - Newark, М. J. for 
$1,849.16, — Total - $19,613.78. 


For Department of Parks & Public 
Property - Division of Pools, With 
Worthington Corporation - Harrison, 
New Jersey, for 1 - Worthington 
6-L-2 Circulating Centrifugal Pump 
with 40 H. P., 3 P., 1750 ВРМ,, 220 
volt motor and magnetic starter for 
$1,397.90. 


For Department of Public Safety 
- Fire Alarm Telegraph, With Irving 
Electrical Supply Co. - Newark, 
N. J., for 30 Miles - No. 12 Guage 
Solid Medium Hard Drawn Copper 
Single Outside Wire (0 $28.50 M Ft., 
Total - $4,514.40. With United States 
Rubber Company - New York, N. 
У. for 2 Miles - No. 14 Guage - 
5 Conductor Neoprene Jacketed 
Cable @ $235.00 M Ft. Net, 5: 
Miles - No. 14 Guage - 10 Conductor 
Neoprene Jacketed Cable (0 $410.00 
M Ft. Net, Total - $14,388.00. 


For Department of Public Safety 
- Fire Alarm Telegraph, With The 
Gamewell Company - Newton Upper 
Falls, Massachusetts, for 25 - Game- 
well three-fold Fire Alarm Boxes 
@ $160.60 each, Total $4,015.00. 


For Ali Departments, for Paper 
Products (Paper Cups, Paper Towels, 
Toilet Tissue etc.) and twine as per 
schedule on file in the Division of 
Central Purchase, to the following: 
Fisher Cohen Co. - Newark, М. J., 
for $1,340.79, Н. С. Mooney Co. - 
Newark, N. J. for $4,301.60, C. G. 
Winans Со. - Newark, М. J. for 
$2,802.98, Total - $8,445.37. 


For Department of Public Affairs 
- Welfare Division, With the Na- 
tional Cash Register Company - 
Newark, N. J., for 1 Check writing 
and signing Machine - for $3,040.00. 


For Department of Public Affairs 
- City Hospital, for Seven (7) items 
of X-Ray Tanks, Panels, Covers and 
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Valves, in accordance with specifi- 
cations, to: General Electric Co., 
X-Ray Department - Newark, N J., 
for $1,601.10. 


For Department of Public Affairs 
- City Hospital - Convalescent - Ivy 
Haven and Department of Public 
Safety - Fire Division, for Miscellan- 
eous Textiles - as per list and speci- 
fications on file in the Division of 
Central Purchase, to the following: 
Barr Brothers - Newark, N. J., for 
$6,520.67, Fisher Cohen Co. - New- 
ark, М .J., for $4,833.41, Total 一 
$11,354.08. 


For Department of Public Safety 
- Fire Division, With Eureka Fire 
Hose, Division of U. S. Rubber Co. 
- New York, N. Y., for 48 - 50 ft. 
lengths - 34" Chemical Hose @ $30. 
per length, Total - $1,440.00. 


For Department of Public Safety - 
(Traffic) Police, With Irving Elec- 
trical Supply Company - Newark, 
N. J., for 20M ft. 10 Conductor No. 
14 Solid Cable ( $280.00 M ft., 10 


Conductor No. 10 Solid Cable (m. 


$426.00 M Ft, 4 Conductor No. 14, 
7 Strand Cable @ $113.00 M ft, 一 
Total - $15,815.00. 


For furnishing and installing un- 
derground conduits for traffic sig- 
nals and controls, To Nesto Con- 
struction Company, for $142,800.00 


6763 - Approves the action of the 
Mayor and Director of the Depart- 
ment of Parks and Public Property, 
by virtue of the power vested in 
him by R. S. 40; 55-3, and the Ordin- 
ance of the City of Newark, in re- 
appointing as a member of the 
Central Planning Board, Arthur Per- 
koff, for a term of six years from 
July 31, 1952. 


6764 . Approves promotion of Loretta 
Dobrowolska, Messenger, in the Di- 
vision of Water, Department of 


Public Works, to the position of 
Clerk-Stenographer, in the Division 
of Water, Department of Public 
Works, at а compensation of $2,501. 
per annum, effective as of July 27, 
1952. 


6765 - Pursuant to the provisions of 
В. 5. 43:12-1 et seq. as amended, 
approves retirement pension in the 
amount of $29.18 per week for Peter 
Montella, laborer in the Division of 
Water, effective July 21, 1952. 


6766 - Pursuant to the provisions of 
R.S. 1937, 43:12-1 et seq., as amend- 
ed, approves retirement pension in 
the amount of $26.01 per week effec- 
tive August 2, 1952, for Vincenzo 
Cordasco, laborer in the Bureau of 
Publie Buildings. 


6767 - Approves appropriation of a 
sum not to exceed $75.00 to cover 
the expense of Willard E. Reed, 
Superintendent, Division of Weights 
and Measures, to attend the annual 
Convention of the New Jersey 
Weights and Measures Association, 
in Atlantic City, New Jersey, from 
September 3rd to September 5th, 
1952, inclusive. 


6768 - Approves appropriation of 
sum not to exceed $75 each for 
Alfonso Altieri and Joseph Balsamo, 
Laborer Tree Trimmers in the Shade 
Tree Bureau, Police Sergeant Eugene 
А. O’Neill and Patrolman John P. 
Barrington, Jr. of the Police Emer- 
gency Divisions, Captains Henry O. 
Schoettly and Joseph J. Drew, of 
the Fire Training Academy, Hubert 
DeVita, Assistant Superintendent 
of the Division of Water, and John 
H. Lacey, Plumbing Investigator, 
Department of Water, to cover ex- 
penses in attendance at class for the 
Federal Civil Defense Administra- 
tion training school to be held at 
Ogontz, Pennsylvania, from August 
4th to August 15th, 1952. 
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6769 - 6787 - The Board of Com- 
missioners acted on the following 
applications for a variance from the 
terms of the Zoning Ordinance: 


Application of W. Runyon Auto 
Repair (Kundin Realty Co., owner); 
for renewal of permit for automo- 
bile repair shop (No body or fender 
work) in a 1st Bus:ness Distriet; on 
premises 51-53 W. Runvon Street 
(rear); such use to っ e limited to the 
period of one year ending March 8, 
1953. (Approved). 


Applieation of Jacob  Leiman, 
owner; for renewa. of permit for 
manufacturing of small metal parts 
for the electronic irdustry in a 2nd 
Business District; on premises 58-60 
Frelinghuysen Avenue (80 Miller 
St.); such use to be limited to the 
period of one year ending March 7, 
1953. (Approved). 


Application of U. & Laundry 
Cleaners (William Гау, owner); for 
renewal of permit for dry-cleaning 
unit in a 2nd Business District; on 
premises 374 "Washington Street: 
such use to be limited to the period 
of one year ending July 26, 1953. 
(Approved). 


Application of De Cozen Motor 
Co. owner; for renewal of permit 
for automobile sales lot and parking 
of employees cars only in а Ist In- 
dustrial District; on premises 1215- 
1221 Broad Street; such use to be 
limited to the period of one year 
ending April 6, 1953, (Approved). 


Application of James  Devone 
(Guiseppe Devone, owner); for re- 
'newal of permit for automobile re- 
pair shop in a Ist Industrial District; 
on premises 24-26 Eensler Street; 
such use to be limited to the period 
of one year ending April 24, 1953. 
(Approved). 


Application of Niko:.ay Wygovsky, 


owner; for renewal of permit for 
automobile Parking station for етп- 
ployees and for public parking in a 
2nd Business District; on premises 
406-410 Washington Street; such use 
to be limited to the period of one 
year ending August 22, 1953. 
(Approved). 


Application of Shubert Parking 
Co. (Progressive Holding Со. own- 
er); for renewal of permit for auto- 
mobile parking station in a 2nd 
Business District; on premises 222- 
230 Halsey Street; such use to be 
limited to the period of one year 
ending April 22, 1953. (Approved). 


Application of Frank Casale (Rose 
Casale, owner); for renewal of car 
washing business (not automatic) in 
a ist Industrial District; on premises 
138-140 Pacific Street; such use to 
be limited to the period of one 
year ending May 3, 1953. (Approved) 


Application of Hahne & Co. 
(Mutual Benefit Life Insurance Co., 
owner); for renewal of permit for 
automobile parking station in a 2nd 
Business District; on premises 25- 
35 New Street and 60 Halsey Street; 
such use to be limited to the period 
of one year ending July 17, 1953. 
(Approved). 


Application of Mergaret Mercad- 
ante, owner; for renewal of permit 
for beauty parlor in a ist Residence 
District; on premises 94-96 Tremont 
Avenue; such use to be limited to 
the period of one year ending April 
21, 1953. (Approved). 


Application of Herbert Barden 
(William Scott, owner); for estab- 
lishment of auto repair shop includ- 
ing body and fender work and spot 
painting in a 2nd Business District; 
on premises 205 South Orange Ave- 
nue; on condition that such use 
complies with the regulations of the 
Bureau of Combustibles; and such 
use be limited to the period ending 
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one year from date hereof. 
(Approved). 


Application of Atlantic Refining 
Co., owner; for the relocation of 
Erease-pit and the addition of one 
driveway on Emmett Street to ex- 
isting gasoline station in a 15 In- 
dustrial District; on premises 345- 
351 MeCarter Highway and 105-109 
Emmett Street; such use to be 
limited to the period ending March 
3, 1958. (Approved). 


` 


Application of Dr. S. Н. Pomerantz 
owner; for the enclosing of a porch 
5'-0" beyond average set-back. To be 
used for doctor's office; in а ist 
Residence District; on premises 844- 
846 South lith Street. (Approved). 


Application of American Novelty 
Hat Co. (Barkey Realty Co., owner); 
for the manufacturing of felt hats 
in a 2nd Business District; on pre- 
mises 10-22 Magnolia Street (lst 
floor-center); such use to be limited 
to the period ending five years from 
date hereof. (Approved). 


Application of Sheldon Co., own- 
er; for renewal of permit for park- 
ing station for customers of food 
market in a Ist Residence District; 
on premises 151-159 Lyons Avenue 
(rear); such use to be limited to the 
period of one year ending April 5, 
1953. (Approved). 


Application of Quincy’s Car Wash- 


ing (Barclay-Kinney, Inc., owner); 
for the establishment. of non-auto- 
matic car washing in a 2nd Business 
District); on premises 206-212 West 
Kinney Street; such use to be limi- 
ted to the period. of one year from 
date hereof. (Approved). 


Application ой Harry Gayer 
(Namowitz, Namowitz and Mish, 
owners); for the establishment of 
body repair shop including paint 
spraying, welding and forging in a 
legal non-eonforming public garage 
in a 2nd Business District; on pre- 
mises 38-40 Norfolk Street. (Action 
deferred for two weeks, after hear- 
ing was held. The application was 
referred to the Law Department for 
study). 


Application of Shell Oil Company, 
owner; for reconstruction of gaso- 
line station; including a two-bay 
lubritorium in a 2nd Business Dis- 
ігісі; on premises 526-536 Bloom- 
field Avenue; such use to be limited 
to the period ending eight years 
from date hereof. (Approved). 


Application of Nick Caputo 
(Meyer & Bush Co., owners); for 
the establishment of used car sales 
station in a 1st Industrial District; 
on premises 1087-1093 Raymond 
Boulevard and 829-931 McCarter 
Highway; such use to be limited to 
the period ending one year from 
date hereof. (Approved with Com- 
missioner Carlin voting in the neg- 
ative). 
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REPORTS ОҒ CITY OFFICERS 
The following Reports of City Officers were received and ordered 

filed: 

MONTH OF JUNE, 1952. 
Superintendent of Weights and Measures. 
Bureau of Alms House 
Building Department 
Robert J. Beckley, Clerk, Municipal Court, Part 1. 
Charles F. J .MeGovern, Clerk, Municipal Court, Part 2. 
Harry J. Finley, Clerk, Municipal Court, Part 3. 
Edward G. Devore, Clerk, Municipal Court, Part 4. 
Anna Hentsch, Clerx, Municipal Court, Part 5. 
Peter C. Walsh, Vio' ation Clerk, Municipal Court, Part 6. 
City Clerk. 
Ordered filed. 
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DEPARTMENT OF REVENUE AND FINANCE 
CITY HALL 
NEWARK 2, NEW JERSEY 


July 23, 1952 


To the Honorable Commissioners 
of the City of Newark, New Jersey 


Gentlemen: 


In accordance with the Act of the Legislature entitled “А Further 
Supplement of the Act entitled ‘An Act to Amend and Revise the Charter 
of the City of Newark, New Jersey’ approved February 22, 1866,” I here- 
with present a stater:ent of the receipts and disbursements for the month 
of June 1952: 

Cash on Hand, May 31, 1952 .......... esee $11,830,493.24 


Receipts - Tune 1982 ................2222222...2.111.... 3,819,514.58 


$15,650,013.79 
Disbursements - June 1952 ла 6,623,652.76 


Cash on Hand, June 30, 1952 ........................................ 9,026,361.03 
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Yours respectfully, 
Meyer C. Ellenstein, Director 


Department of Revenue & Finance 
per Leo A. Reilly (sgd) 


LAR:RMS 


DISBURSEMENTS 

By Warrant - City Current 2... eene nnn $4,658,326.11 
By Warrant - City Capital es 154,795.89 
By Warrant - Water Operating 2..ооое-а 223,259.67 
By Warrant ~ Water Capital sse entre 506,250.00 
By Warrant - Johnson Homes ... 10,332.10 
By Warrant - Homettes .......... ете 1,696.23 
By Warrant - Rehabilitation 2.2... ы 155.86 
By Warrant - Security Deposit 2..2.....л00мшыыа тыш 35.00 
By Warrant ~ Dog License 1,948.04 
Investment - Port Newark 2..л.лллӛалыышы ыы. 401,660.37 
Investment - Savings and Loan .......... eese 10,000.00 
Bond Ant. Note ~ Ci 493,000.00 
Bond Ant. Note ~ Water 2.2 ааа 125,000.00 
Promissory Note - Schools ................... 25,000.00 
Dog License - Rabies Control 411.25 
Redemptions ушин ннн ынын ны ннн ынын нынын ннн 2,887.61 
Premium С oe АНИНА 301.00 
Transfer to Direct Relief 2... даа 6,400.00 
Transfer to Water ни НИНЕ 270.00 
М. С. Checks - Johnson Homes Ne 41.75 
М. а. Checks -Ci 1,570.00 
N. G. Checks - Water 305.88 

$6,623,652.76 
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RECEIPTS 

City - Current Account 2ә...о.:тшт”тт $1,831,308.24 
City - Trust Account ee 1,309.07 
City - Cap 943,000.00 
Water - Operating 393,299.94 
Water - Capital «sss иа .. 631,250.00 
Dog License ee НИ 2,312.90 
Johnson Homes ek 13,901.30 
Нотейе$ ..........002.Ш1 ДІ ГІ аттылы 2,894.00 
Rehabilitation MM 240.00 

$3,819,514.55 


Commissioner Moran: I move that we adjourn. 


Mayor Villani: Motion has been made to adjourn. The Clerk wil! call 
the roll. 


Yeas: Commissioners Carlin, Ellenstein, Moran, Mayor Villani. 


Ф! 
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Newark, N. J., July 30, 1952 


A special meeting of the Board of 
Commissioners of the City of New- 
ark, М. J, was held on the above 
date in the Commissioners’ Confer- 
ence Room, City Hall, Newark, at 
10:00 A. M. 


Mayor Villani: The meeting will 
come to order. The Clerk will cal! 
the roll. 

Present: Commissioners  Carlia, 
Keenan, Mayor Villani. 


Absent: Commissioners Ellenstein, 
Moran. 


Mayor Villani: The Clerk will 
read the call for the meeting. 


July 28, 1952 


‘Honorable Harry S. Reichenstein 


City Clerk 
City Hall 
Newark, New Jersey. 


Dear Mr. Reichenstein: 


I am calling a special meeting of 
the Board of Commissioners for 
twelve o'clock noon, Wednesday, 


July 30, 1952, in the Commissioners’ ' 


Conference Room on the third floor 
of the City Hall, for the purpose of 
considering an emergency appropri- 
ation for repairing and cleaning 
drainage ditches and tide gates in 
the meadow lands, which have been 
causing mosquito infestation and 
unsanitary conditions. 


I respectful urge you to be 
present at this meeting, which should 
be of short duration. 


Respectfuliy yours, 


/s/ Ralph A. Villani 
RAV:JB 


Ordered Filed. 


The City Clerk: Mr. Mayor, this 
is a request for a special meeting of 
the Board of Commissioners sched- 
uled for 10 o'clock today, and it 
could be called any time after 10:59, 
which is the legal 24 hour waiting 
period from the time of the call of 
the meeting. It is for the purpose 
of considering an emergency appro- 
priation for the repairing and clean- 
ing of drainage ditches and tide 
gates in the meadow-lands which 
have been causing mosquito infest- 
tation and unsanitary conditions 
down there. 


The roll call indicates that there 
are three members of the Commis- 
sion present, and in order to legally 
adopt emergency resolutions it re- 
quires four votes. What is your 
pleasure? 


Commissioner Carlin: I move that 
we declare a recess until one o’clock. 


Commissioner Keenan: I second 
the motion. 


Mayor Villani: The Clerk will call 
the roll. 


Yeas: Commissioners Carlin, Keen- 
an, Mayor Villani. 


Mayor Villani: This meeting is 


adjourned until one o'clock this 
afternoon. 
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The special meeting is reconvened 
at 1:00 P. M. 


Mayor Villani: The Clerk will 
call the roll. 


Present: Commissioners Carlin, 
Keenan, Moran, Mayor Villani. 


Mayor Villani: Че will now re- 
convene the meeting that was re- 
cessed this morning. Has any Com- 
missioner anything to bring up at 
this time? 


Commissioner Moran: Mr. Mayor, 
I would just like to ask as a point 
of information from Director Car- 
lin, while I am in complete accord 
and in favor of doing what can be 
done to alleviate the situation, it 
seems to me first of all that I would 
like to report that although I no- 
ticed in the resolutions the question 
raised with respect to some ровві- 
bilities of affecting the public health, 
-that at the time che matter was 
first brought to tae attention of 
the citizens of the community we 
had our Health Department and its 
staff go down to the areas affected 
and as a consequence of the tests 
that were taken down there, of the 
larva and others we have a report 
in our department that the type of 
mosquitos that are breeding down 
there does not constitute any type 
of disease bearing phase of mosqui- 
tos. So that it could be said it con- 
stitutes more of a public health 
nuisance than any detriment to the 
publie health. 


However, the question I would 
like to ask at this time is this, that 
as a consequence of it being brought 
to the attention of the community 
at that particular time the statement 
was made, and I guess properly so, 
that it was a combined responsibility 
wherein the Port of New York Au- 
thority, the Turnpike Authority and 
the County of Essex, as well as the 


© City of Newark, had failed to take 


proper precautions in effectuating 
some degree of control. 


Now, while I am in accord w:th 
the City of Newark at this particu- 
lar time moving to discharge its re- 
sponsibility, I would like to know 
also at this time whether some of 
the other agencies affected are going 
to move in the direction of taking 
care of their end of the responsibi- 
lity. 


It seems to me in every single 
instance with the tax rate and every- 
thing else, that because perhaps we 
are closer to the people of the com- 
munity of the City of Newark, the 
City of Newark has always had to 
wind up taking care of its people 
and at great expense. Ás just evi- 
denced in the recent situation with 
regard to the post office site where 
if we were able to work somethirg 
out, and I assume we will be able 
to in the interest of the community 
and the public pf the City of New- 
&rk, it would seem to me that if 
that is analysed the Federal Gove- 
ernment is going to get all of their 
money, the County of Essex is going 
to get all of their money, and the 
City of Newark is just going to be 
left holding the bag again, and we 
have to take the responsibility of 
moving in the direction of protect- 
ing our people and at the same time 
we have to bear the critisims of 
spending the money that is neces- 
sary to afford them that protection, 
that no one else seems to be con- 
cerned with. 


I most certainly say I am in accord 
with the city bearing its share of 
the responsibility. But if the facts 
presented in the original investiga- 
tion down there are true and cor- 
rect, the city participation and the 
city spending of money down there 
is not in my mind going to entirely 
relieve the situation unless the other 
agencies who also have a responsi- 
bility move in the direction of dis- 
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charging their responsibilites and 
make some sort of a joint effort in 
order that the solution be a complete 
one and not just a matter of the 
City of Newark spending its money 
and then no one else doing any- 
thing more about it. 


Mayor Villani: I would like to have 
some explanation about this. I see 
there are some refolutions here. 
What is it all about? 


Commissioner Carlin: If you will 
but give me a chance to explain it. 
We have two problems here, Mr. 
Mayor, one of which we are at- 
tempting to take care of immedi- 
ately. The other is a problem inso- 
far as the interceptor, the proposed 
interceptor sewer is concerned. That 
has been discussed by the engineers 
in the Department of Public Works 
for, well I have been going back 
to 1927. т 1927 a study was made 
for the construction of а sewer to 
carry the storm water and sanitary 
sewerage from the Weequahic and 
part of the Clinton Hill sections of 
Newark out inio the Passaic Valley 
System. In 1927 they hired a con- 
sulting engineer who made a study 
and there was quite a report at that 
time. The estimated cost of construct- 
ing an interceptor sewer was $1, 
400,000. And that thing has been 
going back and forth. And in 1942 
Director Byrnes had a resolution 
passed by the City Commission au- 
thorizing his department to apply 
to the federal government for a 
grant in a post war program. 


'The Interstate Sanitation Commis- 
sion has from time to time reminded 
Newark that we were violating all 
the rules of good practice in sanita- 
tion by continuing the disposal of 
its sewerage and storm water into 
open ditches. Two years ago I went 
down, at the request of some of the 
people in the area, and I found that 
at the so-called Peddie ditch when 
we have the high tide the sewerage 


washes back over the meadows, and 
then when the tide subsides then 
the sewerage would lay on the 
meadowlands. 


We are now getting a report ready 
for the City Commission, and that 
report wil be a recommendation 
insofar as I am concerned to take 
care of the overall picture. 


Now, what are we doing today 
has nothing at all to do with the 
letter we received from the Bureau 
of Public Health Engineer, of the 
Department of Health, that was sent 
to the City Commissioners on July 
24th. Every so often we get a remin- 
der from these two agencies that we 
have a responsibility to take care 
of, and then they would like to know 
whether we intend to do something 
about it. This communication says 
that we are obliged to insist upon a 
precise proposal to solve this prob- 
lem. That will be treated in a re- 
port and recommendation through 
me from our engineers. Ц is not 
new. ІЁ has been discussed since 
1927. But the immediate problem 
that we want to take care of, and I 
agree with Director Moran, and I 
am concerned with the Newark tax 
rate as much as anybody else, but 
these are things that our engineers 
have studied. They have had a meet- 
ing with the County officials, namely 
Doc Stuyvers of the Mosquito Com- 
mission, and so on, on what is to be 
done and they say it is the respon- 
sibility of the City of Newark. One 
will take acre of a broken dyke in 
the so-called Connally ditch. It must 
be dredged and cleaned so that we 
wil get a flow out into the river, 
and repair the dyke so that when 
the tide comes out it does not wash 
over the meadowlands again. We 
want to stop it from washing back. 


Mayor Villani: That will cost a- 
bout how much do you estimate? 


Commissioner Carlin: About 
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$5,000. And the other will be the 
fide gates down there to take care 
of Peddie ditch. We need new tide 
gates so that we will keep it from 
coming back. The third one is the 
cleaning of another ditch down near 
ihe lronbound Section. The total 
cost will be $19,0C0, the estimated 
cost. The engineers have made the 
study. 


Commissioner Keenan: Are these 
the six resolutions? 


Commissioner Carlin: Well three 
resolutions requiring individual 
emergencies and three resolutions 
appropriating the moneys. Every- 
thing we are doing here is definitely 
our responsibility. It has been our 
responsibility in the past. 


Mayor Villani: Wil this help the 
mosquito situation? 


Commissioner Carlin: Yes, it is 
our opinion that it will, But the 
reason I ask for the appropriation 
is not because of {Ге State Depart- 
ment or of the Mcsquito Commis- 
Sion, but because cf the numerous 
calls I have received from neighbors, 
from the citizens of the Citv of 
Newark, that mosquitos are cating 
them up. 


With the County agencies we 
could control it if Newark takes care 
of certain repairs. 


Commissioner Keenan: What hap- 
pened to that commission that Dób- 
bins used to be chairman of? They 
did a marvelous job in mosquito 
extermination. Is that in existence? 


Mr. John Flockhert: May I say 
something? Mr. Stallman who is the 
chairman of the commission, the 
Mosquito Commission, takes this 
stand in connection with the ditches: 
That originally they cut these diteh- 
es through the meadowlands to 


drain the meadowlands so that the 
water would run off and there 
would not be any stagnant water, 
but as time went on certain sewers 
were discharged into those ditches, 
and instead of it becoming ditches 
for draining the meadows they be- 
came in effect open sewers. The 
Mosquito Commission takes the stand 
at this time they are not in the 
sewerage business, that that is a 
responsibility of the city. 


Now, the breaking of dykes means 
this, it means that sewerage and 
drainage water which comes in from 
the Ironbound areas goes through 
it and it is then discharged because 
of the breaking of the dykes over 
the meadowlands. That is a matter, 
if we permit it, is going to result 
in it backing up through our own 
sewers and backing up into the 
Passaic Valley, snd that is part of 
the charge that Newark is paying 
for because water is backing up 
in and around Passac Valley through 
our sewers, 


So actually some small amount of 
tide water gets back into the Pas- 
saic Valley Pumping Station. And 
one of the resolutions is for the 
repairing of the dyke. There is a 
break in there of about 125 feet in 
length. It was built of material that 
was taken from the meadows itself, 
sort of muck, and the whole thing 
just slips there. There is a slippinz 
of soil conditions, and that has to 
be repleced with about 2,009 or 
3,000 cubic feet of earth. That is 
one job. 


The second section is this, that 
sewerage, or rather the storm waters 
which are taken from the vicinity 
of Paris Street and Magazine Street, 
at the Federal Electric Company, 
you find that that storm sewerage 
finds its way through the storm 
sewers back of Ruppert Stadium 
into another ditch. That ditch has 
become clogged up with the result 
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that the Federal Electric people 
had to add another foot and a half 
to their window sills so that when 
the water rises it does not go into 
their cellars and destroy their equip- 
ment. 


So I say this is the nature of an 
emergency, and as occasioned by 
the last rain storm we had. 


The third resolution is for the 
tide gates. These tide gates, instead 
of repairing a lot of little individ- 
ual tide gates at the intersection of 
every stream with a ditch, we are 
going to try to nip them off with а 
main, at the main stem, and the 
idea is to install that so that when 
the tide backs up it does not back 
into the meadows during the high 
tide. If it would back into the dit- 
ches and eventually back into some 
of the city sewers, then around to 
the Passaic Valley, we would have 
to pay a lot of money for that. I 
think more than a health problem 
we are concerned with the drainage 
in the Ironbound area and the back- 
ing up of the tide in and around 
the sewers into the Passaic Valley 
Storm System. These are, as Director 
Carlin, states, things which will 
have to be done in anticipation with 
the larger program which has been 
outlined many years ago for the 
construction of sewers for the whole 
area. They are for the dumping, 
and there 15 a certain amount of 
sewerage that goes in there. And 
apparenfjy this year they want 
some real action on it. They are 
not warning us this time. 


Mayor Villani: I think it is a 
move in the right direction anyway 
if it can help the people in the 
Tronbound section. 


Commissioner Keenan: There is 
only an imaginary line that separ- 
ates us from Elizabeth and their 
Swamps could bread mosquitos too. 


Commissioner Carlin: The State 
Sanitation Commission is after them 
too. у 


Mayor Villani They have to con- 
struct new sewers, because they 
have already moved against them. 


Commissioner Moran: Mr. Mayor, 
I would just like to say that from 
both of the explanations here given 
it would appear to me that the sit- 
uation has existed there for а num- 
ber of years that primarily is the 
responsibility of the City, and that 
undoubtedly it should be taken care 
of whether or not there is a situ- 
ation involving mosquitos, and I 
have absolutely no objection to that 
whatsoever. I just merely want to 
point out two things: Number one 
was for the benefit of the people 
of the City of Newark, in order to 
obviate any possibility of hysteria 
in terms of mosauitos being disease 
bearing, that that in itself, incon- 
venient as it may be at the present 
time, and under present conditions, 
our Health Department has ascer- 
tained the fact that the type of 
mosquitos that breed down there are 
not disease bearing. 


Тһе second thing is that over and 
above that, as was brought out in 
some of the previous investigations, 
if the City of Newark does, which 
it is doing here this afternoon, its 
part and its share in trying to bring 
relief to the citizens of Newark, and 
if other agencies concerned see fit 
to ignore the situation and don't 
bear out their part beyond that, 
whatever we do down there is cer- 
tainly not going to solve the situa- 
tion unless the other agencies enter 
into it and do their part just as we 
are doing today. 


6791 - A resolution directing that, 
because of the clogging of a length 
of approximately five thousand feet 
of Piersons Creek, causing flooding 
conditions in the vicinity of Maga- 
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zinc Street and Paris Strect, whieh 
area it drains, said Creek be cleaned 
and widened without delay, at the 
estimated cost cf approximately 
$4,000.00. 


6792 - Resolution directing that, 
because of an emergency which has 
arisen with respect to a length of 
approximately 500€ feet of Piersons 
Creek which has b2come so clogged 
that it causes flooding conditions 
in the vicinity of Magazine Street 
and Paris Street, sa.d Piersons Creek 
should be cleaned aad widened with- 
out delay at an estimated cost of 
approximately $4,000.00. Emergency 
appropriation in the amount of 
$4.000 was authorized. 


6793 - A resolution directing that, 
because of the breaking of the dike 
of the Connelly Ditch in Newark 
Meadows in the vicinity of the in- 
tersection of State Highways, Routes 
21, 25 and 29, causing a mosquito 
menace and flow of tidewater into 
the Passaic Valley Sewer, necessary 
work of repairing said east dike be 
done without delay. At a cost not to 
exceed $5,000. 


6794 - A resolution directing that, 
because of an emergency which has 
arisen with respect to the east dike 
of Connelly Ditch, a part of the 
sewerage system of the City of 
Newark, which has broken, causing 
a mosquito menace and flow of 
tide water to the Passaic Valley 
Sewer, said east dixe be repaired 
without delay at an estimated cost 
of approximately $5,000.00. Emer- 
gency appropriation in the amount 
of $5,000.00 was autt orized. 


6795 . A resolution directing that 


because of the broken tide gates at 
the junction of West Ditch and the 
Diversion of Peddie Ditch, and in 
order to prevent tide water from 
flooding meadow land, causing a 
mosquito menace, and from flowing 
into the Passaic Valley Sewer, tide 
gates be installed on the Diversion 
of Peddie Ditch, at the easterly end 
of the culvert under the easterly 
taxi trip of Newark Airport, with- 
out delay, at an estimated cost of 
approximately $10,000.00. 


6796 - A resolution directing that, 
because an emergency has arisen 
with respect to the tide gates which 
must be constructed on the Diver- 
sion of Peddie Ditch at the easterly 
end of the culvert under the easteriy 
taxi trip at Newark Airport to re- 
place the broken tide gates at the 
junction of West Ditch and the Di- 
version of Peddie Ditch to prevent 
flow of tide water into the meadow 
lands and the Newark Sewer System 
and the Passaic Valley Sewer, said 
tide gates should be installed with- 
out delay, at an estimated cost of 
approximately $10,000. Emergency 
appropriation in the amount of $10, 
000.00 was approved. 


The City Clerk: Mr. Mayor, this 
being the only purpose of the meet- 
ing, a motion to adjourn is in order. 


Commission Carlin: I move that 
we adjourn. 


Mayor Villani: The Clerk will call 
the roll. 


Yeas: Commissioners Carlin, Keen- 
an, Moran, Mayor Villani. 


Mayor Villani: Adjourned. 
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Minutes of the 
BOARD OF COMMISSIONERS 


AUGUST — 1952 


Newark, N. J., August 6, 1952 


А regular meeting of the Board 
of Commissioners of the City of 
Newark, М. J., was held on the 
above date in ihe Commissioners’ 
Chamber, City Hall Newark, at 
2:00 P. M. 


Mayor Villani: The meeting will 
come to order. The Clerk will call 
the roll. 


Present: Commissioners Carlin, 
Keenan, Moran, Mayor Villani. 


Commissioner Carlin moved that 
the reading of the minutes of the 
previous meeting be dispensed with. 


6797 - An ordinance to amend an 
ordinance entitled “Zoning Ordin- 
ance of the City of Newark", adopt- 
ed January 8, 1930, as amended, 
August 20th was the date set for 
further reading znd final passage. 


6798 - An ordirance creating per- 
manent positions in the office of 
the Director of the Department of 
Public Safety, Police Division, Fire 
Division, License Division, Division 
of Public Transportation and the 
Division of Traffic Regulation and 


Control (Parking Meters), of the: 


Department of Public Safety, and 
establishing salaries therefor. 


City Clerk: In connection with 
this ordinance, Mr. Mayor, Director 
Keenan offers the following amend- 
ments: That the designation "Legal 
representative, Police Division" be 
and the same is eliminated from the 
aforesaid ordinance. Не further 
moves that Section 2, the annual 
minimum salary of Police property 
custodian be changed to read $4,000. 
And in Section 3 the titles and sal- 
aries to be added as follows: Super- 
intendent of fire alarm, telegraph 
and radio, and the minimum salary, 
$6,800, annual maximum salary 
$7,800.00 Assistant superintendent 
of fire alarm, telegraph and radio, 
$5,450 minimum and $5,850 maxi- 
mum. And fire alarm, telegraph and 
radio mechanic $4,550 maximum. 


Commissioner Keenan: I would 
lie to call your attention to the 
fact that they are but amendments 
to an existing ordinance inasmuch 
as the title in this notation is a bit 
erroneous. One would think that we 
are creating new permanent posi- 
tions, which is not the fact in this 
instance. 
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Mr. John Goff, appearing as 
President of the N. J. Civil Service 
Association and as President of the 
Essex Council of the М. J. Civil 
Service Association, spoke in oppo- 
sition to this ordinance and all or- 
dinances pertaining to changes іп 
titles and salaries of City Employees 
now under consideration. Mr. Goff 
said that many of the salaries and 
titles provided for in some of the 
ordinances were discriminatory and 
political and failed to take cogniz- 
ance of the merit system. He urged 
the Commission to discard the or- 
dinances and to hold conferences 
with the representatives of his asso- 
ciation in order to provide a scale 
of salaries for city employees. 


Commissioner Carlin remarked 
that the Civil Service Commission 
would have to pass on the new 
titles and salaries before they be- 
came effective, and that Mr. Goff 
could present his objections to the 
Commission. 


Mr. Edward Sheppard, represent- 
ing the employees and members of 
the Essex County Chapter of Gov- 
erment and Civic Employees, spoke 
in favor of passage of the ordinance. 


After considerable discussion, the 
ordinance, as amended, was passed 
on third and final reading. 


6799 - An ordinance creating perma- ` 


nent positions in the Director's Office 
of the Department of Public Works 
and in the following divisions and/ 
or bureaus: Sewers, House Sewer 


Connections, Streets,  Sidewalks, 
Surveys, Lighting, Engineering, 
Board of Adjustment, Buildings, 


Electrical, Central Planning Board, 
Smoke  Abatement, Weights апа 
Measures, Stationery and Supplies 
and Water-Engineering, and estab- 
lishing salaries therefor. 


Тһе City Clerk: In this connec- 
tion, Mr. Mayor, I have the request 
of Commissioner Carlin who moves 


to amend Section 16 by adding the 
title of messenger with a minimum 
salary of $2,000 and with a глахі- 
mum salary of $2,500. 


The ordinance, as amended, was 
passed on third and final reading. 


6800 - An ordinance creating per- 
manent positions in the Office of 
the Director of the Department of 
Parks and Public Property, Bureau 
of Baths and Pools, Bureau of Pub- 
lic. Buildings, Bureau of Public 
Buildings- City owned property, 
Bureau of Sanitation, Bureau of 
Sanitation-Motors Division, City 
Clerk’s Office, Division of Accounts, 
Division of Inventories, Law Depart- 
ment, Municipal Courts, and the 
Shade Tree Bureau, and establish- 
ing salaries therefor. The ordinance 
was passed on third and final read- 
ing. 


6801 - An ordinance creating per- 
manent positions in the Office of 
the Director of the Department of 
Public Affairs, Bureau of Health, 
Newark City Hospital, Convales- 
cent Hospital, Ivy Haven, Division 
of Welfare, Division of Dog Control, 
and establishing salaries therefor. 


The City Clerk: I have an amend- 
ment offered by Director Moran 
striking out the title of legal repre- 
sentative of the Bureau of Health 
$4,500 to $5,500, and that is changed 
to read “Complaints processing 
officer” with a minimum salary of 
$4,500 and maximum salary of $5,500. 
There is no change in salary. It 
eliminates the title of legal repre- 
sentative and substitutes therefor 
the title complaints processing 
officer. 


In connection with this ordinance, 
Mr. Mayor, I have a statement from 
Dr. Arnold M. Kallen in which he 
speaks of this ordinance and he says, 
“The minimum addendum suggest- 
ed for the position of psychiatrist 


is that (1) The qualifications be 
acceptable to the Advisory Council 
appointed by the Health Officer, 
and/or that (2) The physician con- 
cerned be a member in good stand- 
ing of the New Jersey Neuropsy- 
chiatric Association or be epproved 
for such membership, and/or that 
(3) The physician concerned be cer- 
tified in psychiatry by the American 
Board of Psychiatry and Neurology 
or be eligible for examination by 
that Board." And he requests that 
this communication be made part 
of the record. 


The ordinance, as amended, was 
passed on third and final reading. 


6802 - An ordinance to amend an 
ordinance entitled "Zoning Ordin- 
ance of the City of Newark", adopt- 
ed January 8, 1930, was passed on 
third and final reading. 


6803 . 6832 - The Board of Com- 
missioners approved the following 
appropriations for bills, claims and 
payrolls: 


The sum of $49,374.19, 223 items; 
$672.60, 4 items; $7,104.52, 18 items; 
$238,456.92, 40 items; being the bills 
and claims of the Department of 
Parks and Public Property. 


The sum of $19,636.58, 30 items; 
$33,969.53, 17 items; $1,953,737.52, 
1 item; $2,700.47, 1 item; $13,784.90, 
2 items; $5,594.52, 6 items; $276,552, 
4 items; $1,200.91, 14 items; $1,000, 
000.00, 1 item, being the bills and 
claims of the Department of Re- 
venue.and Finance. 


The sum of $30,703.36, 3 items; 
$30.00, 1 item; $389,794.78, 11 items; 
being the bills and claims of the 
Department of Public Safety. 


The sum of $18,795.61, 6 items; 
$24,884.81, 22 items; $2,543.65, 33 
items; $29,035.50, 54 items; $16,470.00 
2 items; $15,886.06, 2 items; $31, 


268.79, 2 items, being the bills and 
claims of the Department of Public 
Works. 


The sum of $60,054.45, 18 items; 
$190,222.20, 16 items; $1,705.66, 5 
items; $623.04, 1 item; $409.59, 2 
items; $2,329.11, 9 items; $4,163.37, 
19 items, being the bills and claims 
of the Department of Public Affairs. 


6833 - Pursuant to the ordinance 
authorizing the reconstruction of 
the first floor of the City Hall, 
authorizes issuance of bond antici- 
pation notes in the amount of $156, 
750.00. Mcneys raised by the issu- 
ance of these notes are to be sup- 
plied to the payment of the princi- 


pal of $156,750 outstanding notes | 


heretofore issued and 
August 9, 1952. 


payabie 


6834 - Pursuant to the ordinance 
authorizing improvements to thé 
water supply system of the City of 
Newark, authorizes issuance of bond 
anticipation notes in the amount of 
$50,000. Мопеуз raised by the issu- 
ance of these notes are to be ap- 
plied to the payment of the princi- 
pal of $50,000 outstanding notes 
heretofore issued and payable Aug- 
ust 17, 1952. 


6835 . 6836 - By virtue of R. S. 54: 
4-3-12, authorizes tax exemption not 
exceeding $500 on real and personal 
property of discharged servicemen 
as per lists on file in Office of City 
Clerk. 


6837 - A resolution by the Board 
of Commissioners, stating that the 
City agrees, conditioned upon the 
making, delivery and filing, within 
45 days hereof, in the office of the 
City Clerk of the City of Newark, 
of a сору of a binding agreement 
between the ABR Corporation, suc- 
cessor vendee іп possession of 
premises on Broad Street and Ray- 
mond Blvd, or its successors and 
assigns, and the United States gov- 
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ernment, or its appropriate agency, 
embodying the conditions of settle- 
ment set forth, to thereupon make 
such full abatement, revision, alter- 
ation, adjustment and settlement of 
the past due taxes and assessments, 
both of principal and of any and all 
interest and penalties thereon, in 
accordance with the provisions of 
R. S. 54:4-99 and R.S. 54:4-100; and 
upon the further condition that 
ABR Corporation agrees that if, in 
proceeding under R.S. 54:4-99 and 
R.S. 54:4-100 as aforesaid, a full 
abatement or a sum less than that 
paid by the City of Newark to the 
County of Essex by reason of the 
aforesaid assessments is established 
to be due, to pay to the City of 
Newark, in settlement of the afore- 
said past-due taxes and assessments, 
penalties and interest, such total 
sum as shall equal the payment 
made by the City of Newark to the 
County of Essex, by reason of the 
inclusion of the aforesaid assess- 
ments in the City’s tax rolls for the 
years above mentioned. 


6838 - Authorizes the Director of 
the Department of Public Affairs to 
enter into an extension of lease 
with the F. & E. Realty Co., for the 
premises 166-194 Ғаруап Place, 
Newark, site of veterans housing 
units, on the terms and conditions 
set forth in the extension lease, 
copy of which is on file in office 
of City Clerk. ` 


6839 - Authorizes payment of sum 
of $100 to Philip Mitchell, this sum 
representing fine paid by the afore- 
said in the Municipal Court, remit- 
tance of which was ordered by 
Judge Cooper on May 13, 1952. 


6840 - Accepts offer, dated July 31, 
1952, by the Publie Service Co-or- 
dinated Transport, whereby said 
Public Service Coordinated Trans- 
port sells, assigns, transfers and 
sets over to The City of Newark, 
-said trolley tracks in Orange St, 


for the sum of one dollar and other 
good and valuable consideration to 
it in hand paid. A certain contrac- 
tor has offered to remove said tracks 
without cost to the City, for their 
salvage value. 


6841 - Approves application of Wal- 
ter C. Keogh-Dwyer for a right of 
way permission over City-owned 
land (Watershed) along the road 
leading to Highland Lakes, Vernon, 
New Jersey, for a telephone pole 
line, for the nominal consideration 
of $1.00 - subject to а 60-day revo- 
cation elause, and assumption of 
all liability by the permittee for 
damages to persons and property 
arising therefrom, and publie lia- 
bility insurance for benefit of City 


.and permittee in the amounts of 


$25,000.00 and $50,000.00. 


6842 - Extends the time within which 
the final judgment must be record- 
ed in the foreclosure proceedings on 
Tax Sale Certificate No. 28370 own- 
ed by Anthony A. Spagnuolo, cover- 
ing premises known as No. 714 
Broadway, from June 16th, 1950 to 
December 27th, 1952. 


6843 - Authorizes the Director of 
the Department of Public Works to 
reject all bids received on August 
5, 1952 for changing the grade and 
repaving of St. Charles Street from 
Ferry Street to about 315 feet south 
of St. Charles Street, and authorizes 
the Director to advertise for new 
sealed proposals for the work. 


6844 - Approves plans and specifi- 
cations for the improvement of 
Clifton Avenue in the City of New- 
ark beginning at Station 11 x 68.70 
at Park Avenue and ending at Sta- 
tion 29 x 23.80 at Seventh Avenue. 
The City engineer was directed to 
present the drawings and specifi- 
cations to the State Highway Com- 
missioner for his approval, and upon 
said approval and as soon as prac- 
ticable after the date thereof the 


City Clerk was directed to adver- 
tise for bids for the Project. 


6845 - 6855 - The Board of Commis- 
sioners approved the following con- 
tracts: 


For Various Departments, With 
Automotive Equipment Со. New- 
ark, N. J., for Tire Chains - 91 
various sizes Passenger and Truck 
Chains and 3428 various sizes Pass- 
enger and Truck Gross Chains for 
$2,492.32. 


For Various Departments, With 
Manufacturers Specialties Company, 
Inc. - Newark, N. J., for 37 drums 
Non-Permanent Anti-freeze - "Esso" 
«0 .5075 per gal. 54 gals. to drum, 
‘Lotal - $1,014.02. 


For Various Departments, With 
American Oil & Supply Co. - New- 
. ark, М. J., for 838 gals. Permanent 
Anti-freeze - "Feak" or "U. S. 1. 
Permanent" ( $2.11 per gal, Total 
- $1,768.18. 


For Department of Public Works- 
Water, With Foley Chevrolet Motor 
Sales Co. - Newark, М. J., for 1 
1952 Chevrolet Business Coupe for 
$1,400.96, 1 1952 Chevrolet 4-door 
Sedan with heater - Styline Special 
Model for $1,499.27, Total - $2,900.23. 


-For Department of Public Safety 
- Fire Alarm Telegraph, With The 
Gamewell Co. - Newton Upper Falls, 
Mass. for 1 Six-Circuit Fire Alarm 
and Time Recorder for $1,537.00. 


For Department of Revenue and 
Finance - Water Accounts Div., With 
DeCozen Motor Co. - Newark, N. J., 
for 1 4-door Sedan - Chrysler - New 
Yorker for $3.9E8.45. Less trade-in 
allowance: Buick 4-dr. Sedan - Car 
No. 130 $1,500.00, Total - $2,488.45. 


For All City Departments, With 
B & Е Oil Сотргпу - Newark, М. J., 


for 400,000 gzls. Fuel Oil No. 2 (City 
delivery) (0 .104 per gal. 4,000 gals. 
Fuel Cil No. 2 (Montclair delivery) 
@ .104 per gals., Total - $42,016.00; 
City Coal and Fuel Oil Co., - New- 
ark, N. J., for 220,000 gals. Fuel Oil 
No. 5 (City delivery) (0 .0885 per 
gal, Total - $19,470.00; Paragon Oil 
Co., Inc. - Newark, N. J., for 1,380, 
000 gals. Fuel Oil No, 6 (City de- 
livery) (0 .0698 per gal, Total - 
$96,324.00; Grand Total - $157,810.00. 
А | 

For Department of Parks & Pub- 
lic Property - Bureau of Sanitation, 
With Ralph Hochman & Company - 
Newark, N. J., for 1 20" x 12" Se- 
bastian Type “R” Geared Head Lathe 
complete with motor and accessor- 
ies (according to schedule and speci- 
fications in the Division of Cen- 
tral Purchase) for $5,210.70. 


For the repaving of Fairmount 
Avenue from South Orange Avenue 
to West Market Street, To Nesto 
Construction Company, 100 River- 
side Avenue, Newark 4, New Jersey 
for the sum of $79,180.00. 


With Charles H. Rich, trading as 
Safety Service Station, 48-58 Wil- 
liam Street, Newark, N. J. a re- 
sponsible bidder, for towing of pas- 
senger cars or trucks up to М ton 
and 4 wheels, at the rate provided 
by City Ordinance, $5.00 per vehicle, 
from the streets and highways of 
the City of Newark; storage of pas- 
senger cars or trucks up to % ton 
and 4 wheels, $1.00 per day. 


For the paving of premises at 
veterans' houses situated at No. 1 
No. 7th Street Housing Sites No. 27 
and No. 28, No. 2 - Berkeley Avenue 
Housing Site No. 57, No. 3 - Fabyan 
Place Housing Site No. 65, to Vin- 
cent J. Pesce, for the sum of 
$25,472.00. 


6856 - Approves appropriation of 
sum not exceeding $150 each ќо 
Charles G. Burnett, Chief Engineer, 


Fire Division, and John B. Keenan, 
Director, Department of Public 
Safety, to attend the 79th Annual 
Convention of the International 
Association of Fire Chiefs to be held 
in Boston, Mass., from August 25th 
to August 28th, 1952. 


6857 - Approves appropriation of 
sum not to exceed $250 to Traffic 
Engineer Edward L. Cyr, for ex- 
penses in attending the annual meet- 
ing of the Institute of Traffic En- 
gineers to be held in Chicago, Ill, 
from September 8th to 11th, 1952. 


6858 - Approves appropriation of a 
sum not to exceed $200 to defray 
ihe expenses of Dr. Irving Willner, 
Physician-in-Charge of the Chest 
Service Division of the Buresu of 
Health, to attend the International 
Conference on Chest Diseases at Rio 
De Janiero, Brazil from August 
24th to 30th, 1952. 


6859 - Approves promotion of Fred- 
erick R. Lacey to the rank of Chief 
of Police in the Police Division, De- 
partment of Public Safety, effective 
July 31, 1952. 


6860 - Approves appointment of 
John M. Kalamian to position of 
Patrolman in the Police Division, 
Department of Public Safety, effec- 
tive August 10, 1952. 


6861 - Pursuant to R.S. 43:4-1 et 
seq., approves retirement pension in 
the amount of $39.90 per week, for 
John J. Bierbaum, Laborer-Driver 
in the Bureau of Sanitation, effec- 
tive August 7, 1952. 


6862 - 6880 - The Board of Commis- 
sioners acted on the following ap- 
plications for a variance from the 
terms of the Zoning Ordinance: 


Application of Kayes Super Ser- 
vice, owner; for renewal of permit 
for gasoline station including one 
bay lubritorium and one non-auto- 


matic car washing bay in a 2nd 
Business District; on premises 390- 
396 Broadway; such use to be limi- 
ted to the period of eight years 
ending April 22, 1960. (Approved). 


Application of Ralph  Osmun, 
owner; for renewal of permit for 
automobile parking station in a lst 
Industrial District; on premises .76- 
78 New Street and 12-14 Warren 
Place; such use to be limited to the 
period of one year ending May 7, 
1953. (Approved). 


Application of Lester Sternig 
(E. Forman, R. Kruger & M. Kemp- 
ler, owners); for renewal of per- 
mit for automobile parking station 
in a 2nd Business District; on pre- 
mises 347-853 Washington Street; 
420-426 Plane Street, and 8-14 Wil- 
low Street; such use to be limited 
to the period of one year ending 
April 4, 1958. (Approved). 


‘Application of Ann Notte (82 E. 
Park Street, Inc, owner); for re- 
newal of permit for automobile 
parking station in a 1st Industrial 
District; on premises 32-34 Park St. 
and 45 Kitchell St.; such use to be 
limited to the period of one year 
ending April 4, 1958. (Approved). 


Application of Old Colonial Inn, 
Inc. (Peter Glod, owner); for re- 
newal of permit for automobile 
parking station in a 2nd Business 
District; оп premises 1072-1078 
Broad Street, such use to be limited 
to the period of one year ending 
May 31, 1953. (Approved). 


Application of Newark City Gar- 
age (Est. of І. Rosenthal, owner); 
for renewal of permit for auto re- 
pair shop in a 2nd Business District; 
on premises 324 Norfolk Street; 
such use to be limited to the period 
of three years ending March 13, 
1955. (Approved). 


Application of Stanley Sikora 


(D. & C. Cicalese, owners); for re- 
newal of permit for auto repair 
shop in a ist Industrial District; on 
premises 668-670 South 12th Street; 
such use to be limited to the period 
of two years ending April 18th, 
1954. (Approved). 


Application of Grady Storage 
Warehouse (Ivy Holding Co., owner) 
for renewal of permit for automo- 
: bile parking stat.on іп a 1st Indus- 
trial District; cn premises 61-63 
Plane Street; sucn use to be limited 
to the period of one year ending 
April 10, 1953. (Approved). 


Application of Albert Preziosi, 
owner; for renewal of permit for 
automobile sales station in a 2nd 
Business District; on premises 468- 
470 South Orange Avenue; such use 
to be limited to the period of one 
year ending May 5th, 1953. 
(Approved). 


Application of Fred Singerling 
(Harold & Joseph Orlovsky, owners) 
for renewal of permit for auto re- 
pair shop (no body or fender work) 
in a 2nd Residence District; on 
Premises 278 South 20th Street; 
such use to be limited to the period 
of two years ending May 5, 1954. 
(Approved). 


Application of Leo Fine (Strand, 
Ine, owner); for renewal of permit 
for auto parking station in a Ist 
Industrial District; on premises 196- 
200 Mulberry Street; such use to be 
limited to the period of one year 
ending May 17, 1953. (Approved). 


Application of Fabyan Produce 
Co, owners; for the addition of 
another apartment on each of the 
2nd and 3rd floors, exceeding lot 
area requirements in a 2nd Business 
District; on premises 104 South 
Orange Avenue. (Approved). 


Application of Esso Standard Oil 
Co., owner; for the addition of stor- 


age room, one-bay lubritorium and 
one non-automatie car washing bay 
to existing gasoline station in a 2nd 
Business District; on premises 307- 
311 Hunterdon Street; such use to 
be limited to the period ending eight 
years from date hereof, (Approved). 


Application of Rena Associates, 
owner; for the erection of gasoline 
station including a two-bay lubri- 
torium and one non-automatic саг 
washing bay in a 1st Industrial Dis- 
trict; on premises 2028-2050 McCar- 
ter Hwy. (formerly 345-367 River- 
side Ave); such use to be limited 
to the period ending eight years 
from date hereof. (Approved). 


Application of Louis Ruberto, 
owner; for the erection of a 3-car 
garage on front half of lot in a 3rd 
Residence District; on premises 261 
Garside Street; on condition that 
only pleasure cars are stored. 
(Approved). 


Application of Lou Allora, owner; 
for erection of addition to gasoline 
service station of building for auto 
repairing (no body or fender work 
and no spray painting) in a lst In- 
dustrial District; on premises 30-38 
Nesbitt Street; such use to be limit- 
ed to the period ending January 17, 
1956. (Approved). 


Application of Tulsa Oil Co, 
owner; for the erection of gasoline 
station including a 2-bay lubritorium 
іп а ist Business District; on pre- 
mises 865-873 Franklin Avenue; 
such use to be limited to the period 
ending eight years from date hereof. 
(Deferred until August 20th). 


Application of Quincy’s Car 
Washing (Barclay-Kinney, Inc, 
owner); for the establishment of 
non-automatic car washing in a 2nd 
Business District; on premises 206- 
212 West Kinney Street; such use 
to be limited to the period ending 
one year from date hereof. 
(Approved). 
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Application of Harry Geyer (Na- 
mowitz, Namowitz & Mish, owners); 
for the establishment of body re- 
pair shop including paint spraying, 
Welding and forging in a legal non- 


6881 


conforming public garage in a 2nd 
Business District; on premises 38-40 
Norfolk Street. (Approved after 
hearing was, held. Commissioner 
Keenan voted in the negative). 


MONTHLY STATEMENT OF CASH RECEIPTS 


> 


JUNE 1952 


Description 


TAX COLLECTIONS — 
Prepaid Taxes 1953 .... 
1952 Taxes ....................... 
Real Estate Arrears 
Personal Arrears 
Tax Title Liens 


Bank Stock Tax ・ 


Second ‘Class Railroad Tax Arrears 


Petty Cash . 
Water Operating Surplus 


Remissions - Prior Years Taxes Returned 


LICENSES — 


‘Alcoholic Beverages 
АП Other 


. Prepaid License 
FEES AND PERMITS 


FINES — 
Magistrates (Municipal Courts) 
Library 


OTHER RECEIPTS — 


М. G. Checks Made Good ............ 


Interest and Costs on Taxes ... 


Tax Title Liens, Chapter #149, P. L. 1943 


Tax Receiver - N. G. Checks Made Good 
Financial Business TS 


Amount 


269,059.09 
46,509.85 
37,709.82 
16,444.15 

102,868.03 
1,371.24 


202,200.00 
18,528.49 


4,149.25 


26,338.60 ` 
2,886.67 


273.40 
14,043.76 


Interest and Costs on Assessments ............424222..121.. 10.06 
State Aid - Highway Lighting ーーーー 1,454.10 
Franchise TE 126,352.96 
Gross Receipts Tax ПОИНИ 
Bus Receipts Ta 46,579.45 
Motor Fuel Tax Refund ........... 2,441.67 
Rents From Municipal Property ле 15,354.51 


Contribution - City of E. Orange - Passaic Valley Sewer 
Bil Board Ta 
Stationery and Supplies (From Other Departments) .... 


Second Class Railroad Property ........................ а а 
Penny Milk Program - Schools ....... sss eee 843.28 
Penny Milk Program - U. S. Dept. Agriculture ................ 499.32 
Bureau of Streets BERE 9.28 
Bureau of Sidewalks ...... ии eee eee HH ne eene 
Bureau of Sanitation 2..........::Іе-е-л- 3,517.34 
Port Newark Lease - Port of New York Authority ........ sees 
Tax Sale Premiums - Chapter £149 ле 00020422. 
Parking Meters ...... eese лла 4,852.48 
Tax Ргетил.$ MM 
Federal Publc Housing Authority 22.....2.22.04...2.. 10,469.02 
City of Newark Housing Authority сланине 94,340.72 


Due From Airport Account 
State Road A.d - Chapter 62 
City's Share - Vets Housing - Weequahic Park 


SPECIAL ITEMS OF GENERAL REVENUE — 


Parking Meter Surplus 2..........ш 


Port Newark Surplus .RN 


DEDICATED REVENUE 一 


Water Department Operating .... 
Division of Port Development 


Water CD 631,250.00 
Division of Dog Control ........... sees 2,312.00 


HILL 


€! 


Marriage Licenses ...........0.2лл4 На 1,515.00 


Weights and Measures - Solid Fuel Fines 


CAPITAL FUNDS — ` 


Promissory Notes - Schools 


Due from Board of Education 


Term Bonds 


Sale of City Property 


Temporary Notes - Bonds 


Bond Anticipation Notes 


Improvement Authorization - Bonded 


Reserve - Fire Loss 


Reserve - To Pay City Railway Debt 


Reserve - Port Newark Debt Service .................................. 400,000.00 


Reserve - Port Newark Debt Service 


Reserve - Sale of City Property .. 


Permanent Bond Sale Ne 
Reserve - To Pay Port Newark Debt Service 3% ...... .... 
Reimbursement - Port Newark - Port Authority 
Sale of U. S. Treasury Bonds 


Reserve - Storm Damage 


Investments 


TRUST FUNDS — 


Assessments Receivable - Regular RN 455.48 
Assessments Receivable - Tax Sale Liens 2........2. eee eee 
Chapter No. 149, Tax Title Lien Assessments ii 
Reserve - Foreclosure Fees - Tax Sale Liens 2....... eese 
Public Affairs - Special Account Claims ..22..22...22200 5020202. 
Reserve - Salary and Wages ... 

Reserve - Army Base ........ телен» 


Master Electricians License 


Reserve - Shade Tree Assessments .....22..24.42..2..... 39.16 | 

Reserve - Alice Hayes Estate 2..........02:: ӛ ә. 

Reserve - Police and Fire Pension TU 

Interest on Special Trust Funds ............2.2.02..2.200.. 

Reserve - Deposit on Bids - Contracts ................................ 560.00 
10 


Kinney Corp. - Lieu of Bond ..........20 0 
Homettes - Revenue 2... 2,884.00 
Johnson Homes - Revenue .о....2.22ыаулӛыьыƏ 13,829.55 


F. P. Н. A. - Revenue ee 


Protested Checks - Johnson Homes .... 
Protested Checks - Е. P. Н. A. suse 00000000000 
Protested Checks - Rehabilitation ee 
Security Deposit Fund - Homettes ........................................ 10.00 


Security Deposit Fund - Johnson Homes ............................ 30.00 
Security Deposit Fund - Е. P. Н. А. ........................... 35.00 
Security Deposit Fund - Rehabilitation ........... 0 ы 
Homettes - Maintenance ............................... RI 
Auto Damage ii ННН 
Tax Title Liens - Shade Tree ........................... н 00. 
Reserve - Deposit on Bids - Foreclosed Property 22... сине 


Johnson Ноев - Fire Loss 


Reserve - Newark Union Truck Terminal 
Federal Tax - Outdoor Pools .Ne 


Reserve for Funds in Trust with City 0022222 emere 


APPROPRIATION REFUNDS — 


Department of Public Affairs Ne 9.10 


Department of Revenue and Finance ................................. 12.87 


Department of Public Safety ... ПОНИНИН 
Department of Public Works u 
Department of Parks and Public Property ........................ 54.00 


MISCELLANEOUS ITEMS: 


Tax Overpayments .......200224.2..... ———X—X——————— 
Refunds - Excess Cashiers Collection .................................... 1.56 
Lease - 200 Washington Street Corp. .................................... 1,500.00 
Estate Funds ............ ы 


Tax Sale Premiums 


Tax Sale Redemptions .........:ашш 2,869.85 
Unallocated Funds 22.......2.2220...м000000М0 т. 


*! 


Over and Under Account 


Retained Percentage on Contracts 


Rents - City in Possession 
Foreclosed Property Sales 
Other Accounts Receivable 
State Road Aid 
Budget Operating Account 


P. A. Special Account Claire 17,142.98 
Franchise Tax - Fire Insurance Companies ....................... 720,590.18 
Franchise Tax - Domestic Life Insurance Companies .... 
Reserve - Fees - Application Hotel Certificates 


Damages - Rents City in. Possession 


Lease - Lawrence Street School 


MISCELLANEOUS REVENUE NOT ANTICIPATED ............ * 35,844.89 


.Petty Cash Funds Re-Deposited 


Savings and Loan Deposit Returned 


Relief Department Deposit 


$3,819,514.55 


I HEREBY CERTIFY that the figures contained 
in this report are correct ‘ 


William J. Griffin (sgd) 
Actg. Auditor 


M. Salandra (sgd) 
Dep. Director 


Ordered filed. 
Mayor Villani: A motion to adjourn is in order. 
Commissioner Carlin: I move that we adjourn. 
Mayor Villani: The Clerk will call the roll. 


Yeas: Commissioners Carlin, Keenan, Moran, Mayor Villani. 
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Newark, N. J., August 20, 1952 


A regular meeting of the Board 
of Commissioners of the City of 
Newark, N. J., was held on the 
above date in the Commissioners’ 
Chamber, City Hall, Newark, at 
2:00 P. M. 


Present: Commissioners Carlin, 
Ellenstein, Keenan. ` 
Absent: Commissioner Moran, Mayor 
Villani. 


Acting Mayor: 
Ellenstein. 


Commissioner 


Commissioner Keenan moved that 
the reading of іле minutes of the 
previous meeting be dispensed with. 


6882 - An Ordinance creating per- 
manent positions in the Office of 
the Director of the Department of 
Revenue and Finance; Alcoholic 
Beverages Control Board; Account- 
ant-Treasurer’s Division; Board of 
Assessment and Revision of Taxes; 
Cashier’s Divisior, Central Purchase 
Division; Comptroller’s Division; 
Personal Tax Arrears Division; 
Surveyor's Division, and Tax Ac- 
counting, Billing, Addressograph 
and Counter Division, all in the De- 
partment of Revenue and Finance, 
and establishing salaries therefor. 
The date set for further reading and 
final passage was September 3rd. 


6883 - An Ordinance creating per- 
manent positions in the Water Ac- 
counts Division, Department of Re- 
venue and Finance, and establishing 
salaries therefor. September 3rd was 
the date set for further reading and 
final passage. 


6884 - Ап Ordinance appropriating 
the sum of $43,682.80 for improve- 
ment of Canistear Stream Diversion 
and $39,592.37 for improvement of 
Echo Lake Channel from Division 
of Water, Section of Capital Ac- 
counts. The date set for further 
reading and final passage was Sep- 
tember 3rd. 


6885 - An Ordinance appropriating 
$40,000 for school purposes and, au- 
thorizing the issuance of bonds of 
the City of Newark to meet said 
appropriation. September 3rd was 
set for further reading and final 
passage. 


6886 - An Ordinance appropriating 
$5,000 for school purposes and au- 
thorizing the issuance of bonds of 
the City of Newark to meet said 
appropriation. The date set for fur- 
ther reading and final passage was 
September 3rd. 


6887 - Ап Ordinance appropriating 
$756,000 for school purposes and 
zuli. orizing issuance of bonds of the 
City of Newark to meet said appro- 
pri: поп. September 3rd was the date 
sct for further reading and final 
passage. 


6888 - An Ordinance appropriating 
$60,000 for school purposes and au- 
thorizing the issuance of bonds of 
the City of Newark to meet such 
appropriation. The date set for fur- 
ther reading and final passage was 
September 3rd. 


6889 - Ап Ordinance appropriating 
$110,000 for school purposes and 
authorizing the issuance of bonds of 
the City of Newark to meet said 
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っ propriation. September 3rd was 
the date set for further reading and 
finl passage. 


6890 - An Ordinance to authorize 
the grading, curbing, paving and 
other improvement of Manor Drive 
from Irvington Avenue to Mount 
Vernon Place, as a local improve- 
ment, and to provide for the financ- 
ing of the cost thereof by the issu- 
ance of bonds and bond anticipation 
notes in an amount not to exceed 
$39,9000. September 3rd was the date 
set for further reading and final 
passage. 


6891 - An Ordinance to amend ап 
ordinance entitled "Zoning ordin- 
ance of the City of Newark", adopt- 
ed January 8, 1930, as amended, was 
passed on third and final reading. 


6892 - 6921 - The Board of Commis- 
sioners approved the following ap- 
propriations for bills, claims and 
payrolls: 


The sum of $1,209.37, 3 items; 
$45,061.72, 11 items; $220,179.26, 38 
items; $171,066.80, 205 items; being 
the bills and claims of the Depart- 
ment of Parks and Public Property. 


The sum of $1,460.98, 5 items; 
$130,980.11, 26 items; $691.88, 10 
items; $52,326.39, 5 items; $294,052.50 
5 items; $2,700.47, 1 item; $33,689.50, 
17 items; $13,784.90, 2 items, being 
the bills and claims of the Depart- 
ment of Revenue and Finance. 


The sum of $389,993.69, 11 items; | 


$23,975.00; 1 item; $15,496.99, 1 item; 
being the bills and claims of the 
Department of Publie Safety. 


The sum of $14.61, 1 item; $36, 
545.95, 35 items; $18,084.02, 1 item; 
$22,876.05, 44 items; $15,536.31, 2 
items; $24,729.87, 22 items; $19,034.55 
10 items, $1,216.24, 1 item; $31,577.34, 
2 items; being the bills and claims 
of the Department of Public Works. 


The sum of $2,379.87, 15 items; 
$623.04, 1 item; $2,678.03, 10 items; 
$191,632.82, 16 items; $409.59, 2 items; 
$54,142.22, 14 items; being the bills 
and claims of the Department of 
Public Affairs. 


6922 - Pursuant to the ordinance 
authorizing the reconstruction or 
other improvements of various build- 
ings and other structures maintained 
by the City, authorizes issuance of 
Bond Anticipation Notes in the 
amount of $200,000. 


6923 - A resolution whereby the 
Board of Commissioners agreed and 
consented to adopt the Plan for 
Group Giving for various charities 
and requested a charter as a chap- 
ter in the plan for Group Giving 
for each of the five departments of 
the City government, each of the 
said chapters to function through a 
committee of its own choosing with 
the full right of selecting its bene- 
ficiary agencies and determining the 
number and amount of its alloca- 
tions; and with a completely free 
choice on the part of each employee 
of each of the five departments to 
voluntarily subscribe to said plan. It 
was resolved that a system of pay- 
roll deduction to make the plan 
operable be installed and become 
applicable to each of the several 
departments as they may adopt the 
plan for group giving. 


6924 - A resolution whereby the 
deed of dedication to the City of 
Newark, N. J. of that part of Graf- 
ton Avenue, Newark, N. J., extend- 
ing from Paterson-Newark Branch, 
Erie Railroad to McCarter Highway 
signed by Housing Authority of the 
City of Newark, N. J. by Irving 
Rosenberg, Chairman, attested by 
Louis Danzig, Secretary, dated Aug- 
ust 12, 1952, consideration $1.00, was 
accepted by the City of Newark. 
The City Clerk was directed to re- 
cord said deed in the office of the 
Register of Deeds of Essex County, 
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N. 4., and file the same in the office 
of the City Comptroller. 


6925 - A resolution whereby the 
City of Newark consents to subdi- 
vision of lots Nos. 34, 35, 36, 37, 38 
and 39, lot 1, in Block 4136, as shown 
on the official tax map of the City 
of Newark, beirg a plot of land 
155.05 feet on th» southerly side of 
Sandford Place, extending to a 
depth of approximately 120 feet, 
and commonly known as No. 36-46 
Sandford Place. This action is in 
compliance with Chapter 213 of the 
Laws of 1951 (R S. Cum. Cupp. 40: 
55-15), and in pursuance thereto this 
Board hereby expressly waives the 
requirements thereunder. 


6926 - A resolution directing the 
City of Newark to foreclose, by 
summary proceedings, In Rem, as 
provided in the Іп Rem Tax Fore- 
closure Act (1948), the tax sale cer- 
tificate held by it, as listed on tax 
foreclosure list on file in office of 
City Clerk. 


6927 - Authorizes the Director of 
the Department of Revenue and 
Finance to transfer, effective as of 
December 31, 1951, the following 
unexpended bucget appropriations 
of the Division of Water, Operating 
Section of Accounts, to the Division 
of Water, Capita. Section Accounts: 
1950 Appropriations: Canistear 
Stream Diversion, $43,682.80; Echo 
Lake Channel, $19,592.37; 1951 Ap- 
propriations: Ecno Lake Channel, 
$200,000.00. The Director was di- 
rected to reserve said funds for the 
following uses: Canistear Stream 
Diversion, $43,632.80, Echo Lake 
Channel, $39,592.37. 


6928 . Cancels, effective as of De- 
cember 31, 1952 the unexpended 
balance in the amount of $2,355.01 
of funds authorized by ordinance 
No. 3396, adopted by the Board of 
Commissioners on October 9, 1946. 
The Director of the Department of 


Revenue & Finance was authorized 
and directed to transfer said balance 
of $2,355.01 to the Division of Water, 
Capital Section of Accounts. 


6929 - A resolution directing the 
proper officers of the City to exe- 
cute and deliver in the name of the 
Mayor and Commissioners of the 
City of Newark, a deed of release 
or quitclaim to Richard B. Barrick 
and Grace Hayes, the owners of said 
property at 45 Avon Place, so as to 
release the said property from the 
right of геепігу and reverter upon 
condition broken; provided however 
that the restrictions shall continue 
as real covenants running with the 
lands but without penalty of for- 
feiture, and so as not to release the 
owners of said property, or their 
heirs, grantees or assigns, from their 
obligation to keep and observe the 
restrictions which were attached to 
the title to seid premises by the 
original conveyance from the City. 
Said deed of release or quitclaim 
shall be approved as to form by 
Corporation Counsel. 


6930 - A resolution authorizing the 
Director of the Department of Pub- 
lie Works to execute a deed, to be 
approved by the Corporation Coun- 
sel to Richard Vreeland, conveying 
to him certain lands and premises 
in the township of West Milford 
for the purpose of establishing and 
fixing the boundary lines between 
the property of the City of Newark 
and said Richard Vreeland. Said 
deed is to be delivered to said 
Richard Vreeland, or his attorney, 
upon delivery. to the City of Newark 
of a deed for lands and premises 
required to establish and fix said 
boundary lines. 


6931 - 6933 - Grants permission to 
the Festa San Cataldo Society of 
St. Rocco's Church to conduct a fire- 
works display throughout its parish 
during a parade on August 30, 31 
and September 151, 1952. Bond in 
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ihe amount of $10,000 with said 
Society as principal and Indemnity 
Insurance Co. of North America, as 
surety, was approved. 


6932, 6934 - Grants permission to 
the Feast Committee of St. Michael 
of St. Lucy's Church to conduct a 
fireworks display throughout its 
parish during a parade on Septem- 
ber 27, 28 and 29, 1952. Bond in the 
amount of $10,000 furnished by said 
Committee as principal, and Indem- 
nity Insurance Co. of North America, 
as surety, was approved. 


6935 - 6940 - Тһе Board of Commis- 
sioners approved the following con- 
iracts: 


For Department of Public Affairs 
- Newark City Hospital, for Drugs - 
as per list on file in the Division of 
Central Purchase, With McKesson 
and Robbins, Inc. - Newark, М. J. 
for $3,016.85; Goldman's Drug Store 
- Newark, N. J., for $2,196.41; James 
P. Smith - Newark, М. ФТ, for 
$1,661.40; General Medical Supply 


S. Н. Grossman, Inc. - Newark, М. J. 
for 1 or more of any or all Dodge 
& Plymouth Parts - A Parts 40% 
off list B Parts 35% off list Misc. 
Parts 30% off list Accessories Single 
Lot net price; Hagin & Koplin, Inc. 
- Newark, М. J., for 1 or more of 
any or all Ford Parts - Wholesale 
prices per Ford Price Book - less 5%; 
Mack Motor Truck Corp. - Newark, 
N. J., for i or more of any or all 
Mack Truck Parts, - Mack Master 
price list and discount schedule on 
file in Division of Central Purchase; 
Smith Tractor & Equipment Co. - 
Union, N. J., for 1 or more of any or 
all caterpillar Tractor Parts - As 
per price list No. 35 effective Febru- 
ary 4, 1952 with amendments that 
will be issued from time to time. 


For Department of Parks & Public 
Property - Municipal Courts - Part 
Six (Traffic), With Ribnik Printing 
Co., Inc. - Newark, N. J., for Print- 
ing of 25,000 Traffic Summonses, as 
per specifications on file in the 
Division of Central Purchase (9 
$61.88 per M, Total - $1,547.00. 


Co. - Newark, N. J. for $1,581.62; . 


Е. В. Squibb Sons - Brooklyn, М. Y., 
for $1,474.00; Day-Baldwin, Inc. - 
Newark, N. J., for $1,260.94; 

Total $11,191.22. 


For Department of Public Affair: 

- City Hospital, With Medical Ser- 

vice Company, Inc., Newark, М. J., 

For 12 Dressing Carts, White Enamel 
- Thorner (0 $97.50 each, 

Total - $1,170.00. 


For АП Departments, With Carl 
W. Bush Co. - Newark, М .Ј., for 1 
or more of any or all Harley-David- 
son Motorcycle Parts - List prices, 
F.O.B. Newark - as shown in current 
Harley-Davidson price lists; Foley 
Chevrolet Motor Sales Co. - New- 
ark, N. J., for 1 or more of any or 
all Chevrolet Parts - As per Sched- 
ule *A" with 396 discount from 
wholesale prices - subject to factory 
change - Discount will remain same; 


For Department of Public Affairs 
- City Hospital, With General Medi- 
cal Supply Co., Ine - Newark, М. J. 
for 2 Spencer No. 15 MLH Micro- 
scopes (0 $470.70 each less 2%, 2 
Bausch & Lomb No. FBR - 8 Micro- 
scopes () $291.60 each less 296, 
Total - $1,494.11. 


For changing the grade and re- 
paving of St. Charles Street from 
Ferry Street to about 315 feet south 
of Ferry Street, to Nesto Construct- 
ion Company, 100 Riverside Avenue, 
Newark 4, New Jersey for the sum 
of $35,306.50. 


6941 - Approves Surety Corporation 
Bond, Standard Accident Insurance 
Company, Surety and Nesto Con- 
struction Company, Principal, сол- 
tractor for the repaving of Fair- 
mount Avenue from South Orange 
Avenue to West Market Street. 
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6942, 6943 - The Board of Commis- 
sioners approved the following pro- 
motions in the Division of Water: 
Harold F. Schumacher to Principal 
Assistant Engineer, at $5,400 per 
annum, effective August 10, 1952; 
George Е. Schmidt to Principal As- 
sistant Engineer in the Bureau of 
Surveys, at $5,490 per annum, ef- 
fective August 10, 1952; Arthur J. 
Simpson to Division Engineer at 
$9,800 per annum, effective August 
10, 1952; Laurie M. Leedom to As- 
sistant Division Engineer, at $7,000 
per annum, effective August 10, 
1952. 


6944 - Approves appointment of 
Miriam L. Julian to Senior Clerk- 
Stenographer in the Comptroller's 
Division, Departrnent of Revenue & 
Finanee, at $3,001.00 per annum, 
effective August 10, 1952. 


6945 - Approves appointment of 
Reyno Froiran іс position of Temp- 
orary Water Meter Inspector, Water 
Accounts Divisicn, Department of 
Revenue and Firance, at $2,501 per 
annum, effective August 4, 1952. 


6946 - Approves appropriation of 
sum not to exceed $75 each to Will- 
iam D. Mullock, Supervisor of the 
Division of Public Transportation 
and Joseph E. Cohen, Special In- 
vestigator, to cover expenses in at- 
tendance at the Annual Convention 
of the Ameriean Transit Association 
to be held at Atlantic City from 
September 22nd to 25th, 1952. 


6947 - Approves appropriation of 
sum not to exceec. $300 to defray the 
expenses of C. Harold Gascoyne, 
Superintendent of Ivy Haven, to 
attend the 20th Annual Institute of 
the American College of Hospital 
Administrators to be held at the 
International House, University of 
Chicago, from September 2nd to 
September 12th, 1952. 


6948 - Approves appropriation of 


sum of $75 to Arthur W. Schwab, 
Prin. Asst. Engineer, of the Bureau 
of Sanitation, to cover expenses in 
connection with an inspection of the 
refuse incinerator located in Lack- 
awanna, New York. 


6949 - 6976 - The Board of Commis- 
sioners acted on the following ap- 
plications for a variance from ihe 
terms of the zoning ordinance: 


Application of Albert Glassen, 
owner; for renewal of permit for 
automobile parking station in a 
2nd Business District; on premises 
95-61 South Orange Avenue; such 
use to be limited to the period of 
one year ending March 8, 1953. 
(Approved). 


Application of Lucille С. Long 
(Clyde Pennix, owner); for renewal 
of permit for auto parking station 
in a 2nd Business District; on pre- 
mises 13-17 West Street; such use 
to be limited to the period of one 
year ending October 5, 1952. 
(Approved). 


Application of Theodore M. Terry, 
cwner; for renewal of permit for 
lunch wagon in a 2nd Business Dis- 
trict: on premises 599 Central Ave., 
such use to be limited to the period 
of five years ending April 14, 1957. 
(Approved). 


Application of Dominick Forgione 
(Paul Forano, owner); for renewal 
of permit for gasoline service station 
in а 2nd Business District; on per- 
mises 252-58 Fourteenth Avenue; 
such use to be limited to the period 
of eight years ending May 6, 1960. 
(Approved). 


Application of Jess Lopez, owner; 
for renewal of permit for auto re- 
pair shop (no body or fender work) 
in a lst Industrial District; on pre- 
mises 513-515 Market Street; such 
use to be limited to the period of 
one year ending September 6, 1952. 
(Approved). 


17 


$| 


€! 


Application of John  Placko, 
owner; for renewal of permit for 
gasoline station including lubrica- 
ting hoist in а 2nd Business District; 
on premises 995-999 - 18th Avenue; 
such use to be limited to the period 
of one year ending March 12, 1953. 
(Approved). 


Application of Bernard Garfinkel 
(A. & M. Garfinkel, owners); for 
renewal of permit for repairing and 
pumping of neon signs in a 2nd 
Business District; on premises 16 
Watson Avenue (rear); such use to 
limited to the period of one year 
ending May 8, 1953. (Approved). 


Application of Abe Kullman, (Abe 
Kullman & W. H. Steele, owners); 
for renewal of permit for automobile 
parking station in а 151 Industrial 
District; on premises 16-18 Park 
Street; such use to be limited to the 
period of one year ending May 6th, 
1952. (Approved). 


Application of Henry Czaplinski 
(Chas. S. Wood & Co., owner); for 
renewal of permit for auto parking 
station in a Ist Industrial District; 
on premises 37-39 Lombardy Place 
& 34 Atlantic Street; such use to 
be limited to the period of one year 
ending May 22, 1953. (Approved). 


Application of Joseph Pace, own- 
er; for renewal of permit for storage 
and sale of used cars іп a 1st Busi- 
ness District; on premises 29-31 
Fourth Street; such use to be limited 
to the period of one year ending 
March 21, 1953. (Approved). 


Application of John Del Guerico 
(Peter & Lucy Cozenza, owners); 
for renewal of permit for electro- 
plating for small parts in a 2nd 
Business District; on ‘premises 460 
Fifth Street; such use to be limited 
to the period of one year ending 
May 21, 1953. (Approved). 


Application of Associated Motors, 


Ine, (Lester Genser, owner); for re- 
newal of permit for automobile 
sales station in a 1st Industrial Dis- 
trict; on premises 497-505 Freling- 
huysen Avenue; such use to be lim- 
ited to the period of one year ending 
April 14, 1953. (Approved). 


Application of H. Krystella & J. 
Demas (Fred Schwaner, owner); for 
renewal of permit for lunch wagon 
in a 2nd Business District; on pre- 
mises 777-783 Broadway; such use 
to be limited to the period of five 
years ending April 10, 1957. 
(Approved). 


Application of Perfection Distri- 
butors, Inc.. (Carrie Pignataro, own- 
er); for renewal of permit for the 
storage and distribution of beer in 
a 2nd Business District; on premises 
23 Downing Street; such use to be 
limited to the period of one year 
ending May 4th, 1952. (Approved). 


Application of J.  Gorodetsky 
(H. K. Investment Co. owner); for 
renewal of permit for cleaning and 
dyeing business in a 2nd Business 
District; on premises 436 Clinton 
Avenue; such use to be limited to 
the period of three years ending 
May 8th, 1955. (Approved). 


Application of Lincoln Auto Sales 
(St. Stephens P. E. Church, owner); 
for renewal of permit for a used 
car sales station in a 2nd Business 
District; on premises 238-48 Clinton 
Avenue (1-11 Elizabeth Avenue); 
such use to be limited to the period 
of one year ending July 21, 1953. 
(Approved). 


Application of Angelo А. Ferrigno 
(Frank Cocuzza & Son, owners); 
for renewal of permit for used car 
sales station in a 2nd Business Dis- 
trict: on premises 454-458 South 
Orange Avenue; such use to be lim- 
ited to the period of one year ending 
May 29, 1953, (Approved). 
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Application of Eugene Schreiner 
(George L. Knecht, owner); for re- 
newal of permi: for repairing of 
barber's tools aad surgical instru- 
ments in a 3rd Residence District; 
on premises 30 Parkhurst Street; 
such use to be limited to the period 
of three years ending June 5, 1955. 
(Approved). 


Application of Ida Cohen, owner; 
for the conversion of a store into a 
dwelling which will exceed number 
permitted by two in a 2nd Residence 
District; on premises 184 Leslie St., 
and 102 Bragaw Avenue. (Approved) 


Application of Salvatore Fresco 
(Thomas Walsh, owner); for estab- 
lishment of silver polishing shop and 
to include asserabling of jewelry 
and silverware, and to erect an 
addition to present buildings, in a 
1st Residence District; on premises 
9 North Munn Ave. (Approved). 


Application of Steven Bierbaum, 
owner; for the addition of another 
apartment per floor beyond іле 
three permitted by lot area in a 2nd 
Business District on premises 128 
Belmont Avenue. (Approved). 


Application of Holiday Toy and 
Mfg. Co, Inc. (а. Manuel & С. 
Dobbs, owners); “ог assembling and 
light manufacturiag of toys in a 2nd 
Business District; on premises 55- 
57 Lafayette Street (5th floor); such 
use to be limited to the period end- 
ing one year from date hereof. 
(Approved). 


Application of Alfonse Stoia, own- 
er; for crection of two-family dwell- 
ing in a lst Residence District; on 
premises 64-66 Grand Avenue. 
(Approved). 


Application of Camille & George 
Malbrock, owner; for erection of 
one-family, three-level dwelling in 
a lst Residence District; on premises 
203-295 Ivy Street. (Approved). 


Application of Harry A. McEnroe, 
owner; for the conversion of five 
individual garages to storage of one 
plumber's truck and plumbing tools 
and equipment in a 2nd Residence 
District; on premises 115-117 Lind- 
sley Avenue. (Approved). 


Application of Tulsa Oil Co., own- 
ers; for the erection of gasoline sta- 
tion including a 2-bay lubritorium 
in a 1st Business District; on pre- 
mises 865-873 Franklin Avenue; 
such use to be limited to the period 
ending eight years from date here- 
of. Action deferred until Septem- 
ber 3rd. 


The City Clerk: That is all on the 
Clerk's desk. 


Commissioner Carlin: I move that 
we adjourn. 


Acting Mayor Ellenstein: Тһе 
Clerk will call the roll. . 


Yeas: Commissioners Carlin, Е!- 
lenstein, Keenan. 
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Minutes of the 
BOARD OF COMMISSIONERS 


SEPTEMBER, 1952 


Newark, N. J., September 3, 1952 


А regular meeting of the Board 
of Commissioners of the City of 
Newark, М. J., was held on the 
above date in the Commissioners' 
Chamber, City Hal, Newark, at 
2:00 P. M. 


Mayor Viliani: The meeting will 
come to order. The Clerk will call 
the roll. 


Present: Commissioners Carlin, 
Ellenstein, Keenan, Moran, Mayor 
Villani. 


Commissioner Ellenstein moved 
that the reading of the minutes of 
the previous meeting be dispensed 
with. 


6977 - An Ordinance creating per- 
manent positions in the Office of 
the Director of the Department of 
Revenue and Finance; Alcoholic 
Beverages Control Board;. Account- 
ant-Treasurer's Division, Board of 
Assessment and Revision of Taxes; 
Cashier's Division; Central Purchase 
Division; Comptroller’s Division; 
Personal Tax Arrears Division; Sur- 
veyor’s Division, and Tax Account- 
ing, Billing, Addressograph and 


Counter Division, all in the Depart- 
ment of Revenue and Finance, and 
establishing salaries therefor. 


Commissioner Ellenstein moved 
the following amendments: Section 
3 to be amended by changing the 
annual maximum salary of the As- 
sistant City Accountant on line 9 
by striking out the figures "$6,000" 
and inserting on said line 9 the 
figure “$6,400.” 


Section 6 to be amended, Line 8, 
by inserting before the word "Pur- 
chasing Agent," the word "City", 
and that line 9 be amended by in- 
serting after the word "Deputy" the 
‘word “Сау.” 


Section 14, line 3, to be amended 
by striking out after the word 
"after" the words “January lst, 
1953”; and inserting on said line 3 
after the word “after” the words 
“the effective date of this ordinance” 

Line 4, Section 15, to be amended 
by striking out after the word “after” 
the words “effective date of ordin- 
ance” and insert on said line 4 
after the word “after” the words 
"January Ist, 1953". The ordinance, 
as amended, was passed on third 


and final reading. 


6978 - An Ordinance creating per- 
manent positions in the Water Ac- 
counts Division, Department of Re- 
venue and Finance, and establishing 
salaries therefor, was passed on third 
and final reading. 


6979 - An Ordinance appropriating 
the sum of $43,582.80 for improve- 
ment of Canistear Stream Diversion 
and $39,592.37 for improvement of 
Echo Lake Channel, from Division 
of Water, section of capital accounts, 
was passed on third and final read- 
ing. 


6980 - An Ordirance appropriating 
$40,000 for school purposes and 
authcrizing the issuance of bonds 
of the City of Newark to meet said 
appropriation wzs passed on third 
and final reading. 


6981 - Ап Ordinance appropriating 
$5,000 for school purposes and au- 
thorizing the issuance of bonds of 
the City of Newark to meet said 
appropriation, was passed on third 
and fing] reading. 


6982 - An Ordinance appropriating 
$756,000 for school purposes and 
authorizing the issuance of bonds of 
the City of Newark to meet said 
appropriation, was passed on third 
and final reading. 


6983 - Ап Ordinance appropriating 
$60,000 for school purposes and au- 
thorizing the issaance of bonds of 
the City of Newark to meet such 
appropriation, was passed on third 
and final reading. 


6984 - An Ordinance appropriating 
$110,000 for school purposes and 
authorizing the issuance of bonds of 
ihe City of Newark to meet said 
appropriation. Тһе ordinance was 
adopted on third and final reading. 
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6985 - An Ordinance to authorize 
the grading, curbing, paving and 
other improvement of Manor Drive 
from Irvington Avenue to Mount 
Vernon Place, as a local improve- 
ment, and to provide for the financ- 
ing of the cost thereof by the issu- 
ance of bonds and bond anticipation 
notes. The ordinance was passed on 
third and final reading. 


6986 - 7013 - The Board of Commis- 
sioners approved the following ap- 
propriations for bills, claims and 
payrolls: 


The sum of $277,192.75, 41 items; 
$169,385.25, 132 items; $3,000.00, 1 
item; $4,007.02, 10 items; being the 
bills and claims of the Department 
of Parks and Public Property, 


. The sum of $74,581.89, 14 items; 
$4,119.75, 3 items; $2,569.64, 13 items; 
$13,022.31, 2 items; $2,700.47, 1 item; 
$67,015.00, 3 items; $33,716.46, 17 
items; being the bilis and claims 
of the Department of Revenue and 
Finance. 


The sum of $390,137.56, 11 items; 
$594.00, 5 items; $64,780.00, 1 item; 
$17,331.27, 2 items; being the bills 
and claims of the Department of 
Public Safety. 


The sum of $15,680.39, 47 items; 
$15,622.02, 2 items; -$1,809.36, 23 
items; $24,729.87, 22 items; $19,127.67 
6 items; $32,101.27, 3 items, being 
the bills and claims of the Depart- 
ment of Public Works. 


The sum of $409.59, 2 items; 
$32,174.51, 12 items; $3,794.43, 15 
items; $189,102.28, 16 items; $623.04, 
1 item, $1,125.00, 1 item; $2,181.78, 
10 items; being the bills and clzims 
of the Department of Public Affairs. 


7014 . Pursuant to the crdinance 
making an appropriation to pay 
the City's share of the cost of an 
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additional water supply to be ob- 
teined by the North Jersey District 
Water Supply Commission for the 
City and certain other municipali- 
ties, authorizes issuance. of Bond 
Anticipation Notes in the amount 
of $303,750. 


7015 - Authorizes issuance of Bond 
Anticipation Notes in the amount 
of $121,000 pursuant to the ordin- 
ance authorizing:the acquisition and 
installation of equipment furnish- 
ings and machinery required for the 
operation of the City's Department 
of Health, The Newark City Hos- 
pital, Ivy Haven and the City's 
Relief Administration. Moneys raised 
by the issuance of these notes are 
to be applied to the payment of 
the principal of $121,000 outstanding 
notes heretofore issued and payable 
on September 14, 1952. 


7016 - Pursuant to the ordinance 
authorizing’ improvements to the 
water supply system of the City of 
Newark, authorizes issuance of Bond 
Anticipation Notes in the amount 
of $90,000. Мопеув raised by the 
issuance of these notes are to be 
applied to the payment of the prin- 
cipal of $50,000 outstanding notes 
heretofore issued and payable Sep- 
tember 28, 1952 and $40,000 out- 
standing notes heretofore issued and 
payable September 7, 1952. 


7017 - Because of an emergency 
which has arisen with respect to 
` the collapse of the brick sewer on 
Bank Street east of High Street, 
for a distance of approximately 40 
feet, authorizes reconstruction of 
said sewer without delay. Emergen- 
cy appropriation in the amount of 
$2,300 to cover costs of materials 
and hired equipment, was author- 
ized. Emergency note in said amount 
to be dated September 3,1952, re- 
newable from time to time, was 
authorized. 


7018 - Authorizes the Director of 


the Department of Publie Works, to 
enter into the necessary arrange- 
ments and agreements, by letter or 
otherwise, on behalf of the City of 
Newark, with the Port Authority 
for the installation of the new water 
mains in Port Newark area at the 
expense of the Port Authority, and 
to arrange for the payment thereof 
by the use of water for a period of 
years, all as outlined in letter on 
file in office of the City Clerk, but 
subject to the conditions as set 
forth in letter from the Law Depart- 
ment. у 


7019 - By virtue of В. S, 54:4-3.12, 
authorizes tax exemption not ex- 
ceeding $500 on real or peronal 
property of honorably discharged 
Servicemen as per list on file in 
Office of City Clerk. 


7020 - Authorizes the Director of 
the Department of Revenue and 
Finance to cancel unpaid taxes for 
the second half of the tax year 1950 
in the amount of $1,069.71, from the 
collector's books. These taxes have 
been deemed uncollectible. 


7021 - By virtue of R. S. 54:4-91.1, 
authorizes cancellation of delin- 
quent taxes deemed uncollectible, 
as per list on file in Office of City 
Clerk. 


7022 - Authorizes refund of $50 to 
Isidor Jurdem, this sum represent- 
ing deposit left with application for 
an Auctioneer's license, which was 
not granted. 


7023 - Rescinds Resolution No. 6926, 
adopted August 20, 1952, foreclosing 
In Rem certain tax sale certificates. 


7024 - Authorizes the City of New- 
ark to foreclose, by summary pro- 
ceedings, In Rem, as provided. in 
the In Rem Тах Foreclosure Act 
(1948), tax sale certificates held bv 
it as per list on file in Office of 
City Clerk. 


7025 - Authorizes the Director of the 
Department of Public Affairs to 
execute an agreement with Almeter 
Holding Company for the purchase 
of property at 7] Bergen Street, for 
the sum of $11,000. This property 
is required in connection with con- 
s.ruction of new City Hospital. 


7026 - Approves agreement dated 
September 3, 1952 between Public 
Service Electric and Gas Company 
and The City of Newark, providing 
for the attachment of parking and 
traffic regulation signs to iron poles 
owned by Public Service Electric 
znd Gas Company. 


7027 - Approves agreement dated 
September 3, 1952, between Public 
Service Electric and Gas Company 
and the City of Newark, providing 
for the attachment of air raid shelter 
signs to iron poles owned by Public 
Service Electric znd Gas Company. 


7028 - Directs trat appeals to the 
State Board of Tax Appeals, shall 
be made in bebalf of the City of 
Newark and the governing body, 
the Board of Commissioners, by and 
through Jack Slavitt, President of 
the Board of Assessment and Re- 
vision of Taxes, and the said Jack 
Slavitt is authorized to sign petitions 
of appeal, in all cases for and in 
behalf of the City of Newark and 
the governing body thereof. 


7029 - Authorizes she Director of the 
Department of Public Works to 
enter into an agreement with Cul- 
mac Salvage Co., for the removal 
of the abandoned trolley tracks in 
Orange Street, between the City 
Subway and the Hast Orange-New- 
ark Line, and in West Market Street 
between Orange Street and Warren 
Street, at the согарапу 5 own cost 
and expense. The salvage company 
is to deliver to the City a perform- 
ance bond, with sarety company as 
surety, in the sum of $25,000. 


1030 - Authorizes the Director of the 
Department of Public Works to 
reject all bids received on August 
26, 1952 for grading, curbing and 
paving Grafton Avenue from Erie 
Railroad to McCarter Highway, and 
authorizes him to advertise for new 
sealed proposals for the work. 


7031 - Authorizes the Director of 
the Department of Public Works to 
advertise for sealed proposals for 
Division of Water Contract 118 for 
street pavement restoration over 
water utilities at various locations 
in the City of Newark and vicinity. 


7032 - Because of emergency exist- 
ing in respect to the public health 
because of the collapse of a length 
of brick sewer on Bank Street, au- 
thorizes the Director of the Depart- 
ment of Public Works to execute a 
contract for the hire of a crane for 
an amount not to exceed 81,440. 


7083 - 7036 - The Board of Com- 
missioners approved the following 
contracts: 


For Department of Public Safety- 
Police (Traffic), With Highway Sig- 
nal & Sign Co. - Newark, N. Ј., 
for 90 Newark Type Cast Aluminum 
Control & Meter Boxes, complete 
with doors and locks and founda- 
tion bolts (0 $74.62 ea., 

Total - $6,715.80. 
With Parking Meter Co. of N. J. - 
Newark, N. J., for 125 Pfaff & Ken- 
dall Type 8758 Aluminum Traffic 
Signal Pedestals only with founda- 
tion bolts (0 $55.00 ea., 250 Pfaff & 
Kendall Type S7516HT, Aluminum 
Traffic Signal Pedestals complete 
with 12 ft. bracket arms, foundation 
bolts, tie rods and all necessary 
fittings @ $164.00 ea. 
Total - $47,875.00. 


For Department of Public Affairs 
- Various Institutions, for Meats and 
Poultry for the period from Septem- 
ver 15, 1952 to October 24, 1952 in- 
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clusive, To Davis White Co. - New- 
ark, N. J., for $11,586.13; Gol-Pak 
Corporation - Union City, N. J., for 
$3,214.80; Lair & Brydon - Newark, 
N. J., for $3,733.44; Lincoln Brisket 
Co. - Newark, N. J., for $2,160.00; 
Martin Packing Co. - Newark, N. J., 
for $3,937.66; Total $24,632.03. 


For Department of Revenue and 
Finance (Penny Milk Program), for 
Milk (Penny Milk Program) for de- 
livery to Parochial Schools as listed 
in the division of Central Purchase - 
as follows: Clinton Milk Co. - New- 
ark, N. J., for Approximately 1,030 
one-half pints of Milk per school 
day (p .0549 per i pt.; Tilton Dairy 
Farms of Newark, - Newark, N. J., 
for Approximately 1,225 one-haif 
pints of Milk per day (0 $.05494 per 
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- Water - Charlottesburg, М. Ј., 
With Foley Chevrolet Motor Sales 
Co. -Newark, М. J. for 1 - 1952 
Chevrolet Business Coupe for 
$1,400.96. 


4037 - Authorizes appropriation of 
sum not to exceed $350 to Chief 
Identification Officer’ Hobart А. 
Templeton, to cover his expenses in 
attendance at the annual convention 
of the International Association for 
Indentification to be held in Havana, 
Cuba from September 6th to 11th, 
1952. 


7038 - Approves appropriation of 
$200. to William J. Coleman, Super- 
intendent of the Shade Tree Bureau, 
to cover expenses in attendance at 
the Annual Conference of the Amer- 
ican Institute of Park Executives, 


to be held in Montreal Canada, 
from September 15th to 19th, 1952. 


7039 - Authorizes appropriation of 
sum not to exceed $150 to Arthur 
J. Moore, Superintendent of the Fire 
Alarm Telegraph System, to cover 
expenses in attendance at the 57th 
Annual Meeting of the International 
Municipal Signal Association іп 
Boston, Mass. from September 29th 


‚ to October 2nd, 1952. 


7040 - Approves appropriation of 
sum not 40 exceed $150 to Chief 
Inspector Elmer T. Quinn, Chief 
Electrical Inspector of the Electrical 
Bureau, to cover expenses in attend- 
ance at the 28th annual meeting of 
the Eastern Section of the Interna- 
tional Association of Electrical In- 
spectors to be held in Washington, 
D. C., from October 1st to 5th, 1952. 


7041 - Application of Tulsa ОП Co.， 
owner; for the erection of gasoline 
station including a 2-bay lubritor- 
ium in a 1st Business District; on 
premises 865-873 Franklin Avenue; 
such use to be limited to the period 
ending eight years from date hereof. 
(Action deferred for two weeks 
after hearing was held). 


Commissioner Ellenstein: I move 
that the meeting be adjourned. 


Commissioner Keenan: I second it. 


Mayor Villani: Тһе Clerk will сай 
the roll. 


Yeas: Commissioners Carlin, El- 
lenstein, Keenan, Moran, Mayor 
Villani. 


Newark, N. J., September 17, 1952 


A regular meeting of the Board of 
Commissioners of the City of New- 
ark, N. J. was held on the above 
date in the Corm. missioners? Cham- 
ber, City Hall, Newark, at 2:00 P.M. 


Mayor Villani: The meeting will 
come to order. The Clerk will call 
the roll. 


Present: Commissioners Ellenstein, 
Keenan, Moran, Mayor Villani. 


Absent: Commissioner Carlin. 

Commissioner Ellenstein moved 
that the reading of the minutes of 
the previous meeting be dispensed 
with. 


The following communication was 
received and read: 


7042. 


DEPARTMENT OF REVENUE 
AND F:NANCE 
CITY HALL 
NEWARK 2, NEW JERSEY 


September 11, 1952 


Hon. Harry S. Reichenstein 
City Clerk 


Newark, New Jersey: 


Dear Mr. Reichenstein: 

I give you herewith copy of Audit 
of the financial accounts and trans- 
actions of the City of Newark for 
the vear ending December 31, 1951, 
гв prepared by Samuel Klein & Со., 


Certified Public Accountants. 
Very truly yours, 


/s/ M. Ellenstein 
Director 


МСЕ/ву 
Att. 


Mayor Villani: If there is no ob- 
jection the annual report for 1951 
will be received and filed, and the 
City Clerk is instructed to adver- 
tise that portion of it as is required 
by statute. 


7043 - An Ordinance appropriating 
$1,550,000 for school purposes and 
authorizing the issuance of bonds 
of the City of Newark to meet said 
appropriation. October Ist was the 
date set for further reading and 
final passage. 


7044 - An Ordinance appropriating 
$975,000 for school purposes and 
authorizing the issuance of bonds 
of the City of Newark to meet said 
appropriation. The date set for fur- 
ther reading and final passage was 
October Ist. 


7045 - An Ordinance appropriating 
$4,715,885 for school purposes and 
authorizing the issuance of bonds 
of the City of Newark to meet said 
appropriation. October Ist was the 
date set for further reading and 
final passage. 


7046 - An Ordinance to amend 
Section 16 of an ordinance creating 
permanent positions in the Director’s 
Office of the Department of Public 
Works and in the following divisions 
and/or bureaus: Sewers, House 
Sewer Connections, Streets, Side- 
walks, Surveys, Lighting, Engineer- 
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ing, Board of Adjustment, Buildings, 
Electrical, Central Planning Board, 
Smoke  Abatement, Weights and 
Messures, Stationery and Supplies 
and Water-Engineering, and estab- 
lishing salaries therefor, adopted by 
the Board of Commissioners on 
August 6, 1952. 


The ordinance was amended by 
adding thereto the following per- 
manent position: and salary: Assist- 
ant Division Engineer, Minimum 
Annual Salary $7,000, Maximum 
Annual Salary $8,000. October 1st 
was the date set for further hearing 
and final passage. 


7047 - An Ordinance to amend an 
ordinance creating permanent posi- 
tions in the Office of the Director 
of the Department of Public Affairs, 
Bureau of Health, Newark City 
Hospital, Convalescent Hospital, Ivy 
Hsven, Division of Welfare, Division 
of Dog Control, and establishing 
salaries therefor, adopted August 6, 
1952. The ordinance was amended 
by adding thereto the following per- 
manent position and salary for the 
said positions: Graduate Nurse 
Hourly Salary $1.50 per hour. The 
date set for further hearing and 
final passage was October Ist. 


7048 - 7077 - The Board of Com- 
missioners approved the following 
appropriations for bills, claims, and 
payrolls: 


The sum of $218,872.09, 39 items; 


$18,962.19, 9 items; $53,513.50, 168 
items; $200.00, 1 item, being the 
bills and claims of the Department 
of Parks and Public Property. 


The sum of $23,915.90, 14 items; 
$2,300,000.00, 1 item; $33,476.57, 17 
items; $781.99, 3 items; $23,793.52, 27 
items; $155,830.00, 4 items; $2,700.47, 
litem; $13,833.59, 1 item, being the 
bils and claims of the Department 
of Revenue and Finance. 


The sum of $389,686.55, 11 items; 
$49.00, 3 items; $41,488.22, 3 items; 
being the bills and claims of the 
Department of Public Safety. 


. The sum of $19,693.01, 7 items; 
$14,518.26, 54 items; $37,954.51, 4 
items; $16,008.83, 2 items; $33,289.19, 
2 items; $25,090.02, 22 items; $1,356.65 
l item; $50,084.38, 54 items; being 
the bills and claims of the Depart- 
ment of Public Works. . 


The sum of $36,013.48, 19 items; 
$4,521.69, 23 items; $1,778.03, 15 
items; $187,813.92, 16 items; $49.500, 
1 item; $623.04, 1 item; $409.59, 2 
items, being the bills and claims of 
the Department of Public Affairs. 


7078 - 7079 - Grants permission to 
the Society of St. Gabriel Dell 
Addolorati of St. Rocco’s Church to 
conduct a fireworks display through- 
out its parish during a parade on 
September 27 and 28, 1952. Bond 
furnished by said Society as prin- 
cipal, and Indemnity Insurance Co. 
of North America, as surety, was 
approved. 


7080 - Authorizes refund of $5.00 
to Mrs. Amelia Camorato, this sum 
representing half the fee paid for a 
building permit which was not used. 


7081 - Directs that the following 
refunds be approved, to be made 
from moneys deposited with the 
City Treasurer by the Municipal 
Board of Alcoholic Beverage Con- 
trol for and on account of the per- 
sons named, from deposits made on 
applications for alcoholic beverage 
licenses. 


New Holiday Inn, Inc., $36.99; St. 
Ann's United Societies Social Club 
$11.10; Vittorio Castle, Ine., $67.12; 
Marie А. Vesey 967.12; Myron Р. 
Maurer & Julius Ravin $36.99; 
Arthur W. Herrigel, Receiver for 
Eagle Bar & Grill, Inc, $387.12; 
Frank Manto and Samuel Alvino 
$8.22; St. Michaels Holy Name So- 


ciety $135.00; Newark Silver Saddle, 
Inc., $67.12. 


7082 - By virtue of R. S. 54:4-3.12, 
authorizes exemption not exceeding 
$500 on the assessment against their 
real or personal property to honor- 
ably discharged servicemen 25 per 
list on file in Office of City Clerk. 


7083 - Pursuant to the provisions of 
В. 5. 54:4-91.2, authorizes the Direc- 
{от of the Department of Revenue 
and Finance to cancel delinguent 
taxes deemed not collectible, as per 
list on file in Office of City Clerk. 


7C84 - A resolution cancelling the 
prospective sewer assessment of 
$384.44 against Block 2066, 123-133 
London Street. 


7085 - Rescinds Resolution No. 7024, 
adopted on September 3rd, 1952, 
whereby the Board of Commission- 
ers determined to foreclose In Rem 
certain tax sale ce-ctificates mention- 
cd and described in the Tax Fore- 
closure List Attached thereto, pur- 
suant to the In Rern Tax Foreclosure 
Act (1948). . 


7086 - A resoluton whereby the 
City of Newark forecloses, by sum- 
mary proceedings, In Rem, es pro- 
vided in the In Rem Tax Foreclosure 
Act (1948), the tax sale certificates 
held by it, as per list on file in 
office of City Clerk. 


7087 - Authorizes payment of $20,000 
to Leonard F. Giuliano and Anna 
Giuliano, for conveyance of property 
at 124-1243-126 Cabinet Street. This 
property was purchased in connec- 
tion with plans for construction of 
the new City Hospital The Director 
of Revenue and Finance was further 
authorized to make payment of 
$110.50 to Lawyers-Clinton Title 
Insurance Co. of New Jersey, in 
payment of searcl. fees, and for 
services rendered іл this matter. 


7088 - Approves renewal of lease 
with Tiffany and Company for the 
vacant land at 70-84 Tiffany Boule- 
vard for a further period of one year 
from September 1, 1952 to August 
31, 1953, on the same terms, condi- 
tions and covenants mentioned in 
lease dated April 30, 1946, covering 
the same premises. 


7089 - Authorizes the Director of 
the Department of Public Works to 
apply to the State Highway Com- 
missioner for State Aid in the sum 
of $13,500.00 for the improvement, 
by repaving, of Montclair Avenue 
from Broadway to Summer Avenue. 


7090 - 7094 - The Board of Com- 
missioners approved the following 
contracts: 


For Department of Public Works - 
Watershed, With S. H. Grossman, 
Inc. - Newark, N. J., for 1 - 1952 
Dodge Truck - Model H3F-152 - 1i 
ton ehassis and cab and 12' Platform 
Body, for $2,977.41. 


For Department of Public Affairs 
- Newark City Hospital, With S. H. 
Grossman, Inc. - Newark, N. J., for 
2 Dodge 1-ton Chasses Model B-3- 
D126 Ambulances € $6,325.00 each, 
Total - $12,650.00. 


For Department of Public Affairs 
- Various Institutions, for Groceries 
- for the period of October, Novem- 
ber and December 1952. With Flag- 
staff Foods - Perth Amboy, М. J. 
for $11,006.83; Chas. Levenstein Co. 
- Paterson, N. J., for $3,318.82; Max 
Millinger Co. - Union, N. J., for 
$3,997.91; Seeman Bros., Inc. - Cald- 
wei, N. J., for $1,162,76; Weber 
Coffee Co. - Newark, N. J. for 
$3,857.00; Total $23,343.32. 


For Department of Parks and 
Public Property - Division of Sani- 
tation - Motors, With Autocar Sales 
& Service Company - Newark, М. J., 
for 1 - 331 cubic inch displacement 
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Gold Comet Engine and Assembly 
for installing in 25B Model Rec 
Truck, for $1,326.44. 


For Department of Parks & Public 
Property - Baths - Division of Pools, 
With Ray Engineering Co. - New- 
ark, М. J., for 1 Fig. 2102 Chicago 
Condo-Vac No. CV-208 duplex type 
Vacuum Pump, according to specifi- 
cations in the Division of Central 
Purchase, for $1,207.00. 


7095 - Approves appointment of 
David G. W. Abeles to the position 
of Temporary Purchasing Inspector, 
Grade 1, Central Purchase Division 
Department of Revenue and Finance 
at a salary of $3,100 per annum, 
effective September 7, 1952. 


7096 - Approves appointment of 
Toby M. Michaelson, now tempor- 
ary Account Clerk Division of Cen- 
tral Purchase, to position of Clerk 
Typist in said Division of Central 
Purchase, at an annual salary of 
$2,470, effective September 7. 1952. 


7097 - Approves appropriation of 
sum not to exceed $50 each to Dr. 
Abraham G. Chmelnik, Assistant 
Medical Director and Mr. James H. 
Farmer, Superintendent, Newark 
City Hospital, to defray expenses in 
attendance at the 54th Annual Con- 
vention of the American Hospital 
Association to be held at Conven- 
tion Hall, Philadelphia, Penna., be- 
ginning September 15th to 18th, 
1952. 


7098 - Approves appropriation of 
sum not to exceed $150 to cover the 
expenses of James E. Garratt, De- 
signing Engineer, Division. of Water, 
and Leonard S. Whippen, Assistant 
Designing Engineer in the Engineer- 
ing Division of the Department of 
Public Works, to attend the annual 
Conference of the Interstate Com- 
mission of the Delaware River Ba- 
sin, to be held at Pocono Manor, 
Penna, from September 28th to 


October Ist, 1952 incl. 


7099 - 7124 - The Board of Com- 
missioners acted on the following 
applications for a variance from the 
terms of the Zoning Ordinance: 


Application of Dominick Mancini 
(Henry Lombardi, owner); for re- 
newal of permit for used car sales 
station in a 2nd Business District; 
on premises 472-482 Bloomfield Ave., 
such use to be limited to the period 
of one year ending March 21, 1953. 
(Approved). 


Application of A. & J. Auto Body 
Repairs (J. & С. Coccia, owners); 
for renewal of permit for automobile 
repair shop including body and fen- 
der work in a 1st Industrial District; 
on premises 39 Alyea Street (rear); 
Such use to be limited to the period 
of one year ending April 19th, 1953. 
(Approved). 


Applieation of John V. Martin 
(Lewis Roberts, Inc, owner); for 
renewal of permit for automobile 
parking station in a 1st Industrial 
District; on premises 28-50 Mc 
Whorter Street; such use to be limi- 
ted to the period of one year ending 
May 17th, 1953. (Approved). 


Application of John Martin (Star 
Electrical Supply Co., owner); for 
renewal of permit for automobile 
parking station in a lst Industrial 
District; on premises 75-79 Edison 
Place; such use to be limited to the 
period of one year ending May 17, 
1953. (Approved). 


Applieation of Clevin Co. (Grace 
Kilburn, et al, owners); for renewal 
of permit for automobile parking 
station in a lst Industrial District; 
on premises 84-96 Edison Place; such 
use to be limited to the period of 
one year ending May 17th, 1953. 
(Approved). 


Applieation of Willie Stubbs (D. 


Fulierton & Co., owner); for renewal 
of permit for used car sales station 
in a 151 Business District; on pre- 
mises 144 Baldwin Street; such use 
to be limited іс the period of one 
yezr ending April 18, 1953. 
(Approved). 


Application of Rocco Covello 
(Antoinette Covello, owner); for re- 
newal of permit for body and fen- 
der repair shop in a ist Industrial 
District; on premises 687 South 12th 
Street; such use to be limited to the 
period of one year ending June 19, 
1953. (Approved). 


Application of William Weisman; 
owner; for renewal of permit for 
used car sales s.ation in a Ist In- 
dustrial District; on premises 311 
New Street; such use to be limited 
to the period о: one year ending 
June 19, 1953. (Approved). 


Application of Lawrence Parking 
Co. (Gilbert Baum, owner); for re- 
newal of permit for automobile 
parking station in a 2nd Business 
District; on premises 9-13 Lawrence 
Street; such use to be limited to 
the period of one year ending Aug- 
ust 31, 1953. (Approved). 


Application of Lawrence Parking 
Co. (M. & H. Murphy, owners); for 
renewal of permit for automobile 
parking station in a 2nd Business 
District; on premises 74-76 Clinton 
Street; such use to be limited to the 
period of one year ending August 
31, 1953 (Approved). | 


Application of Alfredo Adinolfi, 
owner; for renewal of permit for 
auto repair shop (no body or fender 
work) in a 2nd Business District; 
on premises 191-193 South Orange 
Avenue; such use to be limited to 
the period of one year ending June 
27, 1953 (Approved). 


Arplication of Avery P. Carey 


(Carey's Service Station, et al, own- 
ers); for the renewal of permit for 
automobile parking station in a 1st 
Industrial District; on premises 3-15 
Lexington Street; such use to be 
limited to the period of two years 
ending July 6th, 1954. (Approved). 


Application of Vito Robertozzi, 
owner; for renewal of permit for 
automobile sales station including 
auto repair shop (no body or fender 
work) in a 2nd Business District; 
on premises 351-355 Elizabeth Ave., 
such use to be limited to the period 
of one year ending July 18th, 1953. 
(Approved). 


Application of Edward A. Kirch 
& Со. (Fidelity Union Trust Co, 
owner); for renewal of permit for 
automobile parking station in a 2nd 
Business District; on premises 289- 
291 Plane Street; such use to be lim- 
ited to the period of one year ending 
May 8, 1953. (Approved). 


Application of Ralph Petrella (M. 
& L. Antonelli, owner); for renewal 
of permit for used car sales station 
in a ist Industrial District; on pre- 
mises 327-333 Mt. Pleasant Avenue; 
such use to be limited to the period 
of one year ending June 16th, 1953. 
(Approved). 


Applieation of Isidore Heyman, 
owner; for renewal of permit for 
automobile repair shop (no body 
or fender work) in a 2nd Business 
District; on premises 303 Bergen 
Street; such use to be limited to the 
period of two years ending August 
13, 1954. (Approved). 


Application of Louis Gottlieb 
(Butler Realty Corp., owner); for 
renewal of permit for automobile 
parking station in a 2nd Business 
District; on premises 289-299 Wash- 
ington Street; such use to be limited 
to the period of one year ending 
July 14, 1953. (Approved). 


10 


e: 


<! 


等 | 


Ф 


э 


e! 


Application of Heller Construc- 
tion Со. owner under contract to 
purchase; for the establishment of 
automobile parking station for cus- 
tomers of King's Supermarket in a 
3rd Residence District; on premises 
10-14 Irving Street; such use to be 
limited to the period ending five 
years from date hereof. (Approved). 


Application of Nicola Р. Maria, 


owner; for the erection of a one- 
family, two-story dwelling in a 1st 
Residence District; on premises 131- 


135 Richelieu Terrace. (Approved). | 


Application of Gilbert Parking · 


. Согр., owner; addition to auto park- 
ing station at 231-237 Plane Street, 
and 68 Warren Street, in a lst In- 
dustrial District; on premises 70 
Warren Street; such use to be limi- 
ted to the period ending November 
26th, 1952. (Approved). 


Application of State Parking Corp. 
(First Methodist Church, owner); 
for addition of automobile parking 
station at 124-130 Washington St., 
and 71 Halsey Street, in a 2nd Busi- 
ness District; on premises 73-77 Hal- 
sey Street; such use to be limited 
to the period ending March 27, 1953. 
(Approved). 


Application of Louis Gottlieb 
(Windsor Restaurant, Ine, owner); 
for re-establishment of automobile 
parking station in a 2nd Business 
District; on premises 27-35 Rector 
Street; such use to be limited to the 
period ending one year from date 
hereof. (Approved). - 


Application of Robbie's Inc., own- 
er; for the establishment of automo- 
bile parking station in a 2nd Busi- 
ness District; on premises 389-3913 
Broad Street; such use to be limited 
to the period ending one year from 
date hereof. (Approved). 


Application of Anna Weissman, 


owner; for renewal of permit for a 
scrap metal storage yard including 
a cutting shear in a 2nd Business 
District; on premises 39-43 Living- 
ston Street; such use to be limited 
to the period of one year ending 
July 25, 1953. (Approved, after hear- 
ing was held). 


Application of Exnanuel Bondan- 
zia, owner; to allow а 2-car Багз зе 
to remain which was erected in vio- 
lation of plans approved by Zoning 
Officer and by Building Department. 
Plans approved for 3'-0" from pro- 
регіу line; built less than 1'-0" from 
property line in a 3rd Residence 
District; on premises 23-27 Mitchell 
Place. (Action deferred for two 
weeks, after hearing was held). 


Application of Tulsa Oil Co., own- 
er; for the erection of gasoline sta- 
tion including a 2-bay lubritorium 
in a lst Business District; on pre- 
mises 865-873 Franklin Avenue; such 
use to be limited to the period 
ending eight years from date hereof. 
(Action deferred for two weeks at 
request of counsel for applicant.) 


Mr. Handler: Mr. Mayor and 
Commissioners, I received а call 
from the proponent of the settle- 
ment of the post office site that their 
matter had received consideration 
and approval at the various stages 
at Washington up to the office of 
the Attorney General himself. Now, 
since the Attorney Generalis rather 
new and the staff is new, they are 
considering the matter from the 
beginning, and therefore they have 
not finished their consideration and 
they think it will take them a few 
days. In view of the fact that the 
time limit that the City Commis- 
sioners have put on our willingness 
io compromise with the owners and 
that that time expired September 
20th, they suggest that the time be 
extended to September 30th, and if 
the Commissioners so agree I re- 
commend that it could be done by 
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a motion at this time on the record. 


7125 - A resolution wherein the City 
agrees that the time within which 
the ABR Corporation or its succes- 
sors and assigns are required to 
make, deliver and file in the office 


or its successors and assigns, and 
the United States Government, or 
its appropriate agency, as referred 
to in the Resolution numbered 6837, 
dated August 6, 1952, and passed by 
the Board of Commissioners of the 
City of Newark on that day, be ex- 


of the City Clerk of the City of New- tended to end including September 
ark a сору of a binding agreement 30th, 1952. 
between the said ABR Corporation, 
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DEPARTMENT OF REVENUE AND FINANCE 
CITY HALL 
NEWARK 2, NEW JERSEY 


September 16, 1952 
To the Honorable Commissioners 
of the City of Newark, New Jersey. 


Gentlemen: 


In accordance with the Act of the Legislature entitled “A Further 
Supplement of the Act entitled ‘An Act to Amend and Revise the Charter 
of the City of Newark, New Jersey’ approved February 22, 1866,” I here- 
with present a statement of the receipts and disbursements for the month 
of August 1952: 


Cash on hand, July 31, 1952 ........................................ $ 9,823,696.49 
Receipts, August 1952 .................................. ÁC— 13,237,865.51 


23,061,562,00 
Disbursements - August 1952 ..................................... 6,500,715.68 


$16,560,846.32 
Yours respectfully, 


Meyer C. Ellenstein, Director 
Department of Revenue and Finance 


LAR/g Per Leo A. Reilly 


EXPENDITURES 


By Warrant - City - current $ 5,979,930.85 


By Warrant - City - Ттизї....................................... 20.00 


Ф 


% 


2 


LL 


By Warrant - City - Capital .....2.........2...1. 55,382.61 
By Warrant- Water - Operating ле. 214,381.79 
By Warrant - Water - Capital ...............22.... 20,227.00 
By Warrant - Johnson Homes 6,317.19 
By Warrant - Homettes .............2.20ы400. 1,135.94 
By Warrant - Rehabilitation ............. es 276.19 
By Warrant - Dog License ......... eese 2,524.84 
Bond Anticipation Notes - City ...........,,...... 156,750.00 
Bond Anticipation Notes - Water 50,000.00 
Dog License - Rabies Control ле 169.75 
Excise Тах - Pools ...........0о0ӛ8ӛы ы 1,421.96 
М. а. Checks - City ee 11,597.73 
N. С. Checks - Water .......2..0...ыы 408.58 
М. а. Checks - Johnson Homes ........................... 125.25 
М. а. Checks + Homettes RN 40.00 


$ 6,500,715.68 


RECEIPTS 
City ан $12.881.733.98 
337,891.55 
14,282.74 
Нотейеѕ данин ннн ннн. 3,018.24 
Rehabilitation |... eerte trennen 285.00 
Dog Control 2...... еле ы 654,00 
$13,237,865.51 


Ordered filed. 
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DEPARTMENT OF REVENUE AND FINANCE 
CITY HALL 
NEWARK 2, NEW JERSEY 
August 25, 1952 


To the Honorable Commissioners 


of the City of Newark, New Jersey 
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Gentlemen: 


Іп ас 


eordarce with the Act of the Legislature entitled “А Further 


Supplement of the Act entitled “Ап Act to Amend and Revise the Charter 


of the Cit 


y of Newark, New Jersey' approved February 22, 1866," I here- 


with present a statement of the receipts and disbursements for the month 
of July 1952: 


LAR:RMS 


Cash on hand, June 30, 1982 .................................. $ 9,026,361.03 
Receipts - July 1952 ............. sse eren 6,712,386.74 

15,738,747.77 
Disbursements - 1952 ......................... нн 5,915,051.28 | 
Cash cn hand - July 31, 1952..................................... 8 9,823,696.49 


Yours respectfully, 
Meyer C. Ellenstein, Director 


Department of Revenue & Finance 
per Leo A. Reilly (sgd) 


RECEIPTS 

City - Current Account ............... RM $ 4,915,679.94 
City - Trust Account 701.16 
City - Capital Account 214,200.00 
Water - Operating RR 311,115.63 
Water - Сара]... 1,186,250.00 
Dog License «ett 1,290.00 
Johnsor Homes 2... ы 13,953.01 
Ноте 958 2 2.715.00 
Rehabilitation |... sese ertet tkt tet аным 422.00 

$ 6,712,386.74 

DISBURSEMENTS 

By Warzant . City Current ... $ 4,430,744.88 
By Warrant - City Capital ................................ ‚ы. 13,469.01 
By Warrant - City Trust sess 65.00 
By Warrant - Water Operating ...................................... 309,987.94 
By Warrant - Water Capital .......................................... 25,831.20 
By Warrant - Johnson Homes ........................................ 16,528.95 
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ККЕ 2,655.49 


By Warrant - Homettes 

By Warrant - Rehabilitation ee 141.33 
By Warrant - Dog License ee 2,264.02 
Bond. Anticipation - City алло sese 16,150.00 
Bond Anticipation - Water .. 1,011,250.00 
Dog License - Rabies Control 289.00 
Redemptions ....ӛ...22..2............000000000000000000050500904908 ыен . 414,39 
М. а. Checks - City ......ш.тең 2,937.15 
М. а. Checks - Water ...........222222244422.. 299.92 
N. G. Checks - Homettes 15.00 
М. С. Checks - Dog Control у... esee 2.00 


$ 5,915,051.28 
Ordered filed. 


REPORTS OF CITY OFFICERS 
7128 


The following Reports of City Officers were received and ordered 
filed: | 


MONTH OF AUGUST, 1952 


Superintendent of Weights and Measures. 

Bureau of Alms House 

Building Department 

Robert J. Beckley, Clerk, Municipal Court, Part 1. 
Charles Е. J МеСоуеги, Clerk, Municipal Court, Part 2. 
Harry J. Finley, Clerk, Municipal Court, Part 3. 
Edward G. Devore, Clerk, Municipal Court, Part 4. 
Anna Hentsch, Clerk, Municipal Court, Part 5. 

Peter C. Walsh, Violation Clerk, Municipal Court, Part 6. 
City Clerk. 

Ordered filed. 
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7129 


filed: 


REPORTS OF CITY OFFICERS 


Тре following Reports of City Officers were received and ordered 


MONTH OF JULY, 1952 
Superintendent of Weights and Measures 


Bureau cf Alms House 
Building Department 
Robert J. Beckley, Clerk, Municipal Court Part 1 
Charles Е. H. McGovern, Clerk, Municipal Court Part 2 
Harry J. Finley, Clerk, Municipal Court Part 3 
Edward G. Devore, Clerk, Municipal Court, Part 4 
Anna Hentsch, Clerk, Municipal Court, Part 5 
Peter C. Walsh, Violation Clerk, Municipal Court, Part 6 
City Clerk 


Ordered filed. 


Commissioner Keenan: I move we adjourn. 


Commissioner Villani: Motion is made to adjourn. The Clerk will 
call the roll. 


Yeas: Commissioners Ellenstein, Keenan, Moran, Mayor Villani. 
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BOARD OF COMMISSIONERS 


OCTOBER 1952 


Newark, М. J., October 1, 1952 


A regular meeting of the Board 
of Commissioners of the City of 
" Newark, М. J., was held on the 
'above date in the Commissioners' 
Chamber, City Hall, Newark, at 2:00 
P. M. 


Mayor Villani: The meeting will 
come to order. The Clerk will call 
the roll. 


Present: Commissioners Carlin, 
Ellenstein, Moran, Mayor Villani. 


Absent: Commissioner Keenan. 


Commissioner Ellenstein moved 
that the reading of the minutes 
of the previous meeting be dispen- 
sed with. 


7130 - An Ordinance to create a 
Mayors Commission on Group Re- 
lations in the City of Newark; pre- 
scribing its duties and powers; and 
providing for the appointment of an 
executive director and other em- 
ployees. The date set for further 
hearing and final passage was Octo- 
ber 18th. 


7181 - An Ordinance adopting a new 


revision and codification of the 
ordinances of the City of Newark, 
in the County of Essex, providing 
for the repeal of certain ordinances 
not included therein, and for other 
purposes set forth. October 15th was 
ihe date set for further hearing and 
final passage. 


7132 - An Ordinance providing for 
the vacation, release and extinguish- 
ment of the public right, if any, in 
al that part of Avenue D as the 
same is laid out 75 feet in width of 
the Map of the Commissioners to 
lay out streets, avenues and squares, 
extending from Emmet Street to the 
Waverly and Passaic Branch - New 
York Bay Railroed. October 15th 
was fixed for further hearing and 
final passage. 


7133 - An Ordinance appropriating 
$1,550,000 for school purposes and 
authorizing the issuance of bonds 
of the the City of Newark to meet 
said appropriation. The ordinance 
was passed on third and final read- 
ing. 


7134 - An Ordinance appropriating 
$975,000 for school purposes and 
authorizing the issuance of bonds 


of the City of Newark to meet said 
appropriation, was passed on third 
and final reading. 


7135 - An Ordinarce appropriating 
$4,715,885 for school purposes and 
authorizing the issuance of bonds 
of the City of Newark to meet said 
appropriation, was passed on third 
and final reading. 


7136 - An Ordinance to amend 
Section 16 of an ordinance creating 
permanent positions in the Director's 
Office of the Depzrtment of Public 
Works and in the following divi- 
sions and/or bureaus: Sewers, House 
Sewer Connections, Streets, Side- 
walks, Surveys, Lighting, Engineer- 
ing, Board of Adjustment, Buildings, 
Electrical, Central Planning Board, 
Smoke  Abatement, Weights and 
Measures, Stationery and Supplies 
and Water-Engineering, and estab- 
lishing salaries therefor, adopted by 
the Board of Commissioners on 
August 6, 1952. The ordinance was 
passed on third and final reading. 


7137 - An Ordinance to amend an 
ordinance creating permanent posi- 
tions in the Office of the Director 
of the Department of Public Affairs, 
Bureau of Health, Newark City Hos- 
pital, Convalescent Hospital, Ivy 
Haven, Division of Welfare, Division 
of Dog Control, and establishing 
salaries therefor, adopted August 6, 
1952. The ordinarce was passed on 
third and final reading. 


7138 - 7165. - The Board of Com- 
missioners approved the following 


appropriations for bills, claims апа 


payrolls: 


The sum of $184, 681,50, 209 items; 
$445.24, 2 items; $218,104.35, 38 items, 
$1,441.43, 9 items; being the bills 
and claims of the Department of 
Parks and Public Property. 


The sum of $41.10, 1 item; 
$3,583.35, 24 items; $13,305.95, 5 


items; being the bills and claims of 
the Department of Revenue and 
Finance. 


.The sum of $389,541.96, 11 items; 
$35.00, 2 items, being the bills ard 
claims of the Department of Public 
Safety. 


The sum of $7,290.00, 1 item; 
$13,978.16, 2 items; $2,700.47, 1 item, 
$23,243.83, 6 items; $33,417.21, 17 
items, being the bills and claims of 
the Department of Revenue and 
Finance. 


The sum of $55,804.74, 5 items, 
being the bills and claims of the 
Department of Public Safety. 


Тһе sum of $24,767.58, 23 items; 
$8,836.00, 50 items, $32,055.33, 2 
items; $15,787.88, 2 items; $12,076.06, 
33 items; $19,003.07, 6 items, being 
the bills and claims of the Depart- 
ment of Public Works. 


The sum of $409.59, 2 items; $623.04 
1 item; $186,808.29, 17 items; 
$1,984.62, 16 items; $68,153.70, 20 
items; $3,828.05, 1 item; $18,480.31, 
16 items; being the bills and claims 
of the Department of Public Affairs. 


7166 - A resolution proclaiming 
Monday, October 13, 1952, a legal 
holiday, Columbus Day. The Board 
of Commissioners invited all religi- 
ous groups, veterans groups, civic 
groups and all citizens generally, to 
participate in the celebration of this 
day. A resolution further directed 
that letters be written to the United 
States Senators for New Jersey, 
and the three representatives from 
the Newark area, requesting them 
to use their good offices to Гауе 
Columbus Day declared a National 
Holiday. 


7167 - In accordance with В. S. 40: 
2-31 (1), authorizes emergency ap- 
propriation in the amount of $1,500 


because of emergency which has 
arisen with respect to the grading, 
curbing and laying of a new six- 
inch concrete base on Grafton Ave., 
from Erie Railroad to McCarter 
Highway. Note in the aforemention- 
ed amount was authorized, said note 
to be dated October 2, 1952, renew- 
able from time to time, such note 
and any renewals thereof to be pay- 
able on or before December 31, 1953. 


7168 - Authorizes emergency ар- 


propriation in the amount of $17, 


115.00, which sum is necessary for 
the expense to be incurred in en- 
agaging, jointly with other munici- 
palities, competent technical experts 
and special counsel, as necessary, 
to make necessary investigations 


and to provide plans and means for · 


the elimination of the hazard and 
noise menace resulting from the op- 
eration of Newark Airport, in co- 
operation with other municipalities 
operating in association as Mayors' 
Committee, Inc., for and in the inter- 
est of and the protection of the 
public health, safety and welfare. 


7169 - Pursuant to the ordinance 
appropriating $60,000 for school 
purposes, authorizes issuance of 
bond anticipation notes in the a- 
mount of $60,000. Moneys raised by 
the issuance of these notes are to be 
applied to the payment of the princi- 
pal of the outstanding $60,000 notes 
issued pursuant to the ordinance 
adopted on August 23, 1950. 


7170 . Provides for the issuance of 
$95,000 promissory notes in antici- 
pation of the issuance of permanent 
bonds authorized by ordinance ap- 
propriating $756,000 for school pur- 
poses, adopted September 3, 1952. 


7171 - Authorizes issuance of promis- 
sory notes in anticipation of the 
issuance of permanent bonds in the 
amount of $40,000, pursuant to the 
ordinance appropriating said amount 
for school purposes, adopted on 


September 3, 1952. 


11712 ~ Pursuant to the ordinance 
authorizing improvements to the 
water supply system of the City of 
Newark, provides for the issuance 
of bond anticipation notes in the 
amount of $75,000. Moneys raised 
by the issuance of these notes are 
io be applied to the payment of the 
principal of $50,000 outstanding 
notes heretofore issued and payable 
on October 19, 1952, and $25,000 
outstanding notes heretofore issued 
and payable on October 20, 1952. 


7173 - Pursvant to the ordinance 
avthcrizing improvements to the 
water supply system of the City of 
Newark, authorizes issuance of bond 
anticipation notes in the amount of 
$50,000. Moneys raised by the issu- 
ance of these notes are to be applied 
to the payment of the principal of 
$25,000 outstanding notes heretofore 
issued and payable on October 9, 
1952, and $25,000 outstanding notes 
heretofore issued and payable on 
October 20, 1952. 


7174 . Authorizes issuance of bond 
anticipation notes in the amount of 
$50,000 pursuant to the ordinance 
authorizing improvements to the 
water supply system of the City of 
Newark. Moneys raised by the issu- 
ance of these notes are to be applied 
to the payment of the principal of 
$50,000 outstanding notes heretofore 
issued pursuant to said ordinance, 
payable October 19, 1952. 


7175 - Provides for the issuance of 
promissory notes in the amount of 
$336,000 in anticipation of the issu- 
ance of the permanent bonds auth- 
orized by the ordinance appropria- 
ting $756,000 for school purposes, 
adopted September 3, 1952. Moneys 
raised by the issuance of these notes 
are to be applied to the payment of 
the principal of the outstanding 
$336,000 notes issued pursuant to the 
ordinance adopted on July 12, 1950. 


7176 - Authorizes issuance of prom- 
issory notes in the sum of $5,000 
in anticipation of the issuance of 
permanent bonds authorized by the 
ordinance appropriating $5,000 for 
school purposes, adopted on Sep- 
tember 3, 1952. 


7177 - Authorizes issuance of pro- 
missory notes in articipation of the 
issuance of permanent bonds in the 
amount of $110,000, as provided in 
ordinance approprizting $110,000 for 
school purposes, adopted September 
3, 1952. Moneys raised by the issu- 
ance of these notes are to be applied 
to the payment of the principal of 
the outstanding $110,000 notes issued 
pursuant to the ordinance adopted 
on October 4, 1950. 


7178 - 7179 - Grants permission to 
the Feast Committee of St. Gerard 
of St. Lucy’s Church, to conduct a 
fireworks display throughout its 
parish during a parade оп 
October 15th to 19th, 1952. Bond 
furnished by said Committee as 
principal, and Indemnity Insurance 
Co. of North America, as surety, 
was approved. 


7180 - Authorizes payment of sum 
of $750 to William Yeskel in settle- 
ment of suit against the City involv- 
ing properties purchased by the a- 
forementioned. 


7181 - Authorizes payment of $15 to 
Premier Die Casting Company, this 
sum representing half the fees for 
a building permit which was not 
used. 


7182 - Approves personal bond and 
certified check in the sum of $2,000 
from The Сипас Salvage Co., as 
security in connection with agree- 
ment for removal of rails from a- 
bandoned trolley tracks. 


7183 - Rejects bids received on Sep- 
tember 2, 1952 for installing chlorine 
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fume disposal equipment at Valley 
Road water treatment plant, Upper 
Montclair, М. J. The Director of the 
Department of Public Works was 
authorized to advertise for new seal- 
ed proposals for the work. 


7184 . 7191 - The Board of Commis- 
sioners approved the following con- 
tracts: 


For All Departments, With Tice 
Water Associated Oil Co. - New 
York, for Approx. 500,000 gals. of 
“Regular” gasoline in tank wagon 
delivery at Commercial Consumer 
Tank Wagon price on date of deliv- 
ery based on posted Commercial 
Tank Wagon price as shown in the 
New York Journal of Commerce for 
Newark - less .0206 per gal, Maxi- 
mum price during contract .1294 per 
gal.; Approx. 450,000 gals. of “High 
Compression” gasoline in tank wag- 
on delivery at Commercial Consum- 
er Tank Wagon price as shown in 
the New York Journal of Commerce 
for Newark - less .0205 rer sal, 
Maximum price during contract 
.1444 per gal. Term of Contract: 
October 10, 1952 to October 9, 1953. 


For Department cf Public Safety- 
Fire Division, With Universal Fire 
Equipment Corp. - East Orange, N. 
J., for 400 Woolen Blankets, Size 
62 x 84 - #700 @ $6.43 each, 

Total - $2.572.00. 


For Department of Public Safety- 
Police, With Goodyear Rubber Pro- 
duets Corp. - Newark, N. J., for 75 
White Rubber Raincoats for Traffic 
Officers - as per specifications in the 
Division of Central Purchase @ $15 
each, Total - $1,125.00. 


For Department of Revenue and 
Finance - Capital Outlay fund Ad- 
dressograph Division, With Address- 
ogreph-Multigraph Corporation - 
Newark, N. J., for 1 New Model 1955 
Addressograph with automatic se- 


lector for $1,205.98 (for Accountant 
Treasurer Office); 1 New Model 6341 
Graphetype for $1,186.95 (for Ad- 
dressograph Div); 1 New automatic 
suction feed for Addressograph 
for $1,157.95; Total $3,550.85. 


With Riley Chimney Company, 
for Radical Brick Stack Rehabilita- 
tion for the Power Plant at the City 
Hall Group of buildings, Newark, 
New Jersey, for $1,400.00. 


With The Pitomcter Company, 50 
Church Street, New York 7, New 
York, To make a trunk line survey 
of the sections of the Newark Water 
distribution system known as the 
Cedar Grove Reservoir Level, the 
Sub-Cedar Grove Reservoir, and the 
South Orange Avenue Reservoir 
Level, for a fee not to exceed Six 
Thousand Dollars. 


For the repaving of Clifton Ave- 
nue from Park Avenue to Seventh 
Avenue; To Nesto Construction Co., 
100 Riverside Avenue, Newark, New 
Jersey for the sum of $45,061.31. 


For the grading, curbing and lay- 
ing of a new six inch concrete 
foundation on Grafton Avenue from 
Erie Railroad to McCarter Highway; 
To Nesto Construction Company, 100 
Riverside Avenue, Newark 4, New 
Jersey, for the sum of $12,985.75. 


7192 - Authorizes the Director of 
Public Safety to sign contract re- 
newing contract with the Veterans 
Administration for course of educa- 
tion and training for firemen and 
policemen at the Newark Police and 
Fire Academy, for period from Oc- 
tober 1, 1952 to September 30, 1953. 


7193 . Approves 5-year leasing ar- 
rangement with the New Jersey Bell 
Telephone Company for a two-way 
Mobile radiotelephone system for 
the Department of Public Works 
consisting of a base station and not 


more than fifteen mobile units, in 
accordance with their proposal of 
September 9, 1952. First cost of the 
installation of mobile units and 
other incidental installation expens- 
es are not to exceed $820.00, and 
annual eost of lease and service of 
the system not to exceed $5,000.00. 


7194 - The Board of Commissioners 
approved a contract for the Depart- 
ment of Public Safety - Police - 
Traffic, With Parking Meter Co. of 
N. J. - Newark, N. J., for 120 - Gen- 
eral Electric Model 2TC24F1ER - 
3 dial Traffic controllers (according 
to specifications in the Division of 
Central Purchase) (0 $711.00 еаса, 
Total - $85,320.00. 


'7195 - Approves payment of $534.65 


to Gallo Asphalt Company for in- 
creased costs arising in connection 
with repaving of Leslie Street from 
Chancellor Avenue to Lyons Ауе. 


7196 - Approves appropriation of 
sum not to exceed $250 each to 
Edward L. Cyr, traffic engineer, and 
Peter J. Corbally, Deputy Chief of 
Police in charge of traffic, for ex 
penses in connection with attendance 
at 40th National Safety Congress 
and exposition of the National Safe- 
ty Council to be held in Chicago, 
Ill., from October 20th to 24th, 1952. 


7197 - Approves appropriation of a 
sum not to exceed $200.00 to Mariano 
J. Rinaldi, Secretary, Newark Cen- 
tral Planning Board, to cover his 
expenses in attending the American 
Society of Planning Board Officials 
Conference to be held in Boston, 
Massachusetts on October 6 to 10, 
1952. : 


7198 - Accepts bids received in 67 
instances. for parcels of lands and 
premises in the City of Newark, 
offered at public sale held on Octo- 
ber 1, 1952. Commissioner Ellenstein 
did not vote on the resolution. 


7199 - Rejects bids received in 67 
instances for parcels of lands and 
premises in the City of Newark, 
offered for sale on September 23rd 
and 24th, 1952. Тһе Director of the 
Department of Revenue and Finance 
was directed to return to the bidders 
of said lands, the deposits paid by 
them. 


A bid for a piece of property at 
85 Ferguson Street omitted from 
list of properties acted upon by the 
Board of Commissioners, was re- 
jected by the Board. 


The Board of Commissioners ap- 
proved a bid of $500 for property 
at 25, 27, and 29 Bryant St., offered 
by Mr. Willham Marlowe. Commis- 
sioner Carlin voted against approval. 


7200 - 7225 - The Board of Commis- 
Sioners acted on the following ap- 
plications for a variance from the 
terms of the Zoning Ordinance: 


Application of Marfex Mfg. Co. 
(Michael Tuferiello, owner); for re- 
newal of permit fcr manufacture of 
electrical coils, transformers and 
light electrical products including 
receiving room in a 2nd Residence 
District; op premises 418-426 Fifth 
Street; on eondition that 1) no ad- 
ditional vents or smokestacks be 
erected on the rocf of the building; 
2) the neighbors reserve the right 
at all times, should the operation of 
this building beccme obnoxious, 10 
appeal to the Board of Adjustment 
for relief; such use to be limited to 
the period of five years ending Feb- 
ruary 4, 1957. (Approved). 


Application of Harry T. Davimos, 
owner; for renewal of permit for 
gasoline station including lubritor- 
ium in a 2nd Business District; on 
premises 442-446 South Orange 
Avenue; such use to be limited to 
the period of eight years ending 
July 27, 1960. (Approved). 


Applieation of Foremost Frocks, 


Inc. (Wills, Inc., owner); for renewal 
of permit for the manufacturing of 
ladies' and children's garments in a 
2nd Business District; on premises 
161-163 Springfield Avenue, (2nd, 
3rd and 4th floors); such use to be 
limited to the period of three years 
ending Jupe 1, 1955. (Approved). 


Application of Centre St. Parking 
Corp. (Wm. A. Jones, Jr, owner); 
for renewal of permit for automo- 
bile parking station in a 15% Indus- 
trial District; on premises 64-76 
Centre Street (rear); such use to be 
limited to the period of one year 
ending July 16, 1953. (Approved). 


Application of Joseph Colarusso 
(Meyer & Bush Co., owner); for re- 
newal of permit for automobile sales 
station in a lst Industrial District; 
on premises 124-134 Poinier Street; 
such use to be limited to the period 
of one year ending August 8, 1953. 
(Approved). 


Application of Holiday Motors, 
Inc. (Hagin & Koplin, Inc., owner); 
for renewal of permit for automo- 
bile sales station in a 2nd Business 
District; on premises 231-235i Clin- 
ton Avenue; such use to be limited 
to the period of one year ending 
July 22, 1953. (Approved). 


Application of Louis Sink (Tulsa 
Oil Со., owner); for renewal of per- 
mit for automobile parking station 
in a 2nd Business District; on prem- 
ises 627-635 Broadway; such use to 
be limited to the period of one year 
ending July 2, 1958. (Approved). 


Application of Nathan Rubins 
(Mary Clark, owner); for renewal 
of permit for automobile parking 
station in a 2nd Business District; 
on premises 362-386 Plane Street; 
such use to be limited to the period 
of one year ending March 27, 1953. 
(Approved). 


Application of Harold Newman 


е. 


(R. & L. Rosberger, owners); for re- 
newal of permit for woodworking 
shop for the manufacture of cabinets 
in a 2nd Business District; on prem- 
ises 254 Park Avenue; such use to 
be limited to Фе period of one year 
ending June 28, 1953. (Approved). 


Application of Joseph Accardi & 
T. Simonelli, owners); for renewal of 
permit for manufacture of clothing 
in a lst Business District; on prem- 
ses 168-170 Newton Street; such use 
to be Imnited to the period ending 
March 15, 1955. (Approved). 


Application of J. & L. Parking 
- (Raymond Hldg. Corp. owner); for 
renewal of permit for automobile 
parking station in a Ist Industrial 
District; on premises 967-973 Ray- 
mond Boulevard; such use to be 
limited to the period of one-year 
ending July 25, 1958. (Approved). 


Applieation of Andrew J. War- 
zocha, Jr. (Warzocha & Vesey, own- 
ers); for renewal of permit for auto- 
mobile parking station in a 2nd 
Business District; on premises 448- 
454 Ferry Street; such use to be 
limited to the period of ope year 
ending October 4, 1953. (Approved). 


Application of Rays Parking Ser- 
vice (Tower Нар. Co., owner); for 
renewal of permit for automobile 
parking station including two gaso- 
line pumps in a 2nd Business Dis- 
trict; on premises 1-7 Crawford St. 
(425-427 Halsey St.); such use to be 
limited to the period of one year 
ending July 30, 1953. (Approved). 


Application of Gulf Oil Corp, 
owner; for renewal of permit for 
Easoline service station in a 2nd 
Business District; on premises 727- 
735 Broadway; such use to be limi- 
ted to the period of eight years end- 
ing May 27, 1960. (Approved). 


Application of David Busch 
(James Efross, owner); for renewal 


of permit for automobile parking 
Station in rear of gasoline station 
in a 2nd Business District; on prem- 
ises 952-958 Bergen Street (rear); 
such use to be limited to the period 
cf one vear ending July 31, 1953. 
(Approved). 


Application of Alfred Vitanzo 
(Wiltsch Realty Co. owner); for 
addition of dry-cleaning unit to ex- 
isting tailor store in a 2nd Business 
District; on premises 490 South 10th 
Street; such use to be limited to 
the period ending one year from 
date hereof. (Approved). 


Application of Boley Williams 
(Underhill Realty Co., owners); for 
reestablishment of auto repair shop 
including body and fender work and 
spot welding in a 2nd Business Dis- 
trict; on premises 201-203 S. Orange 
Avenue (rear) such use to be limi- 
ted to the period ending one year 
from date hereof. (Approved). 


Application of Crew Levick Corp., 
owner; for reconstruction of gaso- 
line station including a 1-bay lubri- 
torium and 1 non-automatic car 
washing bay in a 2nd Business Dis- 
trict; on premises 769-775 Broadway; 
such use to be limited to the period 
ending June 27, 1958. (Approved). 


Application of Crew Levick Corp., 
owner; for reconstruction of gasoline 
station, including a 2-bay lubritor- 
ium and 1 non-automatic car wash- 
ing bay in a 1st Industrial District; 
on premises 289-297 Elizabeth Ave., 
such use to be limited to the period 
ending eight years from date hereof. 
(Approved). 


Application of Jerome S. Kessler 
(Dr. H. H. Kessler, owner); for the 
maintenance, repair and assembly 
of artificial limbs in a 2nd Business 
District; on premises 51-53 Lincoln 
Park (rear). (Approved). 


Application of Lorraine & 


Mollie Johnson, owners; for the еп- 
closure of front porch 7'-3" beyond 
the set-back line in a 2nd Business 
District; on premises 69 Avon Ave. 
(Approved). 


Application of Harrison Ross, own- 
er; for addition to existing gasoline 
station for auto repair shop (no body 
or fender work and no painting) in 
a 2nd Business Dis лісі; on premises 
188-192 South Orarge Avenue; such 
use to be limited to the period end- 
ing May 23, 1958. (Approved). 


Application of Max Tannenbaum 
(100 W. Market St. Corp. owner); 
for the manufacturing of ladies’ & 
children's dresses in a 2nd Business 
District; on premises 88-100 W. Mar- 
ket Street (2nd floor-east); such use 
to be limited to the period ending 
three years from date hereof. 
(Approved). 


Application of Мгз. Sadye Kras- 
ner, owner; for erection of 2-car gar- 
age on rear half o? lot as an exten- 
sion to auto seat cover manufactur- 
ing business in а 2nd Residence 
District; on premises 247-253 Hun- 
terdon Street (rear) (Approved 
after hearing was held). 


Application of Tulsa Oil Co., own- 
er; for the erection of gasoline sta- 


tion including a 2-bay lubritorium 
in a 1st Business District; on prem- 
ises 865-873 Franklin Avenue; such 
use to be limited to the period end- 
ing eight years from date hereof. 
(Action deferred at request of appli- 
cant). 


Application of Emanuel Bonden- 
zia, owner; to allow а 2-car garage 
to remain which was erected in vio- 
lation of plans approved by Zoning 
Officer and by Building Department. 
Plans approved for 3'-0" from pro- 
perty line; built less than 1'-0" from 
property line in a 3rd Residence 
District; on premises 23-27 Mitchell 
Place. (Approved after hearing was 
held). 


7228 - Approves bids received in 4 
instances for parcels of lands and 
premises in the City of Newark, 
offered at public sale held on Sep- 
tember 23, 1952. Commissioner Car- 
lip voted againt the resolution. 


Commissioner Moran: I move we 
adjourn. 


Mayor Villani: The Clerk will 


call the roll. 


Yeas: Commissioners Carlin, El- 
lenstein, Moran and Mayor Villani. 
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Newark, N. J.. October 15, 1952 


A regular meeting of the Board of 
Commissioners of the City of New- 
ark, N. J., was held on the above 
date, in the Commissioners’ Cham- 


ber, City Hall, Newark, at 2:00 P. M. - 


Mayor Villahi: Тһе meeting will 
come to order. The Clerk will call 
the roll. ' 


Present: Commissioners Carlin, 
ЕПепвісіп, Keenan, Moran, Mayor 
Villani. 


Commissioner Ellenstein moved 
that the reading of the minutes of 
the previous meeting be dispensed 
with. 


7221 - An Ordinance appropriating 
$600,000 for school purposes and 
authorizing the issuance of bonds of 
the City of Newark to meet said 
appropriation. The date set for 
further hearing and final passage 
was October 29th. 


7228 - An Ordinance to authorize 
the aequisition and installation of 
new equipment in certzin buildings 
of the City of Newark used by the 
"Рераг.тепі of Public Safety, апа 
to provide for the financing of the 
cost thereof by the issuance of bonds 
and bond anticipation notes in an 
amount not exceeding $36,000. Octo- 
ber 29th was the date set for fur- 
ther reading and final passage. 


7229 - An Ordinance for the vaca- 
iion of all that part of Malvern 
Street as the same is laid out 60 
feet in width on the map of the 
Commissioners to lay out streets, 
avenues and squares and a map 
entitled, “Мар of the Estate of 


Elihu Day, Песа, С. H. Gardner, 
Surveyor, 19017, extending from 
Rutherford Street to Curry Street. 
Тһе date set for further hearing 
and final passage was October 29th. 


7230 - An Ordinance to create a 
Mayor's Commission on Group Re- 
lations in the City of Newark; pre- 
scribing its duties and powers; and 
providing for the appointment of an 
Executive Director and other em- 
ployees. Mayor Villani moved that 
Section VIII be deleted and insert 
in lieu thereof the following: “бес- 
tion VIII. Effective Date. This Or- 
dinance shall take effect ten days 
after final passage and publication 
in accordance with the Laws of the. 
State of New Jersey." 


Commissioner Keenan: І am not 
voting at the moment. I am for this 
in spirit, inasmuch as I am for the 
appointment of someone to head 
this Civil Rights Commission, but if 
it is illegal can't we find some way 
to make the appointment legally? 
~ - - - Having been absent at the 
last meeting, I am not familiar with 
the controversy that was carried on 
with relation to the legality or ille- 
gality, whether it be this ordinance 
or another ordinance. 


Mr. Напдјег: The Law Depart- 
ment has ruled that the general or- 
dinance in which this is an amend- 
ment to it, that that general ordin- 
ance is not one which is authorized 
under the statute, and consequently 
it secks to establish an office which 
we say there is no statutory justi- 
fication for or authority for, and 
therefore we could not certify as 
to its validity. 


Commissioner Moran: But you 
take the position that with or with- 


out this amendment the ordinance 
is not legal? 


Mr. Handler: That is correct. 


Commissioner Keenan: Then pass 
it at the moment, until I can get a 
further clarification. I don't want to 
knowingly vote for anything that is 
legally felt the crealion of which is 
illegal. Of course, I am with this 
appointment in spirit. Now, if it 
must be made by some other appoint- 
ing agency, can we not as the gov- 
erning body here recommend the 
appointment to them? 


Mr. Handler: I sm sorry that i! 
cannot be made under that arrange- 
ment. Our view is that this is some- 
thing to be done, if at all on a 
State level and not on a municipal 
level And we sincerely differ with 
our opponents whc have submitted 
a very fine brief; but we just hap- 
pcn to differ with them. The ordin- 
ance, as amended, was adopted on 
third and final reading with Com- 
missioner Keenan passing. 


Mr. Litwin, appearing for the 
Civil Rights Commission, read а 
resolution adopted by the Commis- 
Sion, urging the adoption of this 
ordinance, and recommending the 
appointment of Daniel S. Anthony 
as Executive Director of the Com- 
mission. 


Mr. Samuel E. Cooper, appearing 
as president of the N. J. State 
Region of the American Jewish Con- 
gress, read a statement on behalf 
of the Newark Jewish Congress 


supporting the adoption of this 
ordinance. 
Mr. Sidney Reitman, appearing 


on behalf of the Joint Council for 
Civil Rights, and Mrs. Bette Block 
of Bnai Brith Women's 
spoke in favor of passage of the 
ordinance. 


Council. 


7231 - An Ordinance adopting a 
new Revision and Codification of 
the Ordinances of the City of New- 
ark, in the County of Essex, provid- 
ing for the repeal of certain ordin- 
ances not included therein, and for 
other purposes set forth, was psssed 
on third and final reading. 


7232 - An Ordinance providing for 
the vacation, release and extinguish- 
ment of the public right, if any, in 
all that part of Avenue D as the 
same is laid out 75 feet in width on 
the Map of the Commissioners 10 
lay out streets, avenues and squares, 
extending from Emmet Street to the 
Waverly and Passaic Branch - New 
York Bay Railroad. Action on the 
ordinance was laid over for 2 weeks, 
and at the suggestion of Commis- 
sioner Carlin, was referred to the 
Planning Board. 


7233 - 7265 - The Board of Com- 
missioners approved the following 
appropriations for bills, claims and 
payrolls: 


The sum of $216,890.23, 38 items; 
$39,377.73, 136 items; $53.80, 1 item; 
$153.48, 2 items; $17,291.50, 4 items; 
being the bills and claims of the 
Department of Parks and Public 
Property. 


The sum of $13,917.59, 2 items; 
$2,712.14, 1 item; $35,325.68, 34 items; 
$2,200,000.00, 1 item; $10,633.76, 14 
items; $958.83, 10 items; $33,655.67, 
17 items; $292,431.77, 13 items; being 
the bills and claims of the Depart- 
ment of Revenue and Finance. 


The sum of $388,975.79, 11 items; 
$15,018.11, 3 items, being the bills 
and claims of the Department of 
Public Safety. 


The sum of $50,089.33, 41 items; 
$39,211.15, 2 items; $24,745.26, 22 
items; $303,750.00, 1 item; $21,970.14, 
44 items;  $15,75471, 2 items; 
$32,547.20, 2 items, $33,613.98, 1 item; 
$19,334.68, 22 items; being the bills 
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and claims of the Department of 
Public Works. 


The sum of $48,059.99, 20 items; 
$5,133.30, 19 items; $13,700.23, 25 
items; $1,158.01, 1 item; $1,167.74, 3 
items; $623.04, 1 item; $409.59, 2 
items; $188,066.29, 16 items, being 
the bills and claims of the Depart- 
ment of Public Affairs. 


The sum of $667.70, 5 items, beirig 
ihe bills and claims of the Depart- 
ment of Public Safety. 


` 7266 - Because of emergency 
which has arisen because of defici- 
ency of water supply in the portion 
of the water distribution system of 
the City in the area east of the 
Pennsylvania Railroad, necessita- 
ting the immediate cleaning and 
lining of water mains extending 
from Belleville Reservoir to the City, 
and mains in Plane and Oliver 
Streets, authorizes emergency ар- 
priation in the amount of $250,000. 
Emergency note in this amount, to 
be dated October 16, 1952, renewable 
from time to time, was authorized. 


7267 - Pursuant іо the ordinance 
appropriating $4,715,885 for school 
purposes and authorizing the issu- 
ance of bonds to meet said appro- 
priation, authorizes issuance of 
promissory notes in an amount not 
exceeding $302,085.00, in anticipation 
of the sale of permanent bonds 
authorized by said ordinance. 


7268 - Pursuant to the ordinance 
appropriating $975,000 for school 
purposes and authorizing the issu- 
ance of bonds of the City to meet 
said appropriation, authorizes issu- 
ance of promissory notes in an a- 
mount not to exceed $10,000 in an- 
ticipation of the sale of permanent 
bonds authorized by said ordinance. 


7269 - Pursuant to the ordinance 
appropriating $1,550,000 for school 
purposes and authorizing the issu- 


ance of bonds of the city to meet 
said appropriation, authorizes issu- 
ance of promissory notes not to ex- 
ceed $150,000 in anticipation of the 
issuance of the permanent bonds 
authorized by said ordinance. 


7270 - Authorizes the Director of 
the Department of Revenue and 
Finance to invest the sum of $391, 
366.50 now in the Capital Cash 
Account in securities of the United 
States of America, in accordance 
with statute A:4-46.1, Laws of the 
State of New Jersey. 


7271 - Authorizes the Director of 
Revenue and Finance to pay the 
sum of $4,150:00, the consideration - 
for the conveyance of property 
known as No. 116 Cabinet Street 
to the City of Newark, to Ossie Bell 
Anderson, the owner of said pro- 
perty. The Director was further 
authorized to dràw a check to the 
order of Lawyers-Clinton Title In- 
surence Company of New Jersey, 
for the sum of $108.00, in payment 
of search fees, and for services 
rendered in this matter. The afore- 
mentioned property is to be used in 
connection with construction of New 
City Hospital. 


7272 - Authorizes the Director of 
Revenue and Finance to pay the 
sum of $13,500.00, the consideration 
for the conveyance of property 
known as No. 71 Bergen Street to 
the City of Newark, to Almeter 
Holding Company, the owner of 
said property. The Director was 
further authorized to draw a check 
to the order of Lawyers-Clinton 
Title Insurance Company of New 
Jersey, for the sum of $116.00, in 
payment of search fees, and for 
services rendered in this matter. 
This property is to be used in con 
nection with construction of new 
City Hospital. 


7273 - Grants permission to the 
U. S. Government to store pipes, 
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pumps, and other equipment at Ivy 
Heven, with the City having the 
right to use this material for emer- 
gency civil defense purposes. 


7274 - Authorizes the Director of 
the Department of Public Affairs to 
renew the lease for the premises 
102-106 William Street, Newark, 
New Jersey; which premises are 
owned by Chester S. Braun, and 
presently leased by the City of 
Newark and used by the Bureau of 
Health; said renewal io be for a 
term of five years, from January 1, 
1953 to December 31, 1957, on the 
terms and conditions set forth in 
lease, a copy of which is on file in 
office of City Clerk. 


7275 - Authorizes the Director of 
the Department of Public Works to 
approve map show.ng dedication by 
1..2 City of Newarx for street pur- 
poses of a quadrangular strip of 
Morris Avenue at the southeast cor- 
ner of Springfieid > Avenue and 
Morris Avenue. Tre City Clerk was 
directed to file said map in the 
office of the Essex County Register 
of Deeds. 


7276 - Authorizes refund of $37 to 
Ivy Hil Construction Со. this sum 
representing half :he fee paid for a 
builcing permit which was not used. 


7277 - Authorizes refund of $16 to 
A. Kobrin, this sum representing 
half the fee paid for а building 
permit which was not used. | 


7278 - Authorizes the Director of 
the Department о: Public Works to 
advertise for sealed proposals for 
Division of Water Contract 119 for 
cleaning and lining 24, 30 and 36 
inea Cast Iron Water Mains in the 
Town of Belleville and in the City 
of Newark. 


7279 - 7284 - The Board of Com- 
missioners approved the following 
contracts: 


For Various Departments, for 
Passenger, Truck Tires and Tubes 
(26 various sizes) in accordance with 
schedules on file in the Division of 
Central Purchase - to the following: 
Cheas. W. Krieg Company - New- 
ark, М. J., for $1,599.38, Dave Stern 
Со. - Newark, М. J., for $1,521.14, 
Total - $3,120.52. 


For Department of Public Affairs- 
Newark City Hospital - Health Dept. 
With James P. Smith - Newark, N. 
J. for X-Ray Supplies - as per list 
and scbedules on file in the Division 
of Central Purchase for $5,944.49.. 


For Department of Public Affairs- 
Various Institutions, for Meats апа 
Poultry for the period from October 
27, 1952 to December 31, 1952, to the 
following: National Meat Supply Co. 
- Hoboken, N. J., for $15,366.84; 
Lair & Brydon - Newark, N. J. for 
$12,621.60; Davis White Co. - New- 
ark, М. J., for $9,450.03; Lincoln 
Brisket Co, Ince, - Newark, М. J, 
for $4,048.00; Gol Pak Corp. - Union 
City, N. J. for $2,491.15; Martin 
Packing Co. - Newark, М. J. for 
$1,616.39; Total - $45,594.01. 


For Department of Public Affairs- 
Various Institutions, for Surgical 
Supplies - as per schedules on file 
in the Division of Central Purchase 
to the following: Jack Braverman 


8: Co. - Newark, М. J., for $5,405.15; . 


Scidler Chemical & Supply Co. - 
Newark, М. J., for $3,440.03; Medic- 
cal Service Co. - Newark, М. J., for 
$3,229.86; Hospital Equipment Co. - 
Newark, N. J., for $1,356.87; Total - 
$13,431.91. 


For Department ofPublic Affairs- 
Ivy Haven, With Hemminger Co. - 
Newark, N. J., To furnish the neces- 
загу labor and materials to fabri- 
cate and install two complete ex- 
haust Systems (Blowers) in Ivy 
Haven kitchen according to sched- 
ules and specifications in Division 
of Central Purchase for $5,295.00. 
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With Standard Waterproofing 
Corporation, for Roofing and Sheet 
Metal Work for the City Hall, New- 
ark, New Jersey, for $33,774.00. 


7285 - Approves payment of extra 
cost, amounting to $205.05, to M. J. 
Sheridan & Son, for Division of 
Water Contract 117, awarded to 
aforementioned at a previous айе. 


7286 - Approves Surety Corporation 
Bond, Standard Accident Insurance 
Company, Surety and Nesto Con- 
struction Company, Principal, Con- 
tractor for the repaving of the fol- 
lowing streets: Clifton Avenue from 
Seventh Avenue to Park Avenue. 


7287 - Rescinds Resolution No. 6768, 
adopted on July 23, 1952, which 
provided for the attendance of cer- 
tain employees of the Shade Tree 
Bureau, Department of Parks and 
Public Property; Police Emergency 
Division and of the Fire Training 
Academy, Department of Public 
Safety; and of the Division of Water, 
Department of Public Works; at 
classes to be conducted by the Fed- 
eral Defense Administration Train- 
ing School at Ogonts, Pennsylvania. 


1288: 
THE CITY OF NEWARK 
NEW JERSEY 


Charles Handler, 


Corporation Counsel. 
October 14, 1952. 


BOARD OF COMMISSIONERS 
OF THE CITY OF NEWARK, 
NEW JERSEY 


Gentlemen: 


I hereby appoint, subject to your 
consent, as provided for by R. S. 
40:171-112, ROGER M. YANCEY, 


an attorney at law of the State of 
New Jersey, residing at No. 1 Som- 
erset Street, Newark, New Jersey, 
an Assistant Corporation Counsel, 
Law Department, Department of 
Parks and Publie Property of the 
City of Newark, at an annual salary 
of $7,600.00; effective October 15, 
1952, or at such time reasonably 
subsequent thereto, upon the said 
appointee reporting and qualifying 
for duty. 


Yours respectfully, 
(Signed) Charles Handler, 


CH:vm. Corporation Counsel 
7289 - Approves appointment by the 
Corporation Counsel of Roger M. 
Yancey, an attorney at law of the 
State of New Jersey, as Assistant 
Corporation Counsel, Law Depart- 
ment, Department of Parks and 
Publice Property, at an annual salary 
of $7,600.00; effective October 15, 
1952. : 


7290 - Approves appointment of 
Daniel S. Anthony to the position 
of Executive Director of the Mayor's 
Commission on Group Relations of 
the City of Newark, Department of 
Parks and Public Property, at a 
salary of $7,500.00 per annum, ef- 
feetive as of October 28th, 1952. 


71291 - Approves promotion of 
Samuel N. Emin, to the position of 
Temporary Accountant, Grade No. 
1, Accountant-Treasurer's Division, 
Department of Revenue & Finance, 
at a salary of $4,000.00 per annum, 
effective October 19th, 1952. 


7292 - Approves appointment of 
Mildred Serchio, No. 147 Clifton 
Avenue, Newark, New Jersey, as a 
Temporary Bookkeeping Machine 
Operator, Accountant - Treasurer's 
Division, Department of Revenue 
and Finance, at a salary of $2,501. 
per annum, effective October 5th, 
1952. | 
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1203 . Approves action of the 
Director of the Department of Pub- 
lie Affairs in appointing John Е. 
Murrzy, Jr., Deputy Director of the 
Department of Public Affairs, at an 
annual salary of $3,600.00. 


7294 - Approves appropriation of 
sum not to exceed $420.00 to cover 
the expense of John B. Flockhart, 
Chief Engineer, D2partment of Pub- 
lic Works, Arthur J. Simpson, Divi- 
sion Engineer, Division of Water, 
and five other supervising employees 
in the Division of Water, to attend 
the Fall Meeting of the New Jersey 
Section of the American Water 
Works Association, to be held in 
Atlantic City, New Jersey, on Octo- 
ber 23, 24, and 25, 1952. 


7295 - Grants permission to Police 
Sergeant Eugene A. O'Neill and 
Patrolman John P. Barrington, Jr., 
of the Police Emergency Division, 
Captains Henry О. Schoettly and 
Joseph J. Drew, of the Fire Training 
Academy, Department of Public 
Safety; and Hubert De Vita, Assist- 
ant Superintendent of the Division 
of Water, and Jorn Н. Dacey, Plum- 
bing Investigator, Division of Water, 
Department of Public Works, to 
attend course at Olney, Maryland at 
the Federal Defense Administration 
Training School Expenses not to 
exceed $100 each were approved. 


7296 - Approves appropriation of 
Sum not to exceed $300.00, to defray 
the expenses of Doctor Aaron H. 
Hsskin, Health Officer of the Bur- 
eau of Health, Department of Public 
Affairs to attend convention of the 
American Public Health Association 
to be held in Cleveland, Ohio, be- 
ginning October 19th to and inelud- 
ing October 24, 1952. 


7297 - Approves appropriation of 
sum not to exceed $250.00 to cover 
expenses of Harry J. Aston, Director 
of the Division cf Central Purchase 
to attend the convention of tke 


National Institute of Governmental 
Purchasing in Chicago, Illinois on 
October 19, 20, 21, and 22, 1952. 


7298 - 7316 = The Board of Commis- 
sioners acted on the following ap- 
plieations for a variance from :he 
terms of the Zoning Ordinance: 


Application of West Side Motors, 
Inc. (Т. Jacobson, М. Leon & M. 
Fuschetti, owners); for renewal of 
permit for vsed car sales lot in a 
2nd Business District; on premises 
432-434 South Orange Avenue; such 
use to be limited to the period of 
one year ending June 2, 1953. 
(Approved). 


Application of Mamas Ashuk:an, 
owner; for renewal of. permit for 
dry-cleaning unit in а lst Business 
District; on premises 26 Pacific St., 
such use to be limited to the period 
of one year ending July 26, 1953. 
(Approved). 


Application of Edwin C. Brautigam, 

owner; for renewal of permit for 
automobile parking station in а 
ist Industriel District; on premises 
207-209 Plane Street; such use to be 
limited to the period of one year 
ending June 27, 1953. (Approved). 


Application of Star Parking Co. 
(B. Davidson, ete., owners); for re- 
newal of permit for automobile 
parking station in a 1st Industrial 
District; on premises 17-33 Edison 
Place; such use to be limited to the 
period of one year ending June 6, 
1953. (Approved). 


Application of Lafayette Parking 
Corp. (Newark Morning Ledger .Co., 
owner); for renewal of permit for 
automobile parking station in a 2nd 
business District; on premises 21-49 
Lafayette Street; such use to be 
limited to the period of one year 
ending August 8, 1953. (Approved). 
of Oakland 


Application Auto 
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Sales, Inc. (United Advertising 
Corp. owner); for renewal of per- 
mit for automobile sales station in 
a 2nd Business District; on premises 
844-852 Clinton Avenue, such use 
to be limited to the period of one 
year ending October 9th, 1953. 
(Approved). 


Application of George Vigilatore 
(james Vigilatore, owner); for re- 
newal of permit for print shop in 
basement of dwelling, in a 3rd Resi- 
dence District; on premises 64-66 
Fifth Street; such use to be limited 
to the period of one year ending 
July 26, 1953. (Approved). 


Application of David Walters 
(Doris & Sidney Weissman, owners); 
for renewal of permit for automo- 
bile parking station in a 2nd. Busi- 
ness District; oh premises 9-13 
Bleecker Street; such use to be lim- 
ited to the period of one year end- 
ing July 13, 1953. (Approved). 


Application of Jess Lopez, owner; 
for renewal of permit for auto re- 
pair shop (no body or fender work) 
in a 1st Industrial Distriet; on prem- 
ises 513-515 Market Street; such 
use to be limited  tothe period of 
one year ending September 6, 1953. 
(Approved). 


Application of L. Bamberger & 
Co. (102-108 Realty Co., ete., owners); 
for renewal of permit for automo- 
bile parking station in а Ist In- 
dustrial District; on .premises 269- 
283 Plane Street; 111-113 Bank St., 
& 108-112 Academy Street; such use 
to be limited to the period of one 
year ending July 14, 1953. 
(Approved). 


Application of L. Bamberger & 
Co. (Chelsea Securities & Inv. Co., 
owners); for renewal of permit for 
automobile parking station in a 2nd 
Business District; on premises 261- 
265 Washington Street and 68-76 
Market Street, (rear); such use to be 


limited to the period of one year 
ending July 14, 1953. (Approved). 


Application of L. Bamberger & 
Co. (Fidelity Union Trust Co., own- 
ers); for renewal of permit for auto- 
mobile parking station in а 2nd 
Business District; on premises 290- 
300 Plane Street; such use to be 
limited to the period of one year 
ending July 14, 1953. (Approved). 


Applieation of L. Bamberger & 
Со. (В. H. Macy & Co., etc., owners); 
for renewal of permit for automo- 
bile parking station in a 2nd Busi- 
ness District; on premises 173-187 
Washington Street, 10-32 % 7-35 
Plum Street and 244-262 Plane St; 
such use to be limited to the period 
of one year ending July 14, 1953. 
(Approved). 


Application of Herman Schneck 
(Lafayette Bldg, owner); for re- 
newal of permit for woodworking 
shop in a 3rd Residence District; on 
premises 298 South 10th Street, 
such use to be limited to the period 
of one year ending September 20, 
1953. (Approved). 


Application of Lebeau Cleaners & 
Dyers, Inc. (A. & B. Matten, own- 
ers); for renewal of permit for dry- 
cleaning unit in a 2nd Business Dis- 
trict; on premises 265 Belmont Ave., 
such use to be limited to the period 
of one year ending May 2, 1953. 
(Approved). 


Application of Oakland Auto Sales 
Inc, (United Advertising Corp., 
owner); for the extension of auto 
sales lot in a 2nd Business District; 
present sales lot is 50’-0” deep; ex- 
tension is 25’-0” more; on premises 
844-852 Clinton Avenue; on condi- 
tion that 1) Entire rear of the pro- 
perty on Cypress Street will be 
fenced in with a cyclone fence; and 
all entrances and exits will be 
made on Clinton Avenue side only; 
and 2) such use to be limited to the 
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period ending October 9th, 1953. 
(Approved). 


Application of DuBarry Optical 
Mfg. Со. (М. J. Inv2stment Co., own- 
er); for the manufacture of eye- 
glass frames in a 1st Industrial Dis- 
triet; on premises .18-126 Green St, 
(3rd floor); on condition that 1) All 
regulations cf the Bureau of Com- 
bustibles be complied with; and 2) 
such use to be limited to the period 
ending three years from date һегесі. 
‚ (Approved). ・ 


Application of Donald C. Stokes, 
owner; for the manufacturing of 
hair and scalp lotions in a 2nd Bus- 


iness District; on premises 628-630 
High Street; such use to be limited 
to the period ending one year from 
date hereof. (Approved after hearing 
was held. Commissioner Ellenstein 
voted in the negative). 


Applicstion of Tulsa Oil Co., own- 
er; for the erection of gasoline s:a- 
tion including a 2-bay lubritorium 
in a 1st Business District; on pre- 
mises 865-873 Franklin Avenue; 
such use to be limited to the periol 
ending eight years from date hereof. 
(Approved, with Mayor Viliani and 
Commissioner Carlin voting in che 
negative). 
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DEPARTMENT OF REVENUE AND FINANCE 
CITY HALL 
NEWARK, NEW JERSEY 


October 14, 1952 
To the Honorable Commissioners 


of the City of Newark, New Jersey 
Gentlemen: 


In accordance with the Act of the Legislature entitled “А further 
Supplement of the Act entitled 'An Act to Amend and Revise the Charter 
of the City of Newark, New Jersey' approved February 22, 1866," I here- 
with present a statement of the receipts and disbursements for the month 
of September 1952: 


Cash on hand, August 31, 1952 ... $16,560,846.32 
Receipts, September sss ettet 2,883,638.44 

$19,444,484.76 
Disbursements - September 1952 ................................ 5,396,522.24 
Cash on Hand - September 30, 1952 ............................ $14,047,962.52 


Yours respectfully, 


Meyer C. Ellenstein, Director 
Department of Revenue & Finance 


Ir/g per Leo A. Reilly (sgd) 
DISBURSEMENTS 

By Warrant - City - Current а... $4,747,726.56 
By Warrant - City - Trust ..о...ллалӛӛалғ рамалы. 25.00 
By Warrant - City - Capital М0оо....о.мм...лма00 ыры 158,506.46 
By Warrant - Water - Capital .......................... ss 6,203.50 
By Warrant - Water - Operating ......... или seen reete eren ЛД. 254,353.51 
By Warrant - Dog Control 1,944.18 
By Warrant - Johnson Homes ..а.44г22 лам seres neenon nett ннн. 8,216.00 
By Warrant - Rehabilitation 2............аа 121. 60.00 
Bond Anticipation Notes - Water оо... ыы. 90,000.00 
Bond Anticipation Notes - City .. 121,000.00 
City Trust Account - Claim: PRU-Yanush .ee 599.06 


17 


Redemptions se 916.39 
Гор License - Rabies Control .лл.ллалғ eee e 13.00 
Excise Tax - Pools sessi eminere enne nent en 208.32 
М. С. Checks CT 3,599.53 
№ С. Checks - We 325.52 
М. а. Checks - Joanson Ne 83.50 
Reserve - Unclaimed Salary ............. eese ener enenatis 95.01 
By Warrant - Homettes 2....о...л.а.4ла ы 1,168.90 
$5,396,522.24 

RECEIPTS 
$2,113,577.95 
751,881.42 
14,452.52 
3,133.79 
346.76 
246.00 


| $2,883,638.44 
Ordered filed. 
1318 
MONTHLY STATEMENT OF CASH RECEIPTS 
JULY, 1952 
Description Amount 
TAX COLLECTIONS — 
Prepaid Taxes 1958 2......әг.... 128.51 
1952 Taxes 4,244,599.27 
Real Estate .Arrears e. 57,791.25 
Personal Arrears oo. cscsssscssseeecsssssesessssesssssscsscessesstsseseesscesnace 23,530.03 
Ja 8,795.80 
Tax Title Liens, Chapter No. 149, P. L. 1948-55... 022222222... 
Bank Stock Ta 
Tax Receiver - N. G. Checks Made Good 
Financial Business Тах ............................................... 


ША ЛОТ 


а ааа ааба лара еркеке аера PF 


LLLI 
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LICENSES: 


Alcoholic Beverages ーーーーーーーー НИ 5,585.00 

АП OS 22,130.66 

Prepaid Licenses 2..о.л.лла.9еялт еге 
FEES AND PERMITS ...................................222222222...... ` 3,417.05 
FINES — 

Magistrates (Municipal Courts) RN 23,102.50 

11) 07 2,696.88 


OTHER RECEIPTS: 


840.50 

14,337.59 

23.94 

State Aid - Highway Lighting ee 

Franchise Тах ....л......а.-алаағааы 2... 

Gross Receipts TS 

Bus Receipts Тахлил ннн. 46,313.38 

Motor Fuel Tax Refund ........... sees ааа 5,297.07 

Rents from Municipal Property ........... И 9,421.33 
Contributions - City of East Orange - 

Passaic Valley Sewer II 

Bill Board Ta 

Stationery and Supplies (From Other Departments) ........ 18.83 


Second Class Railroad Property 


n 


Penny Milk Program - Schools ...................... MEM 
Penny Milk Program - U. S. Dept Agriculture.................. 
Bureau of Streets ee əм 
Bureau of Sidewalks .2.о.......л nde 
Bureau of Sanitation te 
Port Newark Lease - Port of New York Authority ... 
Tax Sale Premiums - Chapter No. 149 ........... sss. 


Parking Meters ee 


Tax Prermniumn な 8 


rere eRe К e ee huh have ase hes me Stree eres tenete 


Protested Checks - Е. P. Н. A. ...... eere 
Protested Checks - Rehabilitation 
Security Deposit Fund - Homettes occ cece 


Security Deposit Fund - Johnson Homes ......................... 
Security Deposit Fund - Е.Р. 本 
Security Deposit Fund - Rehabilitation 2...2.44222222м.. sse 
Homettes - Maintenance 2... О иненинининне 
Auto Damage SR 

Tax Title Liens - Shade Tree 
Reserve - Deposit on Bids - Foreclosed Property ......... .................... ove 


Johnson Homes - Fire Loss ...о....2..0ғ.00100000 озен А 


Federal Tax - Outdoor Pools .ps 
Reserve for Funds in Trust with Ge 
Reserve - Direct Relief 2.0... 599,06 


APPROPRIATION HEFUNDS: 


Department of Public Affairs .Ne 1,333.48 
Department of Revenue and Finance 2......л.. seem 
Department of Public Safety 2... 00-ы 
Department oí Public Works ......... „линии e here ener 
Department oí Parks and Public Property ........................ 103.77 


MISCELLANEOUS ITEMS: 


Tax Overpayments Ne 
Refunds - Excess Cashiers Collections ee 213.32 
Lease - 200 Washington Street Corp. .............................. 3,000.00 
Estate Funds ee 

Tax Sale Prerniums 
Tax Sale Redemptions 2... лоӛежам.уыы А 210.51 
Unallocated Funds .......................... анан: 


Retained Percentage on contracts ........................ аА 
Rents - City ia Possession ......... sesenta 
Foreclosed Property Sales RN 


Other Accounts Receivable ... 


* 


e 


P. A. Special Account Claims ee 
Franchise Tex - Fire Insurance Companies 
Franchise Tax - Domestic Life Insurance Companies .... 
Reserve - Fees - Application Hotel Certificates 
Damages - Rents City in Possession 
Lease - Lawrence Street School 


Due to Water 


MISCELLANEOUS REVENUE NOT ANTICIPATED ........ 
Petty Cash Funds Re-deposited ле 
Savings and Loan Deposit Returned 
Relief Department Deposit 


Federal Publie Housing 


City of Newark Housing Authority 


Due From Airport Account .ee 
State Road Aid - Chapter 62 
City's Share - Vets Housing - Weequahic Park 


Housing Authority - In Lieu of Taxes 


SPECIAL ITEMS OF GENERAL REVENUE — 
Parking Meter Surplus 


Port Newark Surplus 


DEDICATED REVENUE — 
Water Department Operating 
Division of Port Development 
Water Capital 
Division of Dog Control 


Weights and Measures - Solid Fuel Fines 


CAPITAL FUNDS — 
Promissory Notes - Schools eseese ОИЕ 
Due from Board of Education ... | 
Term Bonds ннн и ни raten нен инине ннн ӨӨ 


Sale of City Propert ダ oe 
Temporary Notes - Bonds 


КШ 


1,925.87 


2,250.00 
18.38 


18,842.29 


$6,712,386.74 


10,203.75 
25,272.80 


1,186,250.00 
1,288.00 


БЫ 


Bond Anticipation Notes 2... 
Improvement Authorization - Bonded 


Reserve - Fire Loss „иене eee 
Reserve - То Pay City Railway Debt иене see 
Reserve - Port Newark Debt Service…… о. 
Reserve - Sale of City Property ол. лла чинили лини 
Permanent Bond Sale ......... sees eene enne 
Reserve - То Pay Port Newark Debt Service 3% ........ .... 
Reimbursement - Port Newark - Port Authority ............ 


Sale of U. S. Treasury Bonds ....... sse es 
Reserve - Storm Damage 2... алты аа 


Investments .......... DAMEN 


TRUST FUNDS — 


Assessments Receivable ~ Regular _........................................ 57.10 
Assessments “Receivable - Tax Sale Liens лиле 020004402020. 
Chapter Мо. 149, Tax Title Lien Assessments 2....2..2 cese 
Reserve - Foreclosure Fees - Tax Sale Liens 2....... sse 
Public Affairs - Special Account Claims с. emeret 
Reserve - Salary and Wages ..............3.3 нинин. ennt eter enean 


Reserve - Army Base 


Master Electricians License 


Reserve - Alice Hayes Estate .........220л0020 ан 
Reserve - Ро.1се and Fire Pension Fund ........22 м4. 
Interest on Special Trust Funds ee 

Reserve - Deposit on Bids - Contracts 


Kinney Corp. - Lieu of BOO 
Homettes - Revenue ee 2,695.00 
Johnson Homes - Revenue .....22020.0222Л44490002.000 шə. 13,948.01 


I HEREBY CERTIFY that the figures contained 
in this report are correct. 
Wiliam J. Griffin, 
Acting Auditor 


M. Ellenstein 
Director 


Ordered filed. 
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Тһе City Clerk: That is all on the Clerk's desk, Mr. Mayor. 
Mr. Mayor: A motion to adjourn is in order. 


Commissioner Carlin: I move we adjourn. 


Commissioner Moran: I second it. 


Mayor Villani: Motion is made to adjourn. The Clerk will call the roll. 


Yeas: Commissioners Carlin, Ellenstein, Keenan, Moran and Mayor 


Villani. 
Newark, N. J.. October 29, 1952 


A regular meeting of the Board of 
Commissioners of the City of New- 
ark, N. J. was held on the above 
date in the Commissioners’ Cham- 
ber, City Hall, Newark, at 2:00 
P. M. 


‚ Mayor Villani The meeting will 
come tó order. The Clerk will сай 
the roll. 


Present: Commissioners Carlin, 
Ellenstein, Keenan, Moran, Mayor 
Villani. 


Mayor Villani: The Clerk will read 
the minutes of the previous meet- 
ing. 


Commissioner Ellenstein moved 
that the reading of the minutes of 
the previous meeting be dispensed 
with. ` 


7819 - An Ordinance appropriating 
$600,000 for school purposes and 
authorizing the issuance of bonds 
of the City of Newark to meet said 
appropriation. The ordinance was 
passed on third and final reading. 


7320 - An Ordinance to authorize 
the acquisition and installation of 
new equipment in certain buildings 
of the City of Newark used by the 
Department of Public Safety, and 
to provide for the financing of the 
cost thereof by the issuance of bonds 
and bond anticipation notes in an 
amount not to exceed $36,000. The 
ordinance was passed on third and 
final reading. 


7321 - An Ordinance providing for 
the vacation of all that part of 
Malvern Street as the same is laid 
out 60 feet in width on the Map of 
the Commissioners to lay out streets, 
avenues, and squares and a map 
entitled, “Map of the Estate of 
Elihu Day, Dec'd, G. H. Gardner, 
Surveyor, 1901,” extending from 
Rutherford Street to Curry Street. 
The ordinance was passed on third 
and final reading. 


7322 - An Ordinance providing for 
the vacation, release and extinguish- 
ment of the public right, if any, in 
all that part of Avenue D as the 
same is laid out 75 feet in width on 
the map of the Commissioners to 
lay out streets, avenues and squares, 
extending from Emmet Street to 
the Waverly and Passaic Branch - 
New York Bay Railroad. The ordin- 
ance was passed on third and final 
reading. 


7323 - 7354 - The Board of Com- 
missioners approved the following 
appropriations for bills, claims and 
payrolls: 


The sum of $3,505.60, 2 items; 
$4,525.61, 17 items; $219,361.95, 38 
items; $38.24, 1 item; $173,932.15, 170 
items, being the bills and claims of 
the Department of Parks and Public 
Property. 


The sum of $467,178.45, 7 items; 
$1,953,737.51, 1 item; $311.66, 4 items; 
$4,442.04, 27 items; $13,798.36, 2 
items; $2,712.14, 1 item; $33,536.44, 
17 items; $55,702.50, 6 items; $83, 
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Тһе City Clerk: That is all on the Clerk's desk, Mr. Mayor. 
Mr. Mayor: A motion to adjourn is in order. 


Commissioner Carlin: I move we adjourn. 


Commissioner Moran: I second it. 


Mayor Villani: Motion is made to adjourn. The Clerk will call the roll. 


Yeas: Commissioners Carlin, Ellenstein, Keenan, Moran and Mayor 


Villani. 
Newark, N. J.. October 29, 1952 


A regular meeting of the Board of 
Commissioners of the City of New- 
ark, N. J. was held on the above 
date in the Commissioners’ Cham- 
ber, City Hall, Newark, at 2:00 
P. M. 


‚ Mayor Villani The meeting will 
come tó order. The Clerk will сай 
the roll. 


Present: Commissioners Carlin, 
Ellenstein, Keenan, Moran, Mayor 
Villani. 


Mayor Villani: The Clerk will read 
the minutes of the previous meet- 
ing. 


Commissioner Ellenstein moved 
that the reading of the minutes of 
the previous meeting be dispensed 
with. ` 


7819 - An Ordinance appropriating 
$600,000 for school purposes and 
authorizing the issuance of bonds 
of the City of Newark to meet said 
appropriation. The ordinance was 
passed on third and final reading. 


7320 - An Ordinance to authorize 
the acquisition and installation of 
new equipment in certain buildings 
of the City of Newark used by the 
Department of Public Safety, and 
to provide for the financing of the 
cost thereof by the issuance of bonds 
and bond anticipation notes in an 
amount not to exceed $36,000. The 
ordinance was passed on third and 
final reading. 


7321 - An Ordinance providing for 
the vacation of all that part of 
Malvern Street as the same is laid 
out 60 feet in width on the Map of 
the Commissioners to lay out streets, 
avenues, and squares and a map 
entitled, “Map of the Estate of 
Elihu Day, Dec'd, G. H. Gardner, 
Surveyor, 1901,” extending from 
Rutherford Street to Curry Street. 
The ordinance was passed on third 
and final reading. 


7322 - An Ordinance providing for 
the vacation, release and extinguish- 
ment of the public right, if any, in 
all that part of Avenue D as the 
same is laid out 75 feet in width on 
the map of the Commissioners to 
lay out streets, avenues and squares, 
extending from Emmet Street to 
the Waverly and Passaic Branch - 
New York Bay Railroad. The ordin- 
ance was passed on third and final 
reading. 


7323 - 7354 - The Board of Com- 
missioners approved the following 
appropriations for bills, claims and 
payrolls: 


The sum of $3,505.60, 2 items; 
$4,525.61, 17 items; $219,361.95, 38 
items; $38.24, 1 item; $173,932.15, 170 
items, being the bills and claims of 
the Department of Parks and Public 
Property. 


The sum of $467,178.45, 7 items; 
$1,953,737.51, 1 item; $311.66, 4 items; 
$4,442.04, 27 items; $13,798.36, 2 
items; $2,712.14, 1 item; $33,536.44, 
17 items; $55,702.50, 6 items; $83, 
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151.48, 12 items; being the bills and 
claims of the Depertment of Revenue 
and Finance. 


The sum of $388,641.55, 11 items; 
$17,179.19, 4 items; $34.75, 1 item, 
being the bills :nd claims of the 
Department of Public Safety. 


The sum of $24,989.62, 22 items; 
$32,928.36, 1 item; $15,914.33, 2 items; 
$3,205.25, 2 items; $66,618.91, 79 
items; $19,069.94, 6 items; $350.80, 1 
item; $7,508.78, 45 items; $11,233.49, 
1 item, being th2 bills and claims 
of the Department of Public Works. 


The sum of $3,888.52, 12 items; 
$623.04, 1 item; $15,146.50, 19 items; 
$409.59, 2 items; $186,803.46, 16 
items; $51,435.94, 20 items; being the 
claims of the Department of Public 
Affairs. 


7355 - Pursuant to the ordinance 
authorizing improvements to the 
water supply sys:em of the City of 
Newark, authorizes the issuance of 
Bond Anticipation Notes in the a- 
mount of $5,000. Moneys raised by 
the issuance of :hese notes are to 
be applied to the payment of the 
principal of $5,000 outstanding notes 
heretofore issued pursuant to this 
ordinance, and payable November 
4, 1952. 


7356 - Authorizes the Director of 
the Department of Revenue and 
Finance and the City Clerk to sign 
and deliver on behalf of the City 
the agreement, copy of which is on 
file in office of City Clerk, between 
The Equitable Life Assurance So- 
ciety of the United States, Raymond 
Commerce Corporation and the City 
of Newark, providing for a restora- 
tion of positions of the respective 
parties by virtue of the invalidation 
by Court order of the purported sale 
by the City to Raymond-Commerce 
Corporation of the land and the 
reversionary interest in the building 
situate and known as 9.11 Com- 


merce Street and 1172-1182 Ray- 
mond Boulevard, in the City of 
Newark, and the purported cancel- 
lation of the lease therein. Simul- 
taneously with the execution and 
exchange of the agreement afore- 
said, and the receipt by the City of 
the rentals due it under the lease 
from December 15, 1949 to the date 
of said receipt, subject to the credits 
and offsets for taxes paid on the 
land as in said agreement itemized, 
the City is to pay and return to The 
Equitable Life Assurance Society 
of the United States, as assignee of 
Raymond - Commerce Corporation, 
the sum of $750,000.00. 


7357 - Directs that the tax on the 
improvement on property at 74 
Vermont Avenue, on a valuation of 
$1,800.00, in tax dollars $123.12, be 
refunded to the taxpayer, Mildred 
Tronolone and Lucille Tronolone, 
owners, in correction of an error, 
vpon the discontiuance of the suit 
in the Essex County District Court 
by them against the City of Newark, 
Meyer C. Ellenstein, and Bloomfield 
Savings Bank, Docket No. 129169. 


7358 - Authorizes the Director of 
the Department of Public Affairs 
to renew lease for premises at No. 
5 Sixteenth Avenue, with Ida А. 
Grosch, owner, for a period of 4 
years, commencing October 1, 1952, 
and ending September 30, 1956. 


These premises are used as a health 


station. 


7359 - Authorizes refund of $95.89 
to Hawthorne of 189-191 Market 
Street, this sum representing bal- 
anco due on deposit left for liquor 
license fee. 


7360 - Authorizes the Director of 
the Department of Public Affairs 
to accept the sum of $1,000 in set- 
tlement of the claim of the City of 
Newark for the board and care given 
at Ivy Haven to Consolata Ricca 
LaBaliva. 
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7361 - By virtue of R. S. 54:4-91.1, 
authorizes cancellation of delinquent 
taxes deemed not collectible, as per 
list on file in Office of City Clerk. 


7362 - Pursuant to R. S. 54:4-01.1, 
authorizes cancellation of delinquent 
taxes deemed not collectible, as per 
list on file in Office of City Clerk. 


1363 - 7364 - Pursuant to В. S. 54: 
4-3.12, authorizes exemption of $500 
from the assessment on personal 
and real property taxes of honor- 
ably discharged servicemen as per 
lists on file in Office of City Clerk. 


1365 - Approves purchase of proper- 
ty at 69 Bergen Street from Thomas 
N. Iovino, for the sum of $9,500. 
This property is to be used in con- 
nection with construction of new 
city hospital. Payment of $106 to 
Lawyers-Clinton Title Insurance Co. 
of New Jersey, in payment of search 
fees and for services rendered in 
this matter, wes approved. 


7366 - Approves purchase of pro- 
perty at 67 Bergen Street from 
Henry P. Schaeffer, for the sum of 
$7,250, said property to be used in 
connection with construction of new 
city hospital. Payment of $107 to 
Lawyers-Clinton Title Insurance Co. 
of New Jersey for search fees and 
for services rendered in this matter, 
was approved. 


7367 - Approves purchase of pro- 
perty at 114 Cabinet Street from 
Jennie Good, for the sum of $3,850, 
said property to be used in connect- 
ion with construction of new city 
hospital. Payment of $105 to Law- 
yers-Clinton Title Insurance Co. of 
New Jersey for search fees and for 
services rendered in this matter, 
was approved. 


7368 - Amends Resolution No. 7272, 
adopted October 15th, 1952, by 
striking out the figure $13,500, pur- 
chase price of property at 71 Ber- 


gen Street, and inserting the figure 
$11,000, so that the true ocnsider- 
ation for said conveyance will 
appear. 


7369 - 7377 - The Board of Commis- 
sioners approved the following con- 
tracts: 


For Department of Public Safety- 
Police, With S. Н. Grossmen, Inc. - 
Newark, N. J., for 5 1953 Plymouth 
(Cambridge) 4-door Sedans - as per 
Specifications in the Division of 
Central Purchase) (0 $1,988.65 ea., 
Total - $9,943.25. 


For Department of Public Safety- 
Police, With Foley Chevrolet Motor 
Sales Co. - Newark, N. J., for 1 1953 
Chevrolet 2-door Sedan, DeLuxe, 
Color: Black, Model No. 2101 Style- 
line (as per specifications in the Div. 
of Central Purchase) for $1,912.31 
ea. 4 1953 Chevrolet 4-door Sedans, 
Model No. 1503 Special (as per speci- 
fieations in the Div. of Central Pur- 
chase) (D $1,714.46 ea., 

Total - $8,770.15. 


For Department of Public Works - 
Streets, With Cities Service Oil Co. 
- New York City, for 200 tons Re- 
fined Asphalt Cement No. 1 (60 to 
70 penetration) Sec. 180 - Tank 
Truck del to City Asphalt Plant as 
directed @ $21.96 ton; Harrison Sup- 
ply Co. - East Newark, М. J., for 
1200 cu. yds. Bituminous Sand (Sec. 
185) Scow del. to City Asphalt Plant 
as directed @ $1.96 cu. yd., 1209 cu. 
yds. Broken Stone, Grade “Н” 
Special - (Sec. 183) Special - Scow 
del to City Asphalt Plant as direc- 
ted @ $2.93 cu. yd.; Total $ $5,868.00. 


For Department of Public Works - 
Water Division, With M. C. Canfield 
Sons - Newark, N. J., for 5 tons 
Prime Virgin Pig Lead ( $312.00 
ton, Total - $1,560.00. 


. For Department of Public Works - 
Water, With Warren Foundry & 
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ipo Corp. - New York City, for Cast 
Iron Water Pipe & Fittings - eleven 
(11) itcms according to list and 
Specifications in the Division of 
Central Purchase for $7,149.12. 


For Department of Parks and 
Public Property - Sanitation-Motors, 
With George A. Mathewson Co. - 
Newark, N. J., for Conveyor Chain 
Parts, 250 SS3154 riveted roller con- 
nectors with 3 voller and 2 pins, 
е $3.85 each, 175 553154 outside 
links with G15 attachment with 
threaded bolts @ $1.67 each, 25 
553154 off-set links (0 $2.68 each, 
Total - $1,321.75. 


For Department of Parks and 
Property - Senitation - Snow Re- 
moval, With American Oil & Supply 
Co. - Newark, М. J., for 250 tons 
CC Grade Rock Salt in 100 1. 
paper bags - as per Newark Specifi- 
cations (p $23.80 ton delivered, Total 
$5,950.00; With C. G. Winans Co. 
Newark, N. J., for 250 tons CC Grade 
Rock Salt in 100 Тр. paper bags - as 
per Newark Specifications (0 $23.80 
ton delivered, Total - $5,950.00. 


For street pavement restoration 
over water utilit.es at various loca- 
tions in the City of Newark and vi- 
cinity, Essex Ccunty, New Jersey 
(Division of Water - Contract 118), 
To Delaney Construction Company, 
258 Astor Street, Newark, New Jer- 
sey, for the sum of $9,790.00. 


With Interstate Lathing and Fire- 
proofing Company, for Metal Fur- 
ring and Lathing for Elevator En- 
closures in the City Hall Building, 
Newark, New Jersey for $9,600.00. 


7378 - Because of exigency which 
exists since steam boiler on the 
premises of No. 6 Fire Truck House 
has become in disrepair, awards 
contract to James McGrane for the 
furnishing and nstallation of one 
H. B. Smith stearn heater, a tankless 
heater, 1000 gallons fuel oil tank, 


oil burner with controls and con- 
nection of steem heater to chimney 
and to steam and water piping now 
in building, for the sum of $3,625.00. 


7379 - Amends resolution No. 6312, 
adopted May 14, 1952, to increase 
the pension of Henry F. Hilliard 
from $1800 per annum to $2,000 per 
annum, effective May 17, 1952. 


1380 - Authorizes payment of $139.72 
to Marie C. Berardone, in settle- 
ment of wages due to Rocco Massessi 
deceased employee of the Bureau 
of Sanitation. 


7381 - Authorizes appropriation of 
$300 each to Corporation Counsel 
Charles Handler and Legal Assist- 
ant Joseph A. Ward, for expenses 
in connection with attendance at 
the 1952 Annual Conference of the 
National Institute of Municipal Law 
Officers, to be held on December 
lst, 2nd and 3rd, 1952, at Louisville, 
Kentucky. 


7382 - Approves sum not to exceed 
$125 for Elmer T. Quinn, Chief 
Electrical Inspector, Electrical Bur- 
eau, Department of Public Works, 
to defray expenses in attendance at 
the 37th Annual Conference of the 
New Jersey State League of Munici- 
palities to be held in Atlantic City, 
М. J, on November 18, 19, 20, and 
21, 1952. 


7383 - 7401 - The Board of Commis- 
sioners acted on the following ap- 
plications for a variance from the 
terms of the Zoning Ordinance: 


Arplieation of Star Motors (М. 
Gianaras, owner); for renewal of 
permit for automobile sales station 
in a 2nd Business District; on pre- 
mises 53-55 W. Market Street; such 
use to be limited to the period of 
one year ending May 5, 1953. 
(Approved). 


Applieation of James Richliano 
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(Harry A. Kridel owner); for re- 
newal of permit for automobile park- 
ing station including car washing 
in a 2nd Business District; on pre- 
mises 136-140 North 7th Street; such 
use to be limited to the period of 
one year ending July 13, 1953. 
(Approved). 


Application of Rialto Leather 
Goods Co. (Meranus & Son, owners); 
for renewal of permit for the manu- 
facture of luggage in a 2nd Business 
District; on premises 1110 Broad 
Street (2nd floor); such use to be 
limited to the period of three years 
ending August 28, 1955. (Approved). 


Application of Ferry Parking Co. 
(Carmine Venditti, owner); for re- 
newal of permit for automobile 
parking station in a 1st Industrial 
District; on premises 92-96 Ferry 
Street; such use to be limited to 
the period of two years ending Oc- 
tober 18, 1953. (Approved). 


Application of Raynor Auto Ser- 
vice (T. C. Walter, Jr., owner); for 
renewal of permit for automobile 
parking station in a 1st Industrial 
District; on premises, 17-29 Essex St., 
& 60-62 Plane Street; such use to be 
limited to the period of one year 
ending August 26, 1953. (Approved). 


Application of Thomas Trapasso 
& John Canace, owners; for renewal 
of permit for used car sales station 
in a 2nd Business District; on pre- 
mises 879-885 Franklin Avenue, such 
use to be limited to the period of 
one year ending September 19, 1953. 
(Approved). 


Application of Marie Martino (City 
of Newark, Owner); for renewal of 
permit for automobile parking sta- 
iion in a 1st Industrial District; on 
premises 219-243 Mulberry Street; 
such use to be limited to the period 
of one yéar ending March 1, 1953. 
(Approved). 


Application of Terminal Stations, 
Ine, owner; for renewal of permit 
for gasoline station in a 2nd Busi- 
ness District; on premises 702-703 
Broadway; such use to be limited 
to the period of eight years ending 
September 16, 1960. (Approved). 


Application of George H. Colin 
(J. E. Voelbel, owner); for renewal 
of permit for automobile parking 
station in a 2nd Business District; 
on premises 972-976 South Orange 
Avenue; such use to be limited to 
the period of one year ending Octo- 
ber 5, 1953. (Approved). 


Application of Oscar Asadorian, 
owner; for renewal of permit for 
carpet cleaning and storage in rear 
building in a Ist Business District; 
on premises 492-494 Avon Avenue 
(rear); such use to be limited to the 
period of five years ending May 
22, 1957. (Approved). 


Application of Peretta Holding Co., 
owner; for renewal of permit for the 
storage of mason materials in a 2nd 
Business District; on premises 73- 
75 Davenport Avenue; such use to 
limited to the period of two years 
ending February 26, 1954. 
(Appreved). 


Application of Louis Muscaralla 
(A. S. R. Corp., owner); for renewal 
of permit for automobile wrecking 
yard іп a 1st Industrial District; on 
premises 587-595 Third Street (rear) 
such use to be limited to the period 
of two years ending August 26, 1954. 
(Approved). 


Application of Leavey Smith, 
owner; for the addition to garage 
for automobile body and fender 
work including spray painting іп a 
lst Business District; on premises 
167-169 Barclay Street (rear); on 
condition that the regulations of the 
Bureau of Combustibles be complied 
with. (Approved). 
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Agplication of Carl Schroeder, 
owner; for reconstruction of gaso- 
line station including 1-bay lubri- 


torium and one non-automatic саг’ 


washing bay and to include repairs 
incidental to the conduct of a gaso- 
line service station in a 2nd Busi- 
ness District; on remises 1001-1011 
Eighteenth Avente; such use to be 
limited to the period ending eight 
years from date Fereof. (Approved). 


Application of Benet Lizerman, 
owner; for conversion of a 3-family 
dwelling to a 4-family dwelling in a 
2nd Residence District; on premises 
135-139 Nye Ave. (Approved). 


Application of Nicholas Gasbarro, 
owner under contract to purchase; 
for the erection of a 2-family dwell- 
ing in a lst Residence District; on 
premises 1-3 Howell Place. 
(Approved). 


Application of Sears, Roebuck & 
Co. owner; for establishment of 
automobile parking station for cus- 
tomers in a Ist Business District; 
on premises 27 Stanton St. and 
213-215 Sherman Avenue. 
(Approved). | 


Application of Sears, Roebuck & 
Co. owner; for establishment of 
automobile parking station in a 3rd 
Residence District; on premises 13- 
21 Stanton Street and 20-24 Hunter 
Street. (Approved). 


Applieation of Joseph Madden, 
owner; for erection of office build- 
ing and private automobile parking 
in rear in a 3rd Residence District; 
on premises 698-702 Raymond Bivd. 
& 9-15 Fillmore Street; on condition 
that gate is kept locked when park- 
ing station is not in use. (Approved) 
Commissioner Moren did not vote). 


48 


ө. 


LL) 


7402 
REPORTS OF CITY OFFICERS 


The following Reports of City Officers were received and ordered 

filed: 
MONTH OF SEPTEMBER 1952 

Superintendent of Weights and Measures 

Bureau of Alms House 

Building Department 

Robert J. Beckley, Clerk, Municipal Court Part 1 

Charles F. J. MeGovern, Clerk, Municipal Court Part 2 

Harry J. Finley, Clerk, Municipal Court Part 3 

Edward G. Devore, Clerk, Municipal Court Part 4 

Anna Hentsch, Clerk, Municipal Court Park 5 

Thomas F. Guthrie, Chief Clerk, Municipal Court Part 6. 

City Clerk 
Ordered filed. 


7403 


MONTHLY STATEMENT OF CASH RECEIPTS 
AUGUST — 1952 
Description Amount 
TAX COLLECTIONS — 
Prepaid Taxes 1953 


1952 Ta 10,997,627.42 
Real Estate Arrears 2..........о nennen 13,336.36 
Personal Arrears’ ee 20,852.89 
Tax Title Liens ....... иена 817.98 


Tax Title Liens, Chapter #149, P. L. 1943 .. 
Bank Stock Тах ........................ а 
Tax Receiver - N. G. Checks Made Good 


Financial Business Tax 


Second Class Railroad Tax Arrears 
Petty Cash 
Water Operating Surplus 


Remissions - Prior Years Taxes Returned 


LICENSES — 
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Alcoholic Beverages 2... ене 560.00 


АП Other 23,681.81 

Prepaid Licerse ........ iR 
FEES AND PERMITS ......................2.....1..2........ 3,008.95 
FINES — 

Magistrates (Municipal Courts) .................. ннн 20,023.55 

Library 2... е-е. жаа 2.099.69 


OTHER RECEIPTS 一 


N. G. Checks Made Good 700.50 
Interest and Costs on Taxes ...........2222442212. 11,396.86 
Interest and Costs on ASSESSMENES ee 18.76 
State Aid - Highway Lighting 2... o eem emere 
Franchise Ta 
Gross Receipts TB 588,270.60 
Bus Receipts Tax ....... NENNEN 44,178.98 
Motor Fuel Tax Refund ........л..шо000а 2 юни өнөннөн 
Rents from Municipal Property 13,016.42 
Contribution - City of E. Orange - Passaic Valley Sewer ........................ 
Bill Board Ta 
Stationery ard Supplies (From Other Departments) .......... 1,308.86 
Second Class Railroad Property ..............00Ҙшшыы”” ағ 
Penny Milk Program - Schools ............ esee 238.83 
Penny Milk rogram - Ч. S. Dept. Agriculture ................ ООН 
Bureau of Streets .ee 10.00 


Bureau of Sidewalks 


Bureau of Sanitation 


Port Newark Lease - Port of New York Authority... оне 
Tax Sale Premiums - Chapter No. 149 ..................... 222...2..1.. 
Parking Meters .......л.л.а ааа. 4,408.99 
Tax | Pre 
Federal Public Housing Authority ............ 10,683.23 


City's Share - Vets Housing - Weequahic Park ... 


City of Newark Housing Authority 
Due From Airport Account сили eese 

State Road Aid - Chapter 62 .......ә......2...22.лц.2 00. 
Housing Authority - In Lieu of Taxes ............. o seen 
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SPECIAL ITEMS OF GENERAL REVENUE — 
Parking Meter Surplus 


Port Newark Surplus 


DEDICATED REVENUE — 
Water Department Operating 
Division of Port Development 
Water Capital 


Division of Dog Control 


NND 654.00 
Protested Checks - Dog Control 


Prepaid Dog License 


СРРРРРРРРРРРАРРРРРИРРРРА 


Marriage Licenses 


Weights and Measures - Solid Fuel Fines 


CAPITAL FUNDS: 
Promissory Notes - Schools ....л.ал.0ммшш rn 
Due from Board of Education 
Term Bonds 


ЕЛЫ вожак фаз ъъъъвь въ вавораьь 


Sale of City Property .......................... рин ннн ныне ннн. 
Temporary Notes - Bonds 
Bond Anticipation Notes 
Improvements Authorization - Bonded 
Reserve - Fire LOSS .ee 
Reserve - To Pay City Railway Debt 
Reserve - Port Newark Debt Service 
Reserve - Sale of City Property 
Permanent Bond Sale 


%%994899%69%2690800800009690666206.06060,0:002,6066 ооо офор ооо оо Stee renee 


Reserve to pay Port Newark Debt Service 3% .............. 
Reimbursement - Port Newark - Port Authority 
Sale of U. S. Treasury Bonds 
Reserve - Storm Damage 
Investments 


TRUST FUNDS: 

Assessments Receivable - Regular ............. 4... 
Assessments Receivable - Tax Sale Liens 
Chapter #149, Tax Title Lien Assessments 


Reserve - Foreclosure Fees - Tax Sale Liens 


Beasesasetesbesasago — ЫЫЫ 
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Public Affairs - Special Account Claims oo. 8,723.02 
Reserve - Salary and Wages ..........лыоо а . 


Reserve - Army Вазе .ee 


Master Electricians License ... 
Reserve - Shede Tree Assessments ооо. 
Reserve - Alize Hayes Estate ............ инте 
Reserve Police and Fire Pension Fund ............2...... 
Interest on Special Trust Funds аиыи нз зе. 
Reserve - Deposit on Bids - Contracts ... 


Kinney Corp. Lieu of BOY 
Homettes - Eevenue ........ sese нищие 3,018.24 
Johnson Homes - Revenue 2... ыы ы 14,189.24 


Protested Checks - Rehabilitation ....................... а Н 
Security Deposit Fund ~- Homettes ee 5.00 
Security Deposit Fund - Johnson Homes ... 10.00 
Security Deposit Fund - Е. P. Н. A. ...........2.22....... 10.00 
Security Deposit Fund - Rehabilitation es 
Homettes - Maintenance 2...л..020ммм00000 rer Henn июнинен. 


Reserve for Funds in Trust with Су... ааа 


Reserve - Direct Re 
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APPROPHIATION REFUNDS — 


Department of Public Affairs 2.2222... ыы. 1,887.74 


Department of Revenue and Finance 252.65 


Department of Public Safety ............ ОНОН 
Department of Public Works .Ne 
Department of Parks and Public Property ........................ 826.69 


eesensosesosepsoes eto nse 


MISCELLANEOUS ITEMS — 


Tax Overpayments у 


Refunds - Excess Cashiers Collections ле 639.03 
Lease - 200 Washington Street Corp. ei 1,500.00 
Estate Funds 


Tax Sale Premiums ............ае nnne 


Tax Sale Redemptions ........ treten | 
Unallocated Funds ............. sese nenne ыы 


Over and Under Account ......... essere eene 


Retained Percentage on Contracts ....sessessesseee e не 
Rents - City in Possession .... 


Foreclosed Property Sales 
Other Accounts Receivable .............222222. 
State Road AO 
Budget Operating Account ................ ——— 


P. A. Special Account Claims ee 


Franchise Tax - Fire Insurance Companies 
Franchise Tax - Domestic Life Insurance Companies .... 711,892.77 
Reserve - Fees - Application Hotel Certificates ...........— 2224.24... 
Damages - Rents City in Possession wisest eene eee ` 
Lease - Lawrence Street School лане ne 
Due to Water ————— 


MISCELLANEOUS REVENUE NOT ANTICIPATED 
Petty Cash Funds Re-deposited ..............: eese 


Savings and Loan Deposit Returned 


Relief Department Deposit oo... sse 


$13,237,865.51 
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I HEREBY CERTIFY that the figures contained in this report 
are correct. 


William J. Griffin (sgd) 
Actg. Auditor 


M. Elienstein, Director (sgd) 
Ordered filed. 


The City Clerk: That is all on the Clerk’s desk, Mr. Mayor. 
Mayor Villani: Motion for an adjournment is in order. 
Commissioner Keenan: I so move. 

Commissioner Moran: I second it. 

Mayor Villani: The Clerk will call the roll. 


Yeas: Commissioners Carlin, Ellenstein, Keenan, Moran. 
Mayor Villani. 


Mayor Villani: The meeting is adjourned to November 12th. 
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WEST SIDE PRINTING HOUSE 
W. Kinney St., Newark 3, М. 


Minutes of the 
BOARD OF COMMISSIONERS 


NOVEMBER 1952 


Newark, N. J., November 12, 1952 


A regular meeting of the Board 
of Commissioners of the City of 
Newark, N. J. was held on the 
above date in the Commissioners’ 
Chamber, City Hall, Newark, at 2:00 
P.M. 


Present: Commissioners Carlin, 
Ellenstein, Keenan, Mayor Villani. 
Absent: Commissioner Moran. 
Commissioner Ellenstein moved 
that the reading of the minutes of 


the previous meeting be dispensed 
with. 


7404 - An Ordinance providing for 
the vacation, release and extinguish- 
ment of the public right, if any, in 
all that part of an unnamed street 
as the same is laid out 60 feet in 
width on the map of the Commis- 
sioners to lay out streets, avenues 
and squares, the center line of 
which is distant 540.83 feet measur- 
ed southerly along the center line of 
Avenue P, as now laid out, from the 
center line of the Central Railroad 
of New Jersey, extending from Ave. 
O to Avenue P. November 26th was 


the date set for further reading and 
final passage. 


1405 - 7436 - The Board of Commis- 
sioners approved tbe following ap- 
propriations for bills, claims and 
payrolls: 


The sum of £$78.90, 2 items; 
$2,140.00, 1 item; $224,083.56, 38 
items; $508.60, 2 items; $10,763.96, 
12 items; $29,854.55, 175 items; being 
the bills and claims of the Depart- 
ment of Parks and Public Property. 


The sum of $2,712.14, 1 item; 
$33,586.68, 17 items; $13,798.35, 2 
items; $23.58, 1 item; $3,425.38, 32 
items; $701,711.75, 4 items; $22,499.15 
9 items; being the bills and claims 
of the Department of Revenue and 
Finance. у 


The sum of $30.00, 1 item; $56, 
744.51, 3 items; $388,648.00, 11 items, 
being the bills and claims of the 
Department of Public Safety. 


The sum of $8,829.87, 52 items; 
$38,610.68, 32 items; $805.72, 1 item; 
$16,014.33, 2 items; $32,197.09, 2 
items; $19,421.22, 9 items; $15,693.71, 
1 item; $25,249.24, 23 items; being 
the bills and claims of the Depart- 
ment of Public Works. 


The sum of $187,954.98, 16 items; 
$409.59, 2 items; $623.04, 1 item; 
$2,702.36, 12 items; $100,000.00, 1 
item; $2,390.22, 20 items; $44,200.78, 
16 items; $1,125.00, 1 item, being 
the bills and claims of the Depart- 
ment of Publie Affairs. 


7437 - Pursuant to the ordinance 
appropriating $600,000 Тог school 
purposes and authorizing the issu- 
ance of bonds of the Citv of Newark 
to meet said appropriation, author- 
izes issuance of promissory notes in 
an amount not to exceed $600,900 
in anticipation of the issuance of 
the permanent bonds suthorized by 
said ordinance. 


7438 - Authorizes the issuance of 
Bond Anticipation Notes in the 
amount of $13,500, pursuant to tre 
ordinance authorizing the construc- 
tion of a sanitary sewer in Delancey 
Street, as a local improvement. 
Мопеув raised by the issuance of 
these notes are to be applied to the 
payment of $13,500 of outstanding 
notes heretofore issued pursuant to 
said ordinance payable on November 
21, 1952. 


7439 - Pursuant to the ordinance 
authorizing improvements to the 
water supply system of the City of 
Newark, authori:es issuance of Bend 
Anticipation Notes in the amsunt of 
$75,000. Moneys raised ho tto isu- 
ance of these notes are to be applied 
to the payment of the principal of 
$75,000 outstanding notes heretofore 
issued pursuant to said ordinance, 
payable on November 21, 1952. 


7440 - Approves appropriation of 
$800 to Celia Gittelman and Saul 
Gittelman, in full settlement of 
claim for injuries sustained by the 
former when she fell on rough sur- 
face of sidewalk at Stratford Place 
and Clinton Avsnue on September 
18, 1951. Commissioner Carlin did 
not vote on the resolution. 


7441 - 7442 - Authorizes the Law 
Department to negotiate terms for 
settlement between the City and the 
New Jersey Turnpike Authority for 
the following properties which it has 
taken over: Part of property at 19-25 
Rutherford Street, Rear 489-525 
Avenue P, 149 London Street. The 
Law Department is to report tc the 
Board of Commissioners for final 
disposition. 


7443 - Approves the sale of all the 
right, title and interest of the City 
of Newark in and to parcels of land 
between Clifton Avenue and the 
Passaic River, to be used for the 
highway and approaches to the 
Stickel Bridge over the Passaic 
River, to the New Jersey State High- 
way Department, for the total sum 
of $11,500. The Director of the De- 
partment of Parks and Public Pro- 
perty and the City Clerk were auth- 
ized to execute and deliver Bargain 
and Sale Deed or Deeds, without 
covenant against grantor, upon re- 
ceipt of purchase price. 


7444 - Authorizes renewal of lease 
for premises at 233 High Street, used 
for garaging and servicing equip- 
ment for Bureau of Sanitation, for 
a period of two years, from Decem- 
ter 1st, 1952, at an annual rent of 
$9,200. on terms similiar to terms 
of the existing lease. 


7445 - 7448 - The Board of Commis- 
sioners spproved the following con- 
tracts: 


For Department of Public Affairs- 
Welfare, With The National Cash 
Register Co. - Newark, N. J., for 1 
"National' Analysis Machine, 10 
Banks, with stand and correct post- 
ure chair for $2,048.00, 1 "National" 
Combination Selective and Grand 
Total listing Machine for $614.08, 
Total - $2,662.08; With The Todd 
Co. Inc. - Rochester, М. У. for 1 
9 Bank Ribbon inked Adding and 
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Listing Check Protectograph "Todd" 
for $1,625.00. 


For conversion of boiler to dil 
burner and relative heating work 
to be done at the Sixth Precinct, 
located at Bigelow and Hunterdon 
Streets, To George L. Dennis Co., 
Ine, of 116 Stuyvesant Avenue, 
Newark, New Jersey, for the sum 
of $8,024.00. 


For Heating Work to be done at 
Engine Company No. 5, located at 
65 Congress Street, To Schrenell 
and Company, 147 Schley Street, 
Newark, New Jersey, for the sum 
of $3,707.00. 


For replacement of steam boiler 
with a new oil burner end the іп- 
stallation of a fuel oil tank at the 
Fifth Precinct, located at Orange 
and Sixth Streets, Newark, New 
Jersey, To Vincent W. Rospond, Ince., 
of 980 - 18th Avenue, Newark, New 
Jersey, for the sum of $6,885.00. 


7449 - Authorizes the Director of 
the Department of Public Works to 
advertise for sealed proposals for 
furnishing and placing Protective 
Canopies over the City Railway 
Platforms under the Heller Park- 
way Bridges. Bids to be received 
at the office of said Director, Be- 
tween the hours of 10:00 and 10:15 
A. M., on such date as he shall in 
said advertisement designate. 


7450 - Approves appointment of 
Anne V. Coles as temporary Clerk- 
Stenographer in the Board of As- 
sessment and Revision of Taxes, 
Department of Revenue and Fi- 
nance, at a salary of $2,501 per 
annum, effective November 2nd, 
1952. 


7451 - Approves appointment of 
Helen R. Jenkins, as a temporary 
Clerk-Stenographer in the Board of 
Assessment and Revision of Taxes, 
Department of Revenue and Finance, 


at a salary of $2,501 per annum, 
effective November 2nd, 1952. 


7452 - Pursuant to the provisions 
of R. S. 43:12-1 et seq., as amended, 
approves retirement pension in the 


amount of $30.77 per week, effective 


November 6, 1952, to Frank J. Stau- 
bach, laborer in the Motors Division, 
Bureau of Sanitation. 


7453 - Pursuant to the provisions 
of R. S. 43:12-1 et seq., as amended, 
approves retirement pension in the 
amount of $30.19 per week, effective 
October 16, 1952, for Anniello Cic- 


cone, laborer in the Bureau of 
Sewers, Department of Public 
Works, 


7454 - Approves appropriation of 
sum of $400 to Benedict Dispen- 
ziere, Supervisor of Aquatic Activi- 
ties in the Bureau of Baths and 
Pools, to cover expenses in attend- 
ance at Convention of the Amateur 
Athletic Union of United States, to 
be held in Spokane, Washington 
from December 3rd, 1952 to Decem- 
ber 8th, 1952. 


7455 - Authorizes appropriation of 
sum not to exceed $75 to cover the 
expenses of John M. Heilman, For- 
ester in the Division of Water, to 


. attend the Annual Meeting of the 


Society of American Foresters, to 
be held in Montreal, Canada, No- 
vember 17 to 20, 1952. 


7456 - Approves appropriation of 
sum of $100 to Daniel S. Anthony, 
Executive Director of Mayor’s Com- 
mission on Group Relations (Civil 
Rights), to cover expenses in at- 
tendance at the Convention of the 
National Association of Inter-group 
Relations Officials, to be held in 
Washington, D.C. on November 12th, 
13th and 14th, 1952. Commissioner 
Keenan did not sign the resolution. 


7457 - 7471 - The Board of Com- 
missioners acted on the following 


applications for а variance from the 
terms of the zoning ordinance: 


Application of Frank Brown 
(Morris Rappapcrt, owner); for re- 
newal of permit for automobile re- 
pair shop in a 2nd Business District; 
on premises 452 South Orange Ave.. 
such use to be limited to the period 
of one year ending May 22nd, 1953. 
(Approved). 


Application of Max Tessler (Max 
& Harry Tessler, owners); for re- 
newal of permit for automobile 
parking station and two gasoline 
pumps in a 2nc. Business District; 
on premises 399 Halsey Street; such 
use to be limited to the period of 
one year ending September 25, 1953. 
(Approved). 


Application of Finest Auto Body 
Co. (Peddie Realty Co., owner); for 
renewal of permit for automobile 
repair shop including body and fen- 
der work and auto painting in a Ist 
Industrial District; on premises 103- 
117 Hawthorne Ave., such sue to be 
limited to the period of one year 
ending April 7, 1953. (Approved). 


Application of Union Electric Co. 
(31 Ward St., Inc., owner); for re- 
newal of permit for the assembling 
of transformers in a 2nd Business 
District; on premises 24-26 Edison 
Place; such use to be limited to the 
period of two years ending January 
26, 1954. (Approved). 


Application of Central- Newark 
Motors (Auto. Assn. of N. J., owner); 
for renewal of っ errmit for used car 
sales station in a 2nd Business Dis- 
trict; on premises 1119-1123 Broad 
Street and 60 Parkhust Street; such 
use to be limited to the period of 
one year ending October 3rd, 1953. 
(Approved). 


Application о: Del Speed Lathe 
Co. Owner; for renewal of permit 
for assembling of polishing lathes 


in a 3rd Residence District and a 
2nd Business District; on premises 
9-11 Belgium Street; such use to be 
limited to the period of two years 
ending August 20, 1954. (Approved). 


Application of Terminal Parking Co. 
(P. S. Electric and Gas Со., owner); 
for renewal of permit for automo- 
bile parking station in a lst Indus- 
trial District; on premises 1135-1155 
Raymond Blvd. & 65-07 Mulberry 
Street; such use to be limited to 
the period of one year ending Sep- 
tember 19, 1953. (Approved). 


Application of Terminal Parking 
Co. (11 Hill Street, Іпс., owner); for 
renewal of permit for automobile 
parking station in a 2nd Business 
District; on premises 23-27 Hil St., 
such use to be limited to the period 
of one year ending September Ist, 
1953. (Approved). 


Appliestion of Andrew Minichi- 
ello (Sylvester & Со. owner); for 
renewal of permit for automobile 
parking station in a lst Industrial 
District; on premises 50-66 Сот- 
mercial Street; such use to be limi- 
ted to the period of one year ending 
October 22, 1953. (Approved). 


Application of California Oil Co., 
(Pilot Investment Co. owner); for 
the erection of gasoline station in- 
cluding a 1-bay lubritorium and one 
non-automatic car washing bay, and 
automobile parking station in rear 
in a 1st Industrial District; on pre- 
mises 1126-1134 McCarter Highway; 
on condition that 1) Such use com- 
plies with all the provisions of the 
New Jersey State Highway Depart- 
ment; and 2) Such use to be limited 
to the period ending eight years 
from date hereof. (Action deferred 
for two weeks). 


Application of Louis & Margaret 
Smith, owners; for the erection of 
store building 10'-4" beyond the 
average set-back line in a 1st Busi- 


е. 


ness Distriet; on premises 667-669 
Sandford Avenue. (Approved). 


Application of Barry-Dorn, Inc., 
owner; for the erection of gasoline 
station including a one-bay lubri- 
torium and one non-automatic car 
washing bay in a 1st Industrial Dis- 
ігісі; on premises 839-851 Freling- 
huysen Ávenue; such use to be lim- 
ited to the period ending eight 
years from date hereof. (Approved). 


Application of Del Speed Lathe 
Co., owner; for the erection of ad- 


dition to a shop for the assembling : 


of polishing lathes in a 3rd Resi- 
dence and a 2nd Business District; 
on premises 9-11 Belgium Street 
(rear). (Approved). 


7472: 


Application of Gulf Oil Corp, 
owner; for reconstruction of gaso- 
line station including a one-bay 
lubritorium and one non-automatic 
car washing bay in a 2nd Business 
District; on premises 1112-1118 So. 
Orange Avenue and 7-13 Oakland 
Terrace; such use to be limited to 
the period ending eight years from 
date hereof. (Approved). 


Application of Michsel Guarino 
(292 Realty Co. Inc, owner); for 
establishment of business for bak- 
ing, freezing, storing and distribu- 
tion of macaroni products in a 2nd 
Business District; on premises 290- 
294 Sussex Avenue; such use to be 
limited to the period ending five 
years from date hereof. (Approved). 


The following report was received and ordered filed: 


MONTHLY STATEMENT OF CASH RECEIPTS 


SEPTEMBER 1952 


Description 


TAX COLLECTIONS — 


Prepaid Taxes 1953 ...................... 


1952 Taxes 
Real Estate Arrears 
Personal Arrears 
Tax Title Liens 


Tax Title Liens Chapter Мо. 149, Р. L. 1943 .. 


Second Class Railroad Tax Arrears .................................. 


Petty Cash 
Water Operating Surplus 


Remissions - Prior Years Taxes - Returned 


Amount 


533,627.85 
71,875.48 
16,034.83 

2,111.53 


LICENSES — 


Alcoholic Eieverages ... 655.00 
AO 15,222.17 
Praperty Licenses ...........2.22..... А 
FEES AND PERMITS ................ НН 3,082.80 
FINES — 
Magistrates (Municipal Courts) 2..2.о...22әм000000 25,178.00 
Library eee пи 1,881.68 
OTHER RECEIPTS — 
М. С. Checks Made Good ........... eese 67.00 
Interest and Costs on Taxes .............. sse 12,985.58 
Interest and Costs on Assessments ........22...2...... 9.42 
State Aid ~ Highway Lighting .Rs 1,457.65 
Franchise Тах .........м.ом..2848гғ00000000211. 449,740.94 
Gross Receipts Тах оо... 1 588,270.58 
Bus Receipts TS 
Motor Fue: Tax Refund ....................22м.м.... 2,446.02 
Rents from Municipal Property ........2...24.442222.22... 12,132.92 
Contributicn - City of E. Orange - Passaic Valley Sewer ........................ 
Bil Board Тах ...........л800аоалал: а 
Stationery and Supplies (From other departments) .... 67.11 
Second Class Railroad Property .........2.2.2......... 


+ Penny Milk Program - Schools 
Penny Milk Program - U. S. Department Agriculture 


Bureau of Streets .......лллаллллаыы 

Bureau of Sidewalks Ne 
Bureau of Sanitation .......... sss eene - 2,481.37 
Port Newark Lease ~ Port of New York Authority .... ле. 
Tax Sale Premiums ~ Chapter No. 149... а. 
Parking Meters ............. ә 4,885.55 
Tax Premiums ...........2.2.... иинин O ышы merita eerte 
Federal Public Housing Authority ле 10,289.00 
City of Newark Housing Authority оло... 20Ҙ 0... 
Due From Airport Account RN 


State Road Aid - Chapter 62 .....................0 000 
City’s Share - Vets Housing - Weequahie Ратко 222222222... 
Housing Authority - In lieu of taxes 2.....л.л22 o seen 


SPECIAL ITEMS OF GENERAL REVENUE — 


Parking Meter Surplus јин m" ， к NR 
Port Newark Surplus  2ӛӚ0ол.ашы ы ат”тғқ”,”ысшам --.-.. 


DEDICATED REVENUE — 


Water Department Operating eese eee 408,131.42 
Division of Port Development 2...о..2..0.9Ц99Д9Дееееге ә 
Water Capital | 
Division of Dog Control ............ essent 246.00 
Protested Checks - Dog Control 2... тишина 
Prepaid Dog License 2..........л.лал4 ааа 


Marriage Licenses 2......л.л.лл22 М2 1,335.00 
Weights and Measures - Solid Fuel Fines 1,399.00 


CAPITAL FUNDS — 


Promissory Notes - Schools ............................... 本 
Due from Board of Education Ne 
Term Bonds ш... ннн ннн нынан ннн, 

Sale of City Property 


Temporary Notes - Bonds .................................. NEA 
Bond Anticipation Notes .............................. ОНИ 321,000.00 
Improvement Authorization - Bonded .............................. 222222221... 
Reserve - Fire OS 
Reserve - To Pay City Railway Debt .................................... 

Reserve - Port Newark Debt Service .... 


Reserve - Sale of City Property RN 

Permanent Bond Sale ...............л0ӛ8ыш 
Reserve to Рау Port Newark Debt Service ....................... 22..222221. 
Reimbursement - Port Newark - Port Authority ............ lesen 
Sale of U. S. Treasury Bonds 


Reserve - Storm Damage линка лане 


Investments  2ә....... 8 ЛЛ tnter e tne ne n— 


TRUST FUNDS 一 


Assessments Receivable - Regular 
Assessments Receivable - Tax Sale Liens .2.........2..2 022242420222. 
Chapter No. 149, Tax Title Lien Assessments .................... 
Reserve - Foreclosure Fees - Tax Sale Liens ... 
Public Affairs - Special Account Claims ......................... 


Reserve - базагу and Wages 


Reserve - Army Base 


Master Electricians License 


Reserve - Shade Tree Assessments ...................................... 37.50 
Reserve - Alice Hayes Estate ................2...20 eee emm 
Reserve - Police and Fire Pension Fund .........2. seen 
Interest on Special Trust Funds ........... 111... вене не 187.50 
Reserve - Deposit on Bids - Contracts ................... 4,036.00 
Kinney Corp. - Lieu of BOO 
Homettes - Revenue .............ə.12222..1..1..4.0402...01.4-:..1.4..4өө іе nne 2,862.50 
Johnson Ноглез - Revenue ... 14,292.21 
F. P. H. A. Homes - Revenue ОНИ 
Rehabilitation - Revenue .............. "m 346.76 
Protested Checks - Homettes 30.00 
Protested Checks - Johnson Homes ..........., 7: e 135.25 
Protested Checks - Е. Р. 0 нне 
Protested Checks - Rehabilitation ee о hene 
Johnson Homes - Maintenance ........ essen 10.00 
Security Deposit Fund - Homettes .............:2 4 15.00 
Security Deposit Fund - Johnson Homes ... 25.00 
Security Deposit Fund - Е. P. Н. A. ........... sese 30.00 
Security Deposit Fund - Rehabilitation oo. o see 
Homettes - Maintenance ei 216.29 
Auto Damage оо... нение Lens 
Tax Title Liens - Shade Tree .....о......2 ы. ene 
Reserve - Deposit on Bids - Foreclosed Property ............ 4,222.50 


Johnson Homes - Fire Loss ........ 4 eee 
Reserve - Newark Union Truck Terminal ........................ 
Federal Tax - Outdoor Pools ee 


Reserve for Funds in Trust with City oo... cso 


Reserve - Direct Relief ee .25 


APPROPRIATION REFUNDS — 


Department of Public Affairs .........2.......аа 00 а н 246.78 


о 


e: 


Department of Revenue and Finance 
Department of Public Safety 
Department of Public Works 


Department of Parks and Publie Property ................... 690.64 
MISCELLANEOUS ITEMS — 

Тах Overpayments ...........0.2.11.2...1......00.. өзе кен өлен ere iie iei менмен енемен 

Refunds - Excess Cashiers’ Collections ... 58.37 


Lease - 200 Washington Street Согр.............. 8... 1,500.00 
Estate Funds 


Tax Sale Redemptions tt 1,253.38 
Unallocated Funds ........2222..22Л Далалы О ишни ннн ы. 
Over and Under Account .02 
Retained Percentage on Contracts ................0.Шш. 
Rents - City in Possession ee 438.00 
Foreclosed Property Sales ............................. О 4,112.00 


Other Accounts Receivable 
State Road Aid - Chapter 62 
Budget Operating Account 

P. А. Special Account Claims 


Franchise Tax - Fire Insurance Companies 


Franchise Tax - Domestic Life Insurance Companies ... 
Reserve Fees - Application Hotel Certificates 
Damages - Rents City in Possession 

Lease - Lawrence Street School 
Due to Water 


MISCELLANEOUS REVENUE NOT ANTICIPATED ....... ' 6,430.15 


Petty Cash Funds Re-deposited .................................... 
Savings & Loan Deposit Returned 
Relief Department Deposit 


$2,883,638.44 


І HEREBY CERTIFY that the figures contained 
по this report are correct 


LÀ 
"William J. Griffin (sgd) 
Ас. Auditor 
M. ELLENSTEIN, 
Director 
The City Clerk: That is all on the Clerk's desk, Mr. Mayor. А motion 
io adjourn is in order. ` e 
Commissioaer Carlin: I move that we adjourn. 
Mayor Villani: The Clerk will call the roll. 
Yeas: Commissioners Carlin, Ellenstein, Keenan, Mayor Villani. 
e 
e 


ш 


Newark, N. J., November 18, 1952 


A special meeting of the Board of 
Commissioners of the City of New- 
ark, N. J., was held on the above 
date, in the Commissioners' Confer- 
ence Room, third floor, City Hall, 
Newark, at 10:30 A. M. 

Present: Commissioner Carlin, 
Mayor Villani. 


Absent: Commissioners Ellenstein, 
Moran, Keenan. 


The City Clerk read the following 
call for the meeting: 


7473 
November 17, 1952 


The Board of Commissioners and 
Corporation Counsel 


Dear Sirs: 


The Mayor has requested that I 
call a special meeting of the Board 
of Commissioners for 10:00 A. M., 
Tuesday, November 18, 1952, in the 
Commission Conference Room, 3rd 
Floor, City Hall, for the purpose 
of discussing the proposed inciner- 
ator for the City of Newark. 


Very truly yours, 
H. S. Reichenstein (sgd) 
City Clerk 

hsr/s/p 


Ordered filed. 


Mayor Villai: I have called a 
special meeting of the City Com- 
missioners this morning so that we 
could go over the matter of the con- 
struction of the incinerator. I re- 
gret to say that perhaps too short 
a notice was served upon my fellow 
colleagues to be here. I thought they 
would not leave for the convention 
until this afternoon, and I thought 
that this was important enough to 
have them here. 

But Commissioner Carlin is the 
only one present. 


There being no quorum present, 
of course we cannot proceed with 
this meeting. I have Mr. Flockhart 
here, and, also Mr. Booz, the Con- 
sulting Engineer and they are pre- 
pared to tell the Commissioners 
what the situation is with that in- 
cinerator. But in view of the fact 
that there is not a quorum here 
this morning, I will see to it that 
the Commissioners get a copy in 
the meantime of their report so 
that we could take action at our 
next City Commission meeting on 
Wednesday, and so that they will 
have plenty of time to study the re- 
port between now and then. 


This meeting is adjourned until 
next Wednesday. 


11 


Newark, N. J., November 26, 1952 


A regular meeting of the Board of 
Commissioners of the City of New- 
ark, N. J. was aeld on the above 
date in the Commissioners Cham- 
ber, City Hall, Newark, at 2:00 
P.M. 


Mayor Villani: The meeting will 
come to order. The Clerk will call 
the roll. 


Present: Commissioners Carlin, 
Ellenstein, Keenzn, Mayor Villani. 


(Commissioner Moran took his 
seat after adoption of Resolution 
No. 7541.). 


Commissioner Ellenstein moved 
that the reading of the minutes of 
the previous meeting be dispensed 
with. 


7474 - An Ordinance appropriating 
$325,000 for school purposes and 
authorizing the issuance of bonds 
of the City of Newark to meet said 
appropriation. The date set for fur- 
ther reading and final passage was 
December 10th. 


The City Clerk: On first reading 
an ordinance to authorize the re- 
construction of an existing building 
used by the Board of Health of the 
City of Newark. 


morning but we adjoined before we 
had a chance to bring it up; on this 
particular ordinance we do not 
have the debt statement required 
under the statute. 


This is an ordinance to author- 
ize the reconstruction of an existing 
building used by the Board of 


Health of the City of Newark and to 
authorize the issuance of $41,0C0 of 
bonds to finance the cost of the 
reconstruction. 


Commissioner Ellenstein: The rea- 
son that the debt statement was not 
there is because there was not suf- 
ficient information in the ordinance. 


Commissioner Keenan: What is 
this; the rehabilitation of a building 
in the health center? I would like 
to know if there isn't going to be a 
health center in the hospital How 
much is that for? 


The City Clerk: $41,000. 


Commissioner  Ellenstein: Ала 
there was not enough information 
in the ordinance. But since the or- 
dinance did not come to the 
attention of the City Clerk I pre- 
sume the City Clerk did overlook it. 
I did not sign a debt statement so 
therefore it will have to go over 
for two weeks. 


Mayor "Villani: АП right, two 
weeks. I think that they are plan- 
ning to have a health center in the 
hospital. 


7415 - Ап Ordinance appropriating 
$35,000 for school purposes and 
authorizing the issuance of bonds 
of the City of Newark to meet said 
appropriation. December 10th was 
the date set for further reading and 
final passage. 


7476 ~ An Ordinance to authorize 
the grading, curbing, paving and 
other improvements of Morris Ave. 
from West Kinney Street to Spring- 
field Avenue, as a general improve- 
ment, and to provide for the financ- 
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ing of the cost thereof by the issu- 
ance of bonds and bond anticipation 
notes in an amount not to exceed 
$12,350. The date fixed for further 
reading and final passage was De- 
cember 10th. 


7477 - An Ordinance providing for 
the Vacation, Release and Extin- 
guishment of the public right, if 
any, in all that part of Branch Brook 
Place, formerly known as North 
Fourth Street, as the same is laid 
out 60 feet in width on a map en- 
titled “Map of Property of the Forest 
Park Realty Company, situated at 
Forest Hill, Newark, N. J, made 
March, 1907, by Lehlbach Brothers, 
Civil Engineers and Surveyors, 
Newark, N. J.” thirty (30) feet in 
width between the center line and 
the easterly side line of said street, 
and extending from the southerly 
side of Verona Avenue southerly to 
the northerly right of way of the 
Orange Branch - New York and 
Greenwood Lake Railway (Erie 
Railroad). December 10th was the 
date fixed for further reading and 
final passage. 


7478 - An Ordinance providing for 
the vacation, realease and extin- 
quishment of the public right, if 
any, in all that part of an unnamed 
street as the same is laid out 60 feet 
in width on the Map of the Com- 
missioners to lay out streets, avenues 
and squares, the center line of which 
is distant 540.83 feet measured south- 
erly along the center line of Avenue 
P, as now laid out, from the center 
line of the Central Railroad of New 
Jersey, extending from Avenue O 
to Avenue P. The ordinance was 
adopted on second reading. On Mo- 
tion of Commissioner Carlin, further 
action on the ordinance was laid 
over to December 10th. 


7479 - 7506 - The Board of Com- 
missioners approved the following 
appropriations for bills, claims and 
payrolls: 


The sum of $3,686.42, 9 items; 
$225,892.21, 37 items; $181,407.20, 
213 items; $4,000.00, 1 item; $34.00, 
l item, being the bills and claims 
of the Department of Parks and 
Public Property. 


The sum of $105,376.61, 5 items; 
$100.00, 1 item; $16,510.50, 3 items; 
$2,000,000.00, 1 item; $14,594.65, 6 
items; $33,632.59, 17 items; $3,480.47, 
2 items; $448.25, 1 item; $16,770.18, 
19 items, being the bills and claims 
of the Department of Revenue and 
Finance. 


The sum of $22,945.97, 2 items; 
$388,390.55, 11 items; $833.18, 4 
items; being the bills and claims 
of the Department of Public Safety. 


The sum of $25,144.28, 23 items; 
$49,380.49, 5 items; $10,595.34, 48 
items; $11,030.55, 43 items; $18,950.16, 
7-items, being the bills and claims 
of the Department of Public Works. 


The sum of $3,522.69, 24 items; 
$4,955.66, 16 items; $188,415.52, 17 
items; $409.59, 2 items; $253,766.45, 
22 items; $623.04, 1 item, being the 
bills and claims of the Department 
of Public Affairs. 


1507 - Authorizes emergency ар- 
propriation in the amount of $1,260 
because of emergency which has 
arisen with respect to an appropri- 
ation for Civil Rights - Salaries and 
Wages, to cover the payment of 
salary for the Executive Director, 
who was appointed on October 28, 
1952. Emergency Note in the afore- 
said amount, to be dated November 
26th, 1952, renewable from time to 
time, and payable on or before 
December 31, 1958, was approved. 


7508 - A resolution authorizing the 
appropriation of the sum of $2,500.00 
for public electrical decorations for 
the Christmas holidays; to be paid 
from Celebration of Holidays. Com- 
missioner Keenan and Carlin voted 
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against the resolution. Mayor Villani 
and Commissioner Ellenstein voted 
in the affirmative. The resolution 
was declared lost. 


7509 - Pursuant to the ordinance 
authorizing the reconstruction of 
the first floor of the City Hall and 
providing for the financing of the 
eost thereof, authorizes the issuance 
of Bond Anticipation Notes in the 
aggregate amount of $649,000. 


7510 - Authorizes issuance of Bond 
Anticipation Notes in the aggregate 
principal amount of $660,000, pur- 
suant to the ordinances authorizing 
improvements to the water supply 
system of the City of Newark. 


7511 - Authorizss the Director of 
the Department of Revenue and 
Finance to receive sealed proposals 
for the purchase of the $660,000 
Waier Bonds and $649,000 Public 
Improvement and Apparatus Bonds 
dated January 1, 1953, authorized 
by resolutions adopted by the Board 
of Commissioners on November 26, 
1952, and to sell said bonds, pursu- 
ant to and in accordance with the 
terms of sale stazed in the Notice of 
Sale. 


1512 - Pursuant to the ordinance 
making an oppropristion to pay the 
City’s share of the cost of an ad- 
ditional water supply to be obtained 
by the North Jersey District Water 
Supply Commission for the City and 
certain other municipalities, author- 
izes the issuance of Bond Anticipa- 
tion Notes in the aggregate principal 
amount of $506,250. Moneys raised 
by the issuance of these notes are 
to be applied to the payment of the 
principal of $506,250 outstanding 
notes heretofore issued and payable 
November 29, 1952. 


7513 - Authorizes issuance of bond 
anticipation notes in the amount of 
$25,000 pursuant to the ordinance 


authorizing improvements to the 
water supply system of the City of 
Newark. 


7514 - Pursuant to the ordinance 
authorizing improvements to the 
water supply system of the City of 
Newark, authorizes issuance of bond 
anticipation notes in the aggregate 
principal amount of $30,000. 


7515 - Authorizes issuance of bond 
anticipation notes in the amount of 
$25,000 pursuant to the ordinance 
authorizing the acquisition and in- 
stallation of equipment and fur- 
nishings required for the City’s 
Department ой Public Safety. 
Moneys raised by the issuance of 
these notes are to be applied to the 
payment of the principal of $25,000 
outstanding notes heretofore issued 
and payable November 29, 1952. 


7516 - Pursuant to the ordinance 
authorizing improvements to the 
water supply system of the City of 
Newark, suthorizes issuance of Bond 
Anticipation Notes in the amount 
of $50,000. 


7517 - Authorizes issuance of Bond 
Anticipation Notes in the aggregate 
amount of $50,000, pursuant to the 
ordinance authorizing improvements 
to the water supply system of the 
City of Newark. 


7518 - Pursuant to the ordinance 
authorizing improvements to the 
water supply system of the City of 
Newark, authorizes issuance of Bond 
Anticipation Notes in the aggregate 
principal amount of $15,000. 


7519 - Authorizes refund of sum of 
$100 to Alumni House, this sum re- 
presenting deposit left with city for 
dance hall license which was not 
used. 


7520 - By virtue of R. S. 54:4-3.12, 
authorizes tax exemption not ex- 
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ceeding $500 on the assessment on 
real or personal property of honor- 
ably discharged servicemen, as per 
list on file in Office of City Clerk. 


7521 - Cancels tax assessment 
amounting to $96.88 against property 
at 52 Spring Street, said property 
having been erroneously assessed 
since it should be exempt from tax- 
ation under R. S. 54:4-3.3. 


1522 - Arproves offer of Colonial 
Airlines, Inc. to settle the claim of 
the City of Newark against Colonial 
Airlines, Inc, for the cash sum of 
$4,735.24. | 
7523 - Authorizes acceptance of sum 
of $1,500 as a compromise settlement 
of the full amount the City could 
claim out of any judgment obtained 
by John Kerrigan, police officer who 
was injured by an automobile driv- 
en by Leonard Pokross. The Director 
of the Department of Public Safety 
was :uthorized to execute such 
documents as are required to release 
the City's claim and lien for re- 
payment in this matter. 


1524 - Directs that the claims stand- 
ing on the records of the City of 
Newark as itemized and set forth 
“іп Schedules А. B, C and D on file 
in Office of City Clerk, and subject 
io the credits as shown in the re- 
capitulation attached, be cancelled 
for the reasons set forth in said 
schedules. The Director of the De- 
partment of Revenue and Finance 
was authorized to execute any neces- 
sary instruments in the name of the 
City of Newark that may be re- 


quired to carry out the purpose and 


intent of this resolution. 


7525 - In connection with the low 
cost housing project in the First 
Ward, known as Project N. J. 2-13, 
approves offer of the Housing 
Authority of the City of Newark to 
pay to the City the following a- 
mounts for the following properties: 
22-26 Summer Avenue and 60-68 
Seventh Avenue, being a three- 
story brick building occupied as the 
Second Precinct, the sum of $65,750; 
10-12-14 Nassau Sireet, the sum of 
$10,900.00; 24 Nassau Street, the 
sum of $1,050.00. 


7526 - Approves purchase of pro- 
perty at 112 Cabinet Street from 
Mary Sweeney, said property to be 
used in connection with construc- 
tion of new City Hospital. 


1527 - Approves payment of sum of 
$2,000 to Harold Kimble for the 
purchase by the City of Newark of 
à certain tract of land in the Town- 
ship of Jefferson, known as the 
Winterbottom Tract. 


7528 - Extends the time within which 
the final judgment must be recorded 
in the foreclosure proceedings on 
tax sale certificate No. 32348, pre- 
mises 98 Wainwright Street, owned 
by Heather Holding Co., to Novem- 
ber 28, 1953. Commissioner Ellen- 
stein did not vote on the resolution. 


7529 - Extends the time within which 
the final judgment must be record- 
ed in the foreclosure proceedings 
on tax sale certificate No. 17582, 
premises 43 Hobson Street, owned 
by Heather Holding Со., to Novem- 
ber 28, 1953. Commissioner Ellen- 
stein did not vote on the resolution. 


1530 - Authorizes refund of $140 to 
Riley Chimney Co., $200 to American 
Chimney Corp. and $196 to Preus 
construction Со. said sums repre- 
senting deposits left on bid for 
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radial brick stack rehabilitation for 
the power plant at City Hall. 


7531 - Authorizes reimbursement cf 
sum of $3,500 to Standard Water- 
proofing Corp., said sum represent- 
ing deposit left on bid for roofing 
and sheet metal work in the City 
Hal. 


7532 - 7588 - The Board of Commis- 
sioners approved the following con- 
tracts: 


For Department of Parks and 
Public Property - Public Buildings, 
With Keill & Spanjer - Hillside, N. 
J.forbJpc.2. 2 xs . t: . 
Sugar Pine 1600 bd. ft. @ $385.00 
C Bd. ft, 50 pes. 2%” x 12" x 16 
#1 Clear Rougni Sugai 11522 уг. 
ft. @ $495.00 C Ed. ft, 100 pes. 1%” 
x 12" x 16' No. 1 Clear Sugar Pine 
(D4S) 2000 bd. ft. @ $385.00 C Ва. 
ft, Total - $2,376.00. 


For Departmert of Public Works- 
Bureau of Streets, With S .H. Gross- 
man, Inc, - Newark, N. J., for 1 
1953 Meadowbrook - Dodge - 4 door 
Sedan - Black for $2,291.30. 


For Department of Parks & Public 
Property - Sanitation, With Dale & 
Rarkin, Inc., - Newark, N. J., for 1 
Holmes - Owen Self-Leader - ас- 
cording to specifications in the Di- 
vision of Central Purchase for 

$2,050.00. 


For all Departments, With Dia- 
mond T of Newark - Newark, М. J., 
for Diamond T Chassis and Motor 
Parts List Prices less 2196 Disc. 
"A" Parts 25% Dis. "E" Parts, 22% 
Disc. “В” Parts, 35% Disc. “Е” Parts, 
21“ Disc. “С” Parts, 22% Disc. “G” 
Parts, 25% Disc. "D" Parts, 22% 
Disc. *H" Parts, Plus feight charges; 
Elgin Sweeper Company - Elgin, IIL, 
for Elgin Sweepe: Parts Ав per price 
list less 23% disc. if shipped from 
Elgin, ПІ. — 16% disc. if shipped 


from R. E. Brocks at Hasbrouck 
Heights, N. J. АП prices КОВ New- 
ark, N. J., Terms: Net 30 days; Gen- 
eral Truck Service Corp. - Newark, 
N. J. General Motors Truck Parts 
Discounts varied, General Motors 
truck parts wholesale net prices pre- 
vailing at time of delivery; Mack 
Boring & Parts Co. - Newark, N. J., 
for Continental Motor Parts 3096 
discount on “А” Parts, 40% оп “В” 
Parts. 


With Perdeco, Inc., of 56 Elm Street, 
Newark, New Jersey, for the rental 
and installation of Christmas decora- 
tions for the front of the City Hall 
Building, Newark, New Jersey, for 
the sum of $2,475.00. Commissioner 
Keenan voted in íhe negative on 
this contract. 


With Buhl and Caffrey Inc. for 
electrical conversion of the Conva- 
lescent Hospital, located on Irving- 
ton ғ venuc, Newark, New Jersey, 
for $10,500.00 


For Cleaning and Lining 24, 30 
and 36 inch cast iron water mains 
in the Town of Belleville and in the 
City of Newark, Essex County, New 
Jersey (Division of Water - Contract 
119, To Nesto Construction Com- 
pany and Spiniello Construction Co., 
249 Wallace Street, Orange, New 
Jersey (a joint venture), for the sum 
of $191,500.00. 


7539 - Approves offer of Mr. John | 


Cronin to give to the Police Division 
of the Department of Public Safety, 
for the consideration of 91.02, а 
horse to be used by the Mounted 
Squad of the Police Division. The 
Board of Commissioners directed 
that a vote of thanks be sent to Mr. 
Cronin for his generous gift. 


17540 - Approves appointment of 
Joseph L. Jacobs as a Temporary 


Account Clerk, Accountant-Trea- 
surer’s Division, Department of Re- 
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venue and Finance, at a salary of 
$2,501 per annum, effective No- 
vember 30, 1952. 


7541 - Approves appropriation of 
sum not to exceed $300 to cover the 
expenses for Samuel B. Finklestein 
to attend the Convention of the 
National Institute of Municipal Law 
Officers, to be held in Louisville, 
Ky, from December 1st to 3rd, 1952. 


(At this point, Commissioner 
Moran comes into the room). 


7542 - 7553 - The Board of Com- 
missioners acted on the following 
applications for a variance from the 
terms of the zoning ordinance: 


Application of California Oil Co. 
(Pilot Investment Co., owner); for 
the erection of gasoline station in- 
eluding а 1-Бау lubritorium and 
one non-automatic car washing bay, 
and automobile parking station in 
rear іп a lst Industrial District; on 
premises 1126-1134 McCarter High- 
way; on condition that 1) Such use 
complies with all the provisions of 
the New Jersey State Highway De- 
partment; and 2) Such use to be 
limited to the period ending eight 
years from date hereof. (Approved). 


Application of Bonis Wholesale 
Drug Co., owner; for renewal of 
permit for automobile parking sta- 
tion in a 2nd Business District; on 
premises 127-135 Plane Street 
(rear); such use to be limited to the 
period of one year ending April 6, 
1953. (Approved). 


Application of Carmine Orlando 
(Doris Oakley, owner); for renewal 
of permit for automobile parking 
station in a 15 Industrial District; 
on premises 64-66 Mulberry Street; 
such use to be limited to the period 
of one year ending September 29, 
1953. (Approved). 


Application of John Bruno (Viola 


B. Hubbard, owner); for renewal of 
permit for automobile sales station 
in a 2nd Business District; on Pre- 
mises 338-340 Broad Street; such use 
to be limited to the period of one 
year ending October 22, 1953. 
(Approved). 


Application of Thomas N. Burns, 
owner; for renewal of permit for 
automobile parking station with an 
entrance on Commerce Street in a 
1st Industrial District; on premises 
976-984 Raymond Boulevard; such 
use to be limited to the period of 
one year ending September 6, 1953. 
(Approved). 


Application of Linwood J. Kirk- 
land (Est. of Manuel Palons, owner); 
for renewal of permit for dry-clean- 
ing unit in a Ist Business District; 
on premises 94 - 14th Avenue, such 
use to be limited to the period of 
one year ending October 4th, 1953. 
(Approved). . 


Application of Sylvester Pizzano, 
owner; for renewal of permit for 
automobile parking station in a 2nd 
Business District; on premises 9-11 
Halsted Street; such use to be limi- 
ted to the period of one year end- 
ing August 25, 1953. (Approved). 


Application of Anthony J. Verba 
(Julia Verba, owner); for renewal 
of permit for gasoline station in a 
.Ist Business District; on premises 
512-514 Roseville Avenue; such use 
to be limited to the period of eight 
years ending September 16th, 1960. 
(Approved). 


Application of Raffaele Di Maio, 
owner; for the erection of 2-car 
garage on rear half of lot in a Ist 
Business District; on premises 663 
North 8th Street, (Approved). 


Application of Adele & Мат 
Cohen, owners under contract to 
purchase; for the storage of scrap 
metals in a 1st Industrial District; 
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on premises 38-40 Peshine Avenue; 
such use to be on the following 
conditions: 1) Tnere is to be no 
junk or rag storaze; 2) Scrap metals 
to be stored in building only; 3) 
such use to be limited to the period 
eading one year from даје hereof. 
(Action deferred for two weeks). 


Application of Daniel M. Goldberg 
(J. & H. Weisberger, owners); for 
the establishmeit of automobile 
repair shop including body and fen- 
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der work and spray painting in a 
1st Industrial District; on premises 
153-162 Frelinghuysen Avenue; such 
use to be limited to the period 
ending five years from date hereof. 
(Approved). 


Application of Benjamin Wrosek, 
owner; for the erection of a one- 
family, two-story split level dwell- 
ing in а lst Residence District; on 
premises 36-38 Sandford Place. 
(Approved). 


ANNUAL REPORTS 
1951 


The following Annual Reports for the Year 1951 were received 


and ordered filed: 


Department of Public Affairs. 


Department of Parks and Public Property 


Department of Public Safety 
Department of Public Works 


Department of Revenue and Finance. 


City Clerk. 
Ordered filed. 


1555 


DEPARTMENT OF REVENUE AND FINANCE 
CITY HALL 
NEWARK 2, NEW JERSEY 


To the Honorable Commissioners 
of the City of Newark, New Jersey. 


Gentlemen 


November 17, 1952 


In accordance with the Act of the Legislature entitled "A Further 


Supplement of the Act entitled ‘An Act to Amend and Revise the Charter 


of the City of Newark, New Jersey' approved February 22, 1866," I here- 
with present a statement of the receipts and disbursements for the montb 


of October 1952; 
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Cash on hand, September 30, 1952 ............................ $14,047,962.52 
Receipts - October 1952 ee 6,877,503.37 


$20,925,465.89 
Disbursements - October 1952 ................................... 6,792,216.67 


$14,133,249.22 
Yours respectfully, 


Meyer C. Ellenstein, Director 
Department of Revenue and Finance 


LAR/g Per Leo A. Reilly 
DISBURSEMENTS 
By Warrant - City - Current 2......лл...2.2200202002. $4,830,505.23 
By Warrant - City - Trust oo... не КЕК lees 79,787.50 
By Warrant - City - Capital ......... sese eene 269,649.13 
By Warrant - Water - Capital ERR 310,088.78 
By Warrant - Water - Operating ......2....әм..2.222222. 181,049.78 
By Warrant - Johnson Home ........L 7: 14,453.03 
By Warrant - Homettes 3,582.02 
By Warrant - Rehabilitation 58.31 
By Warrant - Dog Licenses 1,986.92 
Redemption ee 5,573.94 
Premium .ee .. 1,352.00 
Bond - Ant. Note - Water 175,000.00 
Promissory Notes - School ...............,1 1 eee 500,000.00 
City Investments - Capital |... sse 391,215.42 
М. а. Checks - City sss tenerte entren ennt 13,050.11 
М. С. Checks - Water ..........лаыаыыы 522.75 
М. а. Checks - Johnson 41.75 
$6,792.216.67 
RECEIPTS 
GE $6,275,881.38 
| 583,455.80 
14,579.95 
Нотейеѕ see 3,093.24 
Rehabilitation .see 219.00 
Security Deposit 2... ә 10.00 
Dog Licenses 204.00 
$6,877,503.37 


Ordered filed. 


Тһе City Clerk: That is all on the Clerk's desk, Mr. Mayor. 
Commissioner Carlin: I move we adjourn. 


The City Clerk: Mr. Bagies is requesting permission to address 
the Board of Ccmmissioners after adjournment, so that it will be made 
part of the conference record. 


Commissioner Carlin: I move we adjourn. 
Commissioner Ellenstein: I second the motion. 
Mayor Vilani: The Clerk will call the roll. 


Yeas: Commissioners Carlin, Ellenstein, Keenan, Moran, Mayor 
Villani. 
Mayor Viliani: We will refer back to the conference. 


(The matter is referred back to conference. Mr. J. Anton Hagios 
appears and makes a statement.) 


Commissioner Ellenstein: I think you ought to make a motion to 
retract your motion to adjourn. 


Mayor Vilani: That is in order. 
Commissioner Carlin: I make the motion. 


Mayor Villani: The Clerk will call the roll on the motion to retract 
the motion to adjourn. 


Commissioner Carlin: Aye. 
Commissioner Ellenstein: Aye. 
Commissioner Keenan: No. 
Commissioier Moran: Aye 
Mayor Villani: Aye. 


Mr. Handler: Let the record indicate that no Commissioner has left 
the meeting after the original motion to adjourn, and therefore the motion 
to retract is in order. 


Commissioier Ellenstein: Not only have they not left the meeting 
but they are stil in their seats. 


Mr. Handler: Correct, and voting. 


Commissioaer Ellenstein: Now a motion should be made that $2,500 
be transferred from the Celebration of Holidays or from some other divi- 
sion in the Department of Parks and Public Property to the Celebration 
of Holidays 


Mr. Handler: No. Let the resolution merely state that the City 
will appropriate from its Celebration of Holidays fund the sum of $2,500 
toward the holiday season lighting program in the center of Newark, the 
money to be spent under the supervision of the Department of Parks and 
Public Property. It is no transfer. 


Commissioner Ellenstein: Then I retract my motion. 
The City Clerk: The resolution now reads. 
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RESOLVED, by the Board of Commissioners of The City of Newark, 
New Jersey, that a sum of $2,500.00 be and the same hereby is appropri- 
ated for publie electrical decorations for Фе Christmas holidays; to be 
paid from Celebration and Holidays Appropriations; expenditures to be 
approved by the Director of the Department of Parks and Public Pro- 


perty. The resolution was passed with Commissioners Keenan and Carlin 
voting in the negative. 
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REPORTS OF CITY OFFICERS 


filed The following Reports of City Officers were received and ordered 
iled: 
MONTH OF OCTOBER, 1952 
Superintendent of Weights and Measures 
Bureau of Alms House 
Building Department 
Robert J. Beckley, Clerk, Municipal Court Part 1 
Peter C. Walsh, Clerk, Municipal Court Part 2. 
Charles Е. J. McGovern, Clerk, Municipal Court Part 3. 
Edward G. Devore, Clerk, Municipal Court, Part 4 
Anna Hentsch, Clerk, Municipal Court, Part 5 
‘Peter C. Walsh, Violation Clerk, Municipal Court, Part 6 
City Clerk 


Ordered filed. 


Mayor Villani: Carried and so ordered. 
Motion to adjourn is in order. 

Commissioner Moran: I so move you. 

Mayor Villani: The Clerk will call the roll. 


Yeas: Commissioners Carlin, Ellenstein, Keenan, Moran, Mayor 
Villani. 
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Minutes of the 


BOARD OF COMMISSIONERS 


DECEMBER — 1952 


Newark, N. J.. December 10, 1952 


А regular meeting of the Board of 
Commissioners of the City of New- 
erk, №. J. was held on the above 
date in the Commissioners Cham- 
ber, City Hall, Newark, at 2:00 P. M. 


Mayor Villani: The meeting will 
come to order. The Clerk wil call 
the roll. 


Present: Commissioners Carlin, 
Elenstein| Keenan, Moran, Mayor 
Villani. 


Commissioner Ellenstein moved that 
the reading of the minutes of the 
previous meeting be dispensed with. 


7557 - An Ordinance to amend sec- 
tion 17.2 of the "Revised Ordinances 
of the City of Newark, New Jersey, 
1951", "Delivery Trucks, etc, ex- 
ciuded from certain Streets; excep- 
tion." The date set for further read- 
ing and final passage was Decem- 
ber 23rd. 


1558 - An Ordinance to authorize 
the Acquisition of additional equip- 
ment and machinery required for 
the use of the City and to provide 


for the financing of the cost thereof 
by the issuance of Bonds and Bond 
Anticipation Notes in an amount not 
to exceed $57,000. December 23rd 
was the date fixed for further read- 
ing and final passage. 


7559 - An Ordinance appropriating 
$325,000 for School Purposes and 
authorizing the Issuance of Bonds 
of the City of Newark to meet said 
appropriation. The ordinance was 
adopted on third and final reading 
with Commissioner Ellenstein vot- 
ing in the negative. 


1560 - An Ordinance appropriating 
$35,000 for School Purposes and 
authorizing the issuance of Bonds 
of the City of Newark to meet said 
appropriation. The ordinance was 
passed on third and final reading. 


7561 - An Ordinance to authorize the 
Grading, Curbing, Paving and other 
improvements of Morris Avenue 
from West Kinney Street to Spring- 
field Avenue, as a general improve- 
ment, and to provide for the financ- 
ing of the cost thereof by the issu- 
ance of Bonds and Bond Anticipa- 
tion Notes in an amount not to ex- 
ceed $12,350. Тһе ordinance was 
passed on third and final reading. 


7562 - An Ordirarice providing for 
the vacation, release and extinguish- 
ment of the public right, if any, in 
all that part of Branch Brook Place, 
formerly known as North Fourth 
Street, es the same is laid out 60 
feet in width on a map entitled 
“Map of Property cf the Forest Park 
Realty Company, situated at Forest 
Hill, Newark, N. J. made March, 
1907, by Lehlbaeh Brothers, Civil 
Engineers and Surveyors, Newark, 
М. J.,” Thirty (30) feet in width be- 
tween the center line and the east- 
erly side line of said street, and 
extending from the southerly side 
of Verona Avenue southerly to the 
northerly right of way line of the 
Orange Branch - New York and 
Greenwood Lake Railway (Erie 
Railroad). The ordinance was edop- 
ted on third and final reading. 


7563 - On Ordinance providing for 
the vacation, release and extinguish- 
ment of the public right, if any, in 
all that part of an unused street as 
the same is laid out 60 feet in width 
on the Map of the Commissioners 
to lay out streets, avenues and 
squares, the center line of which is 
distant 540.83 feet measured south- 
erly along the center line of Avenue 
P, as now laid ou:, from the center 
line of the Central Railroad of New 
Jersey, extending тот Avenue О to 
P, The ordinance was passed on 
third and final reading. 


7564 - 7594 - The Board of Com- 
missioners approved the following 
appropriations for bills, claims and 
payrolls: 


The sum of $51,288.26, 182 items; 
$8.10, 1 item; $59.38, 1 item; $6,362.25, 
9 items; $500.00, 5 items; $226,790.83, 
38 items; being the bills end claims 
of the Department of Parks and 
Public Property. 


The sum of $16,510.50, 3 items; 
$45,895.82, 13 items; $34,017.35, 18 
items; $21.07, 3 items; $182,544.93. 14 


items; $240,357.50, 4 items; $12,787.86, 
73 items; being the bills and claims 
of the Department of Revenue and 
Finance. 


The sum of $177.25, 3 items; 5105, 
381.22, 4 items; $387,492.22, 11 items, 
being the bills and claims of the 
Department of Public Safety. 


The sum of $38,426.47, 61 items; 
$40,547.97, 44 items; $46,949.97, 4 
items; $69,290.25, 3 items; $19,310.34, 
6 items; $25,176.16, 24 items; being 
the bills and claims of the Depart- 
ment of Public Works. 


The sum of $10,955.28, 21 items; 
$1,185.81, 3 items; $3,530.12, 11 items; 
$38,090.68, 15 items; $623.04, 1 item; 
$189,575.87, 16 items; $409.59, 2 items 
$247.95, 1 item; being the bills end 
claims of the Department of Public 
Affairs. 


The sum of $2,500.00, containing 1 
item; being the bills and claims of 
the Department of Parks and Public 
Property. 


7595 - Authorizes emergency appro- 
priation in the amount of $60,000 
for the Policemen's and Firemen's 
Pension Fund, because of emergency 
which has arisen with respect to 
said Fund due to inability to de- 
termine the exact amount of deaths 
and retirements at time of request- 
ing appropriation for the 1952 Bud- 
get. 


7596 - 7599 - Pursuant to Local 
Budget Act R. S. 40:2-30, authorizes 
transfers to and from budget appro- 
priations in the Departments of 
Revenue and Finance, Public Af- 
fairs, and Parks and Public Proper- 
ty. Commissioner Ellenstein did по? 
vote on the resolution affecting the 
Department of Public Affairs. 


7600 - Pursuant to the Crdinance 
appropriating $756,000 for school 
purposes and authorizing the issu- 
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of bonds to meet said appro- 
priation, authorizés the issüance of 
promissory notes amounting to 
$25,000 in anticipation of the issu- 
асе of permanent bonds authorized 
by said ordinance. Moneys raised 
by the issuance of these notes are 
to be applied to the payment of the 
principal of the outstanding $25,000 
notes heretofore issued and payable 
December 18, 1952. 


7601 - Authorizes the issuance of 
Bond Anticipation Notes in the a- 
mount of $243,000, pursuant to the 
ordinance authorizing the acquisi- 
tion of fire apparatus. Moneys raised 
by the issuance of these notes are 
to be applied to the payment of the 
principal of $243,000 outstanding 
notes heretofore issued and payable 
December 15, 1952. 


7602 - Pursuant to the ordinance 
authorizing improvements to the 
water supply system of the City of 
Newark, authorizes issuance of Bond 
Anticipation Notes іп the amount of 
$50,000. Moneys raised by the issu- 
ance of these notes are to be applied 
to the payment of the principal of 
$50,000 outstanding notes heretofore 
issued and payable December 15th, 
1952. 


7603 - Authorizes issuance of Bond 
Anticipation Notes in the amount of 
$50,000 pursuant to the Ordinance 
authorizing improvements to the 
water supply system of the City of 
Newark. Moneys raised by the issu- 
ance of these notes are to be applied 
to the payment .of the principal of 
$50,000 outstanding notes heretofore 
issued and payable December. 14th, 
1952. 


7604 - Pursuant to the ordinance 
authorizing the reconstruction or 
other improvement of various build- 


ings and other structures maintained 


by the City, authorizes the issuance 
of Bond Anticipation’ Notes in the 


amount of $250,000. Мопеув raised 
by the issuance of these notes are 


to be applied to the payment of the 


principal of .$250,000 outstanding 
notes heretofore issued ànd payable 
December 15, 1952. 


7605 - Authorizes issuance of Bond 
Anticipation Notes in the amount of 
$25,000 pursuant to the ordinance 
authorizing improvements to the 
water supply system of the City of 
Newark. Moneys raised by the issu- 
ance of these notes are to be applied 
to the payment of the principal of 
$25,000 outstanding notes heretofore 

sacd and payable December 14th, 
1952. 


7606 .. Directs that the municipal 
charges for water for and used on 
ihe premises at 63-69 Burnett Street 
owned and used for St. Michael's 
Hospital, be rebated as provided for 
by R. S. 40:62-81. 


7607 - Authorizes refund of $55.48 
to The Third Ward Republican Club 
of Newark, said sum representing 
amount due on fee for liquor license. 


7608 - Appropriates the sum of $28.75 
for payment .of one-haif of taxed 
costs of $57.50 allowed by the Court 
in the matter of Sexton, et als. v 
Bates. et als., payment to be made 
to the order of Koehler, Augenblick 
and Freedman, Attorneys for Isaac 
Joseph Sexton, et als. 


7609 - Pursuant to R. S. 40:55-15, 
approves sub-division of land at 206- 
210 Sylvan Avenue, as requested by 
owner of said land, Estate of Her- 
man H. Gumz. 


7610 - Pursuant to R. S. 40:44-15, 
approves sub-division of 3 parcels 
of land owned by the New York 
Bay Railroad Со. known as Block 
5084 on tax maps: of City. 


7611 - Approves waiver of the re- 


quirements of the approval of sub- 
division of land owned by Branch 
Motor Co. at 429-419 Delancy Street. 


7612 - Approves waiver of the re- 
quirements of the approval of sub- 
division of land っ wned by Surdi 
Realty Corporatior at 270-284 West 
End Avenue. 


7613 - Authorizes the Director of 
Revenue and Finance to execute to 
Joseph Lago, a certificate of cancel- 
lation or discharge of the certificate 
of tax sale certificate No. 12639, cov- 
ering premises known as Block 4263 
on tax maps of City. 


7614 - Authorizes the Director of 
Revenue and Finaace to reimburse 
the following contractors the sum of 
$10 each, said sum. representing de- 
posits left on bid for Electrical con- 
version of the Convalescent Hospital: 
Meyer & Meyer Inc, Carl Schultz 
Ine, Lightning Electric Service Co., 
Yeager & Elman, Buhl & Caffrey 
Inc, Santaniello Brothers, and Jar- 
vis Electric Co. 


7615 - Authorizes the Director of 
the Department of Public Works to 
extend for the period of one year 
from January 1, 1953, the existing 
1946 agreement covering reimburse- 
ment for highway ghting maintain- 
ed within the limits of the City, as 
provided for in contract between 
the New Jersey State Highway De- 
partment and The City of Newark. 


7616 - 7622 - The Board of Commis- 
sioners approved the following con- 
iracts: 


For Departmen: of Parks and 
Publie Property - Civil Defense, 
With Civil Defense Products, Inc. - 
Brooklyn, N. Y. for 200 Folding 
Model Combination Stretcher-n-cots 
@ $17.25 ea., 1800 3igid Model Com- 
bination Stretcher-n-cots (0 $14.55 
ea., Total — $29,640.00. 


For Dept. of Parks and Public 
Property - Public Buildings, With 
heisen Lumber & Millwork Com- 
pany - Union, N. J., for Nine (9) 
items of Lumber according to list 
and specifications on file in the Di- 
vision of Central Purchase, for 
$2,381.29. 


For Department of Public Affairs 
- Various Institutions, for Meats and 
Poultry for the period from Janu- 
ary 2, 1953 to February 13, 1953 in- 
clusive. With Davis White Co. — 
Newark, N. J., for $4,484.08; Lair & 
Brydon - Newark, N. J., for $3,933.24; 
Col - Pak Corp. - Union City, N. J. 
for $8,109.12; Lincoln Brisket Co. - 
Newark, N. J., for $3,300.30; Martin 
Packing Co. - Newark, N. J. for 
$3,578.33; Total — $23,405.07. 


For Department of Public Affairs 
- Various Institutions, for Groceries 
- for the period of January, Febru- 
ary and March 1953. With Flagstaff 
Foods -Perth Amboy, М. Ј., for $10, 
910.31; Max Millinger Co., - Union, 
N. J., for $4,768.62; Weber Coffee Co. 
- Newark, М. J., for $4,285.25, Total 
-— $19,964.18. 


For Department of Parks and 
Publie Property - Bureau of Baths, 
With Perfect Laundry Company - 
Newark, М. 7., for The laundering 
of City-owned Towels and Bathing 
Suits in accordance with specifica- 
tions on file in the Division of Cen- 
tral Purchase. Approx. 25,000 to 
50,000 Towels, per week А. Turkish 
Towels @ $2.02 C, B. Towels (other 
than turkish towels (0 $1.42 C, 
Approx. 500 to 1,000 Bathing Suits, 
per week € $1.42 C. 


For Department of Revenue and 
Finance - Division of Central Pur- 
chase, With S. Н. Grossman, Inc. - 
Newark, М. J., for 1 - 1953 Dodge 
Meadowbrook 6 - 4-door Sedan - 
Color: Black for $2,291.30 (as per 
specifications on file in the Division 
of Central Purchase). 
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For renewing the protective cano- 
pies over City Railway. platform 
under the Heller Parkway Bridges, 
to Robert Goldfaden, for the sum of 
$1,458.00. 


1623 - Approves promotion of Cap- 
tains James L. Donlon, Henry L. 
Schoettly, Joseph A. Zoppi, Joseph 
J. Drew and Fred J. Crowley to the 
position and rank of Battalion Chief 
in the Fire Division, Department of 
Pulic Sefety, effective December 14, 
1952. 


7624 - Approves promotion of 
Lieutenants Lawrence А. Pluck, 
August J. Rauscher, Carl P. Stein, 
James J. Leahy and Thomas A. Mc 
Hugh to position and rank of Cap- 
tain in the Police Division, Depart- 
ment of Public Safety, effective 
December 14, 1952. 


7625 - 7637 - The Board of Com- 
missioners acted on the following 
applications for a variance from the 
terms of the Zoning Ordinance: 


Application of William Faircloth 
(S. S. Pennock Co., owner); for re- 
newal of permit for automobile 
parking station in a Ist Industrial 
District, on premises 10-18 Arch St. 
(rear); such use to be limited to the 
period of one year ending November 
26, 1953. (Approved). 


Application of Lucile Graham 
Long (Clyde Pennix, owner); for 
renewal of permit for automobile 
parking station in a 2nd Business 
District; on premises 13-17 West 
Street; such use to be limited to the 
period of one year ending October 
5, 1953. (Approved). 


Application of Arka Wood Craft 
(Moses & Arthur Kastner, owners); 
for renewal of,permit for cabinet 
making shop in a 2nd Business Dis- 
trict; оп premises 279 Springfield 
Avenue; such use to be limited to 


the period of two years ending Oc- 
tober 8, 1954. (Approved). 


Application of Joseph Ross (Edwin 
Ross, owner); for renewal of permit 
for automobile parking station in a 
2nd Business District; on premiscs 
340-42 Halsey Street; such use to be 
limited to the period of one year 
ending October 4, 1953. Approved). 


Applieation of Windsor Cleaners, 
Inc. (Н. & S. Holding Co., owner): 
for renewal of permit for dry-clean- 
ing unit in a 2nd Business District; 
on premises 660 Springfield Avenue; 
such use to be limited to the period 
of three years ending October 9th, 
1955. (Approved). 


Application of B. & T. Realty Со, 
Inc, owner; for the erection of an 
apartment 7’ - 10" beyond the aver- 
age set-back line on Chancellor 
Avenue, in a 1st Business District; 
on premises 259-275 Chancellor Ave. 
(Approved). 


Applieation of R., S. & S. Storck 
(Harry Banner, owner); for con- 
struction of addition to existing 
gasoline station for a lubritorium in 
a 1st Business District; on premises 
292-294 Chancellor Avenue; such 
use to be limited to the period end- 
ing eight years from date hereof. 
(Approved). 


Application of Peter Lebrie, own- 
er; for the establishment of auto- 
mobile parking station in a 3rd 
Residence District; on premises 18- 
20 Longworth Street; such use to 
bs limited to the period ending one 
year from date hereof. (Approved). 

Application of James  Vetrano, 
owner; for the erection of a 2-car 
garage on rear half of lot in a 1st 
Business District; on premises 651- 
653 North 9th Street. (Approved). 


Application of U-Drive-It Co. of 
N. J. (A. King Braelow, et als, own- 


ers); for the establishment of a 
publie and private parking station, 
installation of 2 gasoline pumps and 
the minor repairing and storing of 
applicant's vehicles, in a 2nd Busi- 
ness District; on premises 422-436 
Washington St. & 49-51 W. Kinney 
St, on condition 1) That the minor 
repairing and serv.cing consist only 
of changing of lights, the installation 
of any batteries, the repairing or re- 
placing of defective tires, installa- 
tion of chains, putt ng gas, oil, water 
end anti-freeze fluid in their ve- 
hicles and anything connected with 
the above; and 2) such use to be lim- 
ited to the period ending one year 
from date hereof. (Approved): 


Application of Anthony Duganier, 
owner; for the erection of a 2-car 
garage on rear half of lot in a 2nd 
Residence District; on premises 819 
Ridge Street. (Approved). 


Application of Certified Home 
Appliance, owner; for renewal of 
permit for parking station for ern- 
ployees and customers of store at 
115 Central Avenue іп a 2nd Busi- 
ness District; оп premises 104 Cen- 
tral Avenue; such use to be limited 
to the period of one year ending 
June 13, 1953. (Approved). 


Application of Adele & William 
Cohen, owners under contract to 
purchase; for the storage of scrap 
metals іп а Ist Industrial District; 
on premises 38-40 Peshine Avenue; 
such use to be on the following con- 
ditions: 1) There is to be no junk 
or rag storage; 2) Scrap metals to 
be stored in building only; 3) Such 
use to be limited to the period end- 
ing one year from date hereof. 
(Approved). 
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1638 — 
REPORTS OF CITY OFFICERS 


The following Reports of City Officers were received and ordered 

filed: 
MONTH OF NOVEMBER, 1952 

Superintendent of Weights and Measures 

Bureau of Alms House 

Building Department 

Robert J. Beckley, Clerk, Municipal Court Part 1 

Peter C. Walsh, Clerk, Municipal Court, Part 2 

Charles Е. J. McGovern, Clerk, Municipal Court Part 3 

Edward G. Devore, Clerk, Municipal Court Part 4 

Аппа Hentsch, Clerk, Municipal Court Park 5 

Thomas F. Guthrie, Chief Clerk, Municipal Court Part 6. 

City Clerk 
Ordered filed. 


Mayor Vilani: Motion to adjourn is in order. 


Commissioner Carlin: I move that we adjourn until Tuesday, 
December 23rd. 


Mayor Villani: Тһе Clerk will call the roll. 


Yeas: Commissioners Carlin, Ellenstein, Keenan, Moran, Mayor 
Villani. у 


Mayor Vilani: Adjourned to Tuesday, December 23rd. 


Newark, М. J., December 23, 1952 


1639 - Ап Ordinance to amend Sec- 

A regular meeting of the Board tion 17.2 of the "Revised Ordinances 

of Commissioners of ihe City of ої ihe City of Newark, New Jersey, 

Newark, N. J. was held on the a- 1951," "Delivery Trucks, etc, ex- 

bove date in the Commissioners cluded from certain streets; excep- 

Chambers, City Fall, Newark, at tion. The ordinance was passed on 
2:00 P. M. third and final reading. 


Mayor Villani: The meeting will 7640 . An Ordance to authorize the 
come to order. The Clerk will сан Acquisition of Additional Equip- 
` the roll. ment and Machinery required for 

the use of the City and to provide 

Present: Commissioners Carlin, for the financing of the cost thereof 
Ellenstein, Keenan, Moran, Mayor by the issuance of Bonds and Bond 
Villani. Anticipation Notes in an amount not 

. to exceed $57,000. The ordinance 

Commissioner Kcenan moved that was passed on third and final read- 
the reading of the minutes of the ing. 
previous meeting be dispensed with. 


December 16, 1982. 


The Board of Commissioners of 
The City of Newark, 


New Jersey. 


Gentlemen: 


Acting pursuant to the resolution adopted by the Board of Com- 
missioners on November 26, 1952, I caused a notice of the sale of $1,309,090 
of bonds of The City of Newark dated January 1, 1953, in the form set 
forth in such resolution, to be published in the December 5, 1952 issue 
of The Bond Buyer, а financial newspaper published іп New York City, 
and in the December 5, 1952 issue of the Newark Evening News. In 
accordance with such notice of sale, sealed proposals for the purchase 
of the bonds were received in my office in the City Hall on December 16, 
1952, at 12 o'clock, Noon, Eastern Standard Time, at which time and place 
such sealed proposals were publicly opened. 


The proposal submitted by National City Bank of New York, which 
proposal offered tc purchase the first maturing $1,306,000.00 of the bonds 
described in such notice, for the price of $1,309,682.92, provided the bonds 
bear interest at the rate of 2.30% per annum, was the best proposal under 
the terms of sale stated in the notice of sale and has been accepted. 


The following list shows the name of each bidder submitting a pro- 
posal, the price offered by each bidder, the rate of interest specified by each 
bidder, and the amount of bonds each bidder offered to purchase: 
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Interest Rate Amount of Bonds 


Name of Bidder Price Offered Submitted By Bid for By 
Bidder Bidder 

‘National City Bank of New Уотк........ $1,309,682.92 2.30 $1,306,000.00 
Phelps, Fenh & Со. ee 1,309,313.32 2.30 $1,306.00.00 
National State Bank of Newark....... 1,309,179.00 2.30 1,308,000.00 
Halsey Stuart & Со. лиле 1,309,013.00 2.30 1,309,000.00 
Northern irust Со. Chicago 1,309,858.99 2.40 1,303,000.00 
Smith, Barney & Со. ee 1,309,810.83 2.40 1,307,000.00 
Glore, Forgan & Co. ле 1,309,408.00 2.40 1,307,000.00 
Boland, Saffin & Со. 22222222222... 1,309,489.98 2.40 1,308,000.00 
Lincoln National Bank ........................ 1,309,050.00 2.40 1,308,000.00 
Chase National - City of New York 1,309,818.12 2.45 1,308,000.00 
Drexel 和 CO， 1,309,918.00 2.50 1,306,000.00 
First National Bank of 

New York & Associates ............ 1,309,731.00 2.50 1,306,000.00 
Fidelity Union Trust Co. ле. 1,309,032.45 2.50 1,305,000.00 
Blyth & Co. Ine. 12.22.2... 1,309,658.94 2.50 1,308.000.00 


Respectfully submitted, 
Zs/ M. Ellenstein 


7642 - 7670 - The Board of Comis- 
Sioners approved the following ap- 
propriations for bills, claims and 
payrolls: 


The sum of $25,930.22, 16 items; 
$47,544.38, 243 items; $235,348.23, 40 
items; $662.40, 1 item, being the bills 
and claims of the Department of 
Parks and Public Property. 


The sum of $56,991.76, 10 items; 
$2,067,590.41, 2 items; $33,652.67, 17 
items; $16,510.50, 3 items; $9,191.75, 
8 items; $8,005.00, 1 item; $68,408.97, 
30 items; $1,530.13, 2 items, being 
the bills and claims of the Depart- 
ment of Revenue and Finance. 


The sum of $37,400.70, 4 items; 
$199.90, 6 items; $387,614.42, 11 items, 


Director of the Department of 
Revenue and Finance. 


being the bills and claims of the De- 
partment of Public Safety. 


The sum of $12,632.73, 55 items; 
$7,118.92, 53 items; $25,085.70, 24 
items; $19,272.19, 6 items; $47,559.89, 
4 items; $30,644.24, 2 items, being 
the bills and claims of the Depart- 
ment of Public Works. 


The sum of $1,125.00, 1 item; 
$623.04, 1 item; $409.59, 2 items; 
$3,042.40, 21 items; $2,934.79, 11 
items; $192,178.68, 16 items; $69, 
215.75, 25 items, being the bills and 
claims of the Department of Public 
Affairs. 


The sum of $45.00, 1 item, being 
the bills and claims of the Depart- 
ment of Public Safety. 


7671 - Pursuant to R. S. 40:2-12, as 
amended, authorizes following tem- 
porary appropriations: 


Department of Public Affairs, 
$1,629,756.00; Depaztment of Reven- 
ue and Finance, $627,750.00; Depart- 
ment of Public Safety, $2,840,500.00; 
Department of Pu っ lic Works, $784, 
073.81; Department of Parks and 
Public Property, %2,554,832.25, Con- 
tingent, $10,000; Judgment $5,000.00; 
Local Schools, $3,990,000.00; County 
Taxes, $1,780,000.00; Total $14, 111, 
912.06. Indicated Revenues: Water: 
Maintenance and Operation - En- 
gineering Division (Department of 
Public Works) $456,229.00; Accounts 
Division (Department of Revenue 
and Finance) $122.500.00; Wanaque 
Maintenance and Operation (Depart- 
ment of Public Works) $294,997.62; 
Total %873,726.62. 


7672 - Purusuant to R. S. 40:2-12 
approves the following temporary 
appropriations for Debt Service for 
the year 1953: : 


(1) Municipal Debt Service: Pay- 
ment of Bonds, $2.333,000.00; Inter- 
est on Bonds, $1,269,286.50; Sinking 
Fund Requirements, $29,606.14; In- 
terest on Notes, $23,000.00; — Total 
$3,681,892.64. (2) Article VI - School 
Debt Service : Payment of Bonds, 
$560,000.00; Interes: on Bonds, $210, 
672.00; Sinking Fund Requirements; 
Interest on Notes, $20,000.00; Total 
$790,672.00. 


Dedicated Revenue - Division of 
Water: Debt Service, Payment of 
Bonds, $702,000.00; Interest on Bonds 
$406,728.70; Interest on Notes, $40, 
000.00; Total $1,148,728.70. | 


7673 - Pursuant to R. S. 40:2-30, as 
amended, provides for the cancel- 
lation of part or all of the unexpend- 
ed balances in the various Budget 
Appropriations for 1952 as follows: 
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Debt Service: Municipal Debt Ser- 
vice: Payment of Bonds, $47,000.00; 
Interest on Bonds, $72,997.91. 


The aforesaid unexpended balanc- 
es totaling $119,997.91 were Circ.iod 
cancelled and transferred to Budget 
Operating Account. 


7674 - Pursuant to the ordinance 
appropriating $325,000 for school 
purposes, authorizes issuance of 
promissory notes in an amount not 
to exceed $325,000 in anticipation of 
the sale of permanent bonds author- 
ized by said ordinance. 


7675 - Pursuant to the ordinance 
authorizing the acquisition and in- 
stallation of equipment and furnisn- 
ings required for the Department of 
Public Safety, authorizes the issu- 
ance of Bond Anticipation Notes in 
the amount of $67,400. Moneys raised 
by the issuance of these notes are to 
be applied to the payment of the 
principal of $67,400 outstanding 
notes heretofore issued pursuant to 
this ordinance and payable Decem- 
ber 27, 1952. 


7676 - Authorizes issuance of Bond 
Anticipation Notes in the amount of 
$36,000 pursuant to the ordinance 
authorizing the acquisition and in- 
stallation of new equipment in cer- 
tain Buildings of the City of Newark 
used by the Department of Public 
Safety. 


7677 - Provides for the issuance of 
$660,000 Water Bonds and $649,000 
Public Improvement and Apparatus 
Bonds, and sets forth forms to be 
used for same. 


1678 - Approves action taken by the 
Director of the Department of Re- 
venue and Finance in advertising 
the sale of $1,309,000 of bonds of the 


City of Newark dated January 1, 


1953, and in accepting the proposal 
to purchase said bonds bearing in- 
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terest at the date of %2.30% per 
annum, submitted by The National 
City Bank of New York and Asso- 
ciates. The Mayor and Director of 
the Department of Revenue and Fi- 
nance and the City Clerk were 
authorized to execute said bonds, 
and to cause them to be delivered 
` to said purchaser upon receipt of 
the purchase price thereof. 


7679 - Pursuant to Local Budget 
Act R. S. 40:2-30, approves trans- 
fers to end from Budget Appropri- 
ations in the Department of Revenue 
and Finance. 


7680 - Approves budgets for Veter- 
ans’ Temporary Housing Units sub- 
mitted by the Director of the De- 
partment of Public Affairs, for the 
year 1953, said budgets having been 
approved by the Administrator of 
the Public Housing and Develop- 
ment Authority in the Department 
of Economic Development of the 
State of New Jersey. 


7681 Approves appointment of 
Benjamin Cohen and 8 others to 
Constable for a term ending De- 
cember 31, 1953. 


7682 - Approves constable bonds of 
Benjamin C. Cohen and 3 others as 
to sufficiency. 


7683 - Approves sale of police de- 
partment horse to Patrolman John 
R. Reno of the Newark Police Traffic 
Division, for the consideration of 
$1.00, said horse having been de- 
clared of no further monetary value 
te the city. 


7684 - Approves purchase of proper- 
ty at 118 Cabinet Street from J. T. 
McDonald and Mary McDonald, for 
the sum of $5,985, said property to 
be used in connection with erection 
of new City Hospital. Payment of 
$112 to Lawyers-Clinton Title Insur- 
ance Co. of N. J., in payment of 
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search fees and other services ren- 
dered, was authorized. 

7685 - Approves appropriation of 
$500 to cover expenses of Detective 
Carlton B. Norris of the Detective 
Bureau, Police Division in connec- 
tion with investigation of murder of 
Paul Panepinto. 


1686 - Extends the time within which 
the final judgment must be recorded 
in the foreclosure proceedings on tax 
sale certificate No. 4138, premises 2 
Melrose Avenue, owned by Anna 
Pisapia, for six months, from De- 
cember 22, 1952 to June 22, 1953. 
Commissioner Ellenstein did not 
vote on the resolution. 


7687 Extends the time within 
which the final judgment must be re- 
corded in the foreclosure proceed- 
ings on tax sale certificate No. 34510, 
premises on Manchester Place, own- 
ed by Grover Investment ,Corp., 
for six months, from December 16, 
1952 to June 16, 1953. Commissioner 
Ellenstein did not vote on the reso- 
lution. 


7688 - A resolution whereby the 
Board of Commissioners waived the 
requirements of the approval of sub- 
division of parcel of land at 397-399 
Parker Street, as requested by Vin- 
cent J. and Margaret Forgione, own- 
ers of said property. 


1689 - Authorizes reimbursement of 
sum of $711 to I. Alper Company, 
Inc, said sum representing deposit 
left on bid for re-roofing portions 
of the City Hospital. 


7690 - Approves refund of $805 to 
George L. Dennis Co. Inc, this sum 
representing deposit left on bid for 
conversion of coal boiler to oil burn- 
er and relative heating work at the 
Sixth Precinct Police Station, New- 
ark, N. J. 


7691 - Authorizes purchase of Civil- 
ian Defense Rescue Truck through 


Federal Civil Defense Council, by 
ihe Newark Civil Defense Council. 


1692 - 7702 - The Board of Commis- 
sioners approved tke following con- 
tracts: 


For Department of Parks and 
Publie Property - Zity Clerk, With 
Tempco, Inc, - Newark, N. J., То 
Furnish and install っ ne (1) Frigidaire 
Model ASO-300 Air Conditioning 
Unit according to specifications in 
the Division of Central Purchase for 
$1,095.00. 


For all Departments, For Paper 
Products (Paper Cups, Paper Towels, 
Toilet Tissue, etc) as shown on 
schedules on file in the Division of 
Central Purchase, :o the following: 
Grossman Paper & Bag Co. - Irving- 
ton, N. J., for $1,797.12; H. G. Moon- 
ey Company - Newark, М. J., for 
$3,432.10; Total - $5,229.22. 


For Department of Parks and 
Public Property - Sanitation, Snow 
Removal, With American Oil & 
Supply Co. - Newark, N. J., for 125 
tons CC, Grade Rock Salt in 100 1b. 
paper bags . as pcr Newark Speci- 
fications @ 23.80 рег ton delivered, 
Total - $2,975.00. With C. G. Winans 
Co. - Newark, N. J. for 125 tons 
CC Grade Rock Salt in 100 lb. paper 
bags - as per Newark Specifications 
«0 $23.80 per ton delivered, Total - 
$2,975.00. 


For Department of Public Affairs- 
Various Institutions, With Clinton 
Milk Company - Newark, N. J., for 
Milk and Cream - as per list and 
specifications on fi.e in the Division 
of Central Purchase for $22,738.70. 


For Department of Public Works- 
Water, With Steplenson Machinery 
Co. - Newark, М. J., for 1 South 
Bend Lathe No. CL 8117С and ac- 
cesscrics according to schedule and 
specificatiens on file in the Division 
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сі Contral Purchase for $3,027.40. 


For Department of Parks and 
Public Property - Sanitation - Mo- 
tors, With Chas. W. Krieg Co. - New- 
ark, М. J., for 10 Truck Tires, Non- 
directional Tread, 1100 x 24, 14 plv, 
Lee DeLuxe (0 $121.95 еа., 8 Truck 
Tires, All Traction Туре, 1100 x 20, 
14 ply, DeLuxe (0 $116.19 ea., Total 
$2,149.02; With Dave Stern Co., Inc. 


- Newark, N. J., for 8 Truck Tires, 


Non-directional tread, 1200 x 20, i6 
ply, Seiberling @ $140.80 ea., Total 
$1,126.40. 


With S. H. Grossman, Inc. - New- 
ark, М. J., for Dept. of Public Affairs 
- Ivy Haven, for 1 - 1953 1-ton panel 
body Dodge Truck - Black for $2, 
831.69; For Dept. of Public Works - 
Water, 2 - 1953 - %-ton panel body 
Dodge Truck (0 $1,766.21 ea, 
$3,768.42; Total - $6,364.11. 


For Department of Parks and 
Publie Property - Civil Defense, 
With Federel Division of Civil De- 
fense thru New Jersey State Divis- 
ion of Civil Defense - Trenton, N. J., 
for 1 Rescue Truck with complete 
set of tools and equipment as per 
list on file in the Division of Central 
Purchase for $8,420.00 Less 5096 
matching funds $4,210.00, Net Cash 
$4,210.00. 


For Department of Publie Safety 
— Fire, With C. Wolber Co. - New- 
ark, М. J., for 150 sets Fire Alarm 
Sheets consisting of 166 sheets to 
a set, of which, 160 sheets are ruled 
and printed two (2) sides and 6 
sheets, no ruling, printed one (1) 
side, 17% x 11% 28 1р. 100% Rag 
Ledger Punched as per sample. Job 
to be delivered each set already 
collated, lot price: $11,000.00. 


For Department of Public Works- 
Water, With Electric Arc Inc, New- 
ark, N. J. for 1 "Dualarc" Electric 
Welder in accordance with specifi- 
cations in the Division っ f Central 
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Purchase for $1,375.00. 


For Department of Public Works- 
Streets, With The Hayward Co., New 
York City, To repair Clam Shell Buc- 
ket No. 13074 in accordance with 
list and specifications on file in the 
Division of Central Purchase for 
$1,141.75. 


1103 - 7122 - The Board of Commis- 
sioners acted on the following appli- 
cations for a variance from the 
terms of the Zoning Ordinance: 


Application of N. J. Auto Sales 
Co. (The 607 Corp. owner); for re- 
newal of permit for automobile sales 
lot and auto repair shop (no body 
or fender work) in a 2nd Business 
District; on premises 607-613 Spring- 
field Avenue; such use to be limited 
to the period of one year ending 
November 19, 1953. (Approved). 


Application of Mrs. Carl Bronner, 
owner; for renewal of permit for 


automobile parking station in a 2nd 
Business District; on premises 6-10 
Pearl Street; such use to be limited 
to the period of one year ending 
October 8, 1953. (Approved). 


Application of Crew Levick Corp., 
owner; for renewal of permit for 
automobile parking station on exist- 
ing gasoline station in a 156 Indus- 
trial District: on premises 93-95 E. 
Kinney Street; such use to be limi- 
ted to the period of one year ending 
November 1, 1953. (Approved). 


Application of Ward Motors, Inc., 
owner; for renewal of permit for 
automobile parking station in a 15 
Industrial District; on premises 14- 
18 Dey Street; such use to be limi- 
ted to the period of one year ending 
December 23, 1953. (Approved). 
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Application of Ward Motors, Inc., 
owner; for renewal of permit for 
automobile parking station includ- 
ing auto body and fender repair shop 
and spot painting in a 1st Industrial 
District; on premises 22-28 Dey St., 
Such use to be limited to the period 
of one year ending December 23, 
1953. (Approved). 


Application of Ward Motors, Ғас,. 
owner; for renewal of permit for 
automobile sales station in a 1st 
Industrial District; on premises 247 
Central Avenue and 30-34 Dey St., 
such use to be limited to the period 
of one year ending December 23rd, 
1953. (Approved). 


Application of J. A. Petrelli (So- 
cony-Vacuum Oil Co., Ine., owner); 
for renewal of permit for gasoline 
station in a lst Business District; on 
premises 446-450 Lyons Avenue; 
such use to be limited to the period 
of eight years ending December 30, 
1960. (Approved). 


Application of Sun Oil Co., owner; 
for renewal of permit for gasoline 
station in a 2nd Business District; 
on premises 144-152 Orange Street; 
such use to be limited to the period 
of eight years ending October 21st, 
1960. (Approved). 


Application of Jacob Werfel, own- 
er; for renewal of permit for auto- 
mobile parking station including 
one gasoline pump in a lst Indus- 
trial District; on premises 82-88 
Summit Street; such use to be limi- 
ted to the period of one year ending 
November 19, 1953. (Approved). 


Application of Harold Raymond 
(Leo M. Avstreith, owner); for the 
addition of a dry-cleaning unit to 
existing store in a 1st Business Dis- 
trict: on premises 82 - 9th Avenue; 
such use to be limited to the period 
ending one year from date hereof. 
(Approved): 


Application of Auto Body & Ser- 
vice, Inc, (Sophie  Brownstein, 
owner); for establshment of auto 
repair shop including body and 
fender work and painting in a 2nd 
Business District; cn premises 16-18 
Jones St, on condition that 1) the 
regulations of the Bureau of Com- 
bustibles are comp ied with; and 2) 
such use to be limited to the period 
ending two years from date hereof. 
(Approved): 


Application of Bernard Hershko- 
witz (Nembel Co. owner); for the 
establishment of automobile parking 
station in а 1st Industrial District; 
on premises 7-17 Nicholson Street; 
Such use to be limited to the period 
ending one year from date hereof. 
(Approved). 

Application of Dorothy De Felco, 
owner; for the establishment of a 
building material storage yard and 
erection of shed for storage of lum- 
per in a lst Business District; on 
premises 843-845 North 6th Street 
and 9 Rose Avenue; such use to be 
limited to the period ending two 
years from date hereof. (Action de- 
ferred for two weeks). 


Application of Ward Motors, Inc., 
owner; for the addition to automo- 
bile parking staticn at 14-16 Dey 
Street, in a Ist Industrial District; 
on premises 10-12 Dey Street; such 
use to be limited to the period end- 
ing one year from date hereof. 
(Approved). 


Application of Ward Motors, Inc., 
owner; for the addition to automo- 
bile parking staticn at 14-18 Dey 
Street; in г 1st Industrial District; 
on premises 20 Dey Street; such use 
to be limited to the period ending 
one year from date hereof. 
(Approved). 
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Application of. Thomas Y. Tsen 
(M. & Е. Investment Со. owner); 
for establishment of a shirt ironing 
laundry with collection and delivery 
in a lst Business District; on prem- 
ises 168-170 Newton Street Cot 
floor-rear); such use to be limited 
to the period ending five years from 
date hereof. (Approved). 


Application of Ward Motors, own- 
er under contract to purchase; for 
the establishment of automobile 
parking station for new and used 
cars in conjunction with applicant's 
sales agency at 245 Central Avenue; 
апа to include parking for em- 
ployees, in а 2nd Business and a 1st 
Industrial Distriet; on premises 24- 
36 Norfolk Street and 21-23 Newark 
Street; such use to be limited to the 
period ending one year from date 
hereof. (Approved). 


Application of Lincoln Irving Bus- 
iness Assn, Inc, owner; for estab- 
lishment of automobile parking 
station in a 2nd Business District; 
on premises 427 High Street; such 
use to be limited to the period end- 
ing one year from date hereof. 
(Approved). 


Application of Crew Levick Corp., 
owner; for renewal of permit for 
gasoline station in a 2nd Business 
District; on premises 556-564 Spring- 
field Avenue; such use to be limited 
to the period of eight years ending 
October 18, 1960. Application of 
Crew Levick Corp. owner; for the 
reconstruction of gasoline station 
including a one-bay lubritorium and 
one non-automatic car washing bay, 
in a 2nd Business District; on pre- 
mises 556-564 Springfield Avenue; 
such use to be limited to the period 
ending October 18, 1950. (Action de- 
ferred for 2 weeks). 


ei 


Ф 


ө! 
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DEPARTMENT OF REVENUE AND FINANCE 
CITY HALL 
NEWARK 2, NEW JERSEY 


December 23, 1952 


To the Honorable Commissioners 
of the City of Newark, New Jersey 


Gentlemen: 


Іп accordance with the Act of the Legislature entitled "A Further 
Supplement of the Act entitled “Ап Act to Amend and Revise the Charter 
of the City of Newark, New Jersey’ approved February 22, 1866,” 1 here. 
with present a statement of the receipts and disbursements for the :nonth 
of November, 1952: 


Cash оп hand, October 31, 1952 ............. sss eene $14,133,249.22 
Receipts - November 1952 ee 8,277,268.27 

$22,410,517.49 
Disbursements - November 1952 ee .9,407,985.63 
Cash оп hand, November 30, 1952 ....................................«... ....$13,002,531.86 


Yours respectfully, 
Meyer C. Ellenstein, Director 


Department of Revenue & Finance 
per Leo A. Reilly (sgd) 


lar/sm 
RECEIPTS 

City eee ИН $ 7,917,860.79 
342,795.23 

13,527.01 

Homettes ee 2,686.00 
Security Deposit .2........22222.42.44..400202000000:00 іы 20.00 
Rehabilitation RR 285.24 
Dog Licenses .en 94.00 
$8,277,268.27 
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Ordered filed. 


DISBURSEMENTS 
By Warrant - City - Current 2.2.2... $ 8,351,818.22 
By Warrant - City - Capital .2..........мм04 010 585,328.72 
By Warrant - City - Trust еее 15.60 
By Warrant - Water .........о..0001011. eem 342,246.11 
By Warrant - Johnson Homes RN 6,859.62 
By Warrant - Homettes 2... ыы 1,281.56 
By Warrant - Rehabilitation oo. sse 222.66 
By Warrant - Dog Control 0... 2,353.77 
Redemptions RM 12,917.51 
Premiums ...... ии intres treten testa tesa tae rt tek 885.00 
Bond Anticipation Note - City ...... 13,500.00 
Bond Anticipation Note - Water .. 80,000.00 
Dog License - Rabies Control ле e. 58.75 
М. а. Checks Ci 10,446.:9 
М. а. Checks - Water .......л.аинента ты 42.52 


$ 9,407,985.63 
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MONTHLY STATEMENT OF CASH RECEIPTS 


OCTOBER, 1952 
Description Amount 


TAX COLLECTIONS -- 


Prepaid Taxes 1953 Ne $ 189.00 
1952 Taxes RR 3,717,051.44 
Real Estate Arrears .. , 925,079.98 
Personal Arrears .... 19,408.15 
Tax Title Liens о... еее 827.25 
Tax Title Liens, Chapter No. 149, P. L. 1943 .................. sss 
Bank ....Ѕіоск Тах шиирни ннн ынын о көнөн шынынын; 
Tax Receiver - №. С. Checks Made Good .......... 1... 5,800.41 
Financial Business TX 
Second Class Railroad Tax Arrears .......................... Henne 
Petty Cash ........................... 

Water Operatirg Surplus ee 
Remissions - Prior Years Taxes Returned ............... o sse e 
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LICENSES — 


Alcoholic Beverages ........о.л.....ма ааа 
АП О ег нинин ыннаны ынын ныны 


FINES — 
Magistrates (Municipal Courts) 


Library AREE 


OTHER RECEIPTS — 
М. С. Checks Made Good у.н. 
Interest and Costs on Taxes 


Interest and Costs on Assessments ........2.22....м.м0. 
State Aid - Highway Lighting .......... sese 
Franchise Ta 
Gross Receipts Тах ....олл..л..шш нне 
Bus Receipts Ta 
Motor Fuel Tax Refund .pe 
Rents from Municipal Property .Ne 
Contributions - City of East Orange - 

Passaic Valley Sewer ........ osse eene 
Bil Board Tex ле 
Stationery and Supplies - (From Other Departments)... 


ИНИНИ 


Second Class Railroad Property 222...2.222..2.22м2.. 
Penny Milk Program - Schools ................ esee 
Penny Milk Program - U. S. Dept. Agriculture ................ 
Bureau of Streets 


Bureau of Sidewalks 2..ол.л.02аолмшалмасапасаны 
Bureau of Sanitation ...... иене 


Port Newark Lease - Port of New York Authority ............. 
Tax Sale Premiums - Chapter No. 149 лиле 


700.00 
17,498.78 


7 2,872.00 


18,559.50 


18.66 
38,202.74 
192.37 


82,377.41 
4,924.38 
17,672.85 


1,231.00 
2,310.31 


State Road Aid - Chapter 62 


City's Share - Vets Housing - Weequahic Park 
Housing Authority - In Lieu of Taxes 


SPECIAL ITEMS CF GENERAL REVENUE — 
Parking Meter Surplus .......... sse tenente recen 
Port Newark Surplus 2и. 


DEDICATED REVENUE — 


Water Department Operating sss nennen 358,462.26 
Division of Port Development .22.4420м0.М......с- es 
Water Capital |... essen "m 225,000.00 
Division of Dog Control 204.00 
Protested Checks - Dog Control .ee кк 
Prepaid Dog License 2 
Marriage Licenses ,sse 1,185.00 


Weights and Measures - Solid Fuel Fines 


CAPITAL FUNDS — 


Promissory Notes - Schools 


Due from Board of Education лека - 
Term Bonds 


Sale of City Property 


Temporary Notes - Bonds 


Bond Anticipation Notes tio 1,108,085.00 


Improvement Authorization - Bonded 


Reserve - Fire Loss 


Reserve - To Pay City Railway Debt 


Reserve - Port Newark Debt Service 
Reserve - Sale of City Property ...... sse 


Permanent Bond Sale に 
Reserve - To Pay Port Newark Debt Service 3% ................ 
Reimbursemen: - Port Newark - Port Authority ............. 
Sale of U. S. Treasury Bonds .. 


Reserve - Storm Damage 22............ аа. 


和 Investment 
Cost of Bond Issue 1,686.70 


TRUST FUNDS 一 - | 
Assessments Receivable - Regular ee 1,954.10 


Assessments Receivable - Tax Sale Liers 


Chapter #149, Tax Title Lien Assessmen:s 


Reserve - Foreclosure Fees - Tax Sale Liens 


Publie Affairs - Special Account Claims 


Reserve - Sslary and Wages 


Reserve - Army Base 


Masters Electricians License 


Reserve - Shade Tree Assessments .RN cescessseesseseeereeeseeee 832.84 
Reserve - Alice Hayes Estate ..................... „аа  өннннннне нев 
Reserve - Police and Fire Pension Fund 222222220 eee 
Interest on Special Trust Funds es 
Reserve - Deposit on Bids - Contracts ....................... 805.00 
Kinney Corp. Lieu of Bond ......................... „а ийненин. 
Homettes - Revenue .................. 3,073.24 
Johnson Homes - Revenue . 14,513.20 
Е.Р.Н.А. - Revenue 昌和 
Rehabilitation - Revenue .......... а-ы 279.00 
Protested Checks - Homettes Ne 
Protested Checks ~ Johnson Homes ee 41.75 
Protested Checks - FE 時 
Protested Checks - Rehabilitation ...........2..0. eee 
Johnson Homes - Maintenance .......ло00аа а nene eterne 
Security Deposit Fund - Homettes .RN "ss 20.00 
Security Deposit Fund - Johnson Homes . 2. 25.00 
Security Deposit Fund - FPHA .................. ааа | 10.00 


Security Deposit Fund - Rehabilitation 
Homettes - Maintenance 


Auto Damage 2.1.2.4 00..4.2....200000 tht etae tente enne tenants nnn 
Tax Title Liens - Shade Tree 


Reserve - Deposit on Bids - Foreclosed Property .............. 545.00 
Johnson Homes - Fire Loss ........ линии them temet nennen 
Reserve - Newark Union Truck Terminal 
Federal Tax - Outdoor Pools, I HI heme бен 
Reserve for Funds in Trust with City 
Reserve - Direct Relief 


«0400 00S— Т os  -oneppesreberaareeesros 


APPROPRIATION REFUNDS 一 


Department of Public Affairs .es 3,667.48 
Department of Revenue and Finance .... 81.20 
Department of Public Safety линк ーー 
Departmcnt of Public Могкв...оолал лық Н 
Department of Parks and Public Property .......................... ・ 89.31 
MISCELLANEOUS ITEMS — 
Tax Overpayments 2...л22ә4о0мм004040000000000:М о Ы ДƏ 
Refunds - Excess Cashiers’ Collections ................................ 24.31 
Lease - 200 Washington Street Corp. ーー 1,500.00 
Estate Funds MM 
Тах Sale Premiums ..2ӛ2. е 2 еее... 
Tax Sale Rederaptions ............ eese eene 6,270.80 
Unallocated Finds 51.25 


Over and Under Account 2..л2л20аыло ааа ыы 
Rents - City in Possession ....о....ллла.ал ааа 
Foreclosed Property Sales ...........,.. eese 
Other Accounts Receivable 2..ә...........Лм222222. 
State Road Aic 
Budget Operatiag ACCOUNT Ne 


P. A. Special Account Claims Ne 
Franchise Tax . Fire Insurance Companies .RN 
Franchise Tax - Domestic Life Insurance Companies... .......... 
Reserve - Fees - Application Hotel Certificates PEERS 
Damages - Rerts City in Possession .2..о.....2.л... 0.22 
Lease - Lawrence Street School 2... ы. 
Due to Water .....о.. 8 а. 


MISCELLANEOUS REVENUE NOT ANTICIPATED — . 16,730.95 


Petty Cash Funds Re-deposited ..........л..... eene 
Savings and Lcan Deposit Returned ...................... 6 nee men 


Relief Department Deposit 


$6,877,503.37 
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IHEREBY CERTIFY that the figures 
contained in this report are 


correct. 


William J. Griffin (sgd) 
Actg. Auditor 

M. Ellenstein (sgd) 

Director 


The City Clerk: Mr. Mayor, the Board will recess until 10 a. m. on 
Tuesday, December 30th in the Board's conference room on the third floor. 


(At this point a discussion takes place concerning surplus funds in 
the Department of Public Affairs. А transcript of this discussion is includ- 


ed in the minutes of the conference meeting of this date.) 


Commissioner Carlin: І move we recess until Tuesday, December 


30th, at 10 o'clock in the Commission conference room on the third floor. 
Mayor Villani: The Clerk will call the roll. 


Yeas: Commissioners Carlin, Ellenstein, Keenan, Moran, Mayor 
Villani. 


21 


L'ecember 30, 1952 


А recessed meeting of the Board 
of Commissioners of the City of 
Newark, №. J., was held on the a- 
bove date, in the Commissioners' 
Conference Room, third floor, City 
Hall Newark, at 12:00 А. M. 


Present: Commissioners  Ellen- 
Stein, Keenan, Moran, Mayor Villani. 


Absent: Commissioner Carlin. 


The City Clerk: Mr. Mayor, this 
is a resumption of the meeting of 
December 23rd, recessed at 3 o'clock, 
to гесопуепе at this time and at 
this place. 


7725 - 7147 - Тһе Board of Commis- 
sioners approved the following ap- 
propriations for bills, claims and 
payrolis: 


The sum of $8,024.00, 1 item; 
$993.60, 1 item; $227,860.74, 38 items; 
$2,875.28, 9 items; $122.30, 4 items; 
$643.50, 4 items; $280, 1 item, being 
the bills and claims of the Depart- 
ment of Parks and Public Property. 


The sum of $325,010.80, 2 items; | 


$34,078.79, 18 items; $13,798.36, 2 
items; being the bills and claims of 
the Department of Revenue and 
Finance. 


Тһе sum of $67.75, 1 item; 8387, 
799.41, 11 items, being the bills and 
claims of the Department of Public 
Safety. 


Тһе sum of $25,051.24, 24 items; 
$192.69, 5 items; $17,520.82, 3 items; 
$242.08, 4 items, being the bills and 
claims of the Department of Public 
Works. 
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The sum of $12,461.42, 18 items; 
$726.00, 2 items; $98.40, 1 item; 
$745.93, 2 items; $409.59, 2 items; 
$189,650.99, 18 items; $64.50, 1 item, 
being the bills and claims of the De- 
partment of Publie Affairs. 


7148 - Approves appointments of 
Samuel W. Berlowe and John War- 
ner to Constable for a term ending 
December 31, 1953. 


7749 - Approves constable bonds 
of Samuel W. Berlowe and 3 others 
as to sufficiency. 


7750 - Authorizes the cancellation 
of old Accounts Receivable due :o 
the Insurance Fund Commission 
from the various departments ard 
divisions of the City covering a 
period between the years 1945 and 
1949, and, in some cases, prior there- 
to, which accounts amount to $11, 
819.02, and Accounts Payable due 
from the Insurance Fund Commis- 
sion to the various depariments and 
divisions of the City, covering a 
period between 1945 and 1947, which 
amount to $5,210.72. 


7751 - Awards contract to the Acme 
Window Cleaning Company for one 
year, effective as of January 1, 1953, 
for the sum of $35,498.00, for win- 
dow cleaning in municipal build- 
ings. 


7152 - Authorizes the Director of 
the Department of Public Affairs to 
enter into a ccntractual agrecme::', 
with the Associated Humane Socie- 
ties of New Jersey, for the sum of 
$1,500.00 for the maintenance of a 
Public Dog Pound for removing un- 
licensed, stray and homeless dozs 
from the streets of the city. 


ei 


7753 ~ Approves action of the Hon- 
orable Ralph A. Villani, Mayor of 
the City of Newark, in appointing 
William Van Loan Taggart a mem- 
ber of the Sinking Fund Commission 
of the City of Newark, for the term 
of three years from January 1, 1953. 


7754 - Pursuant to the provisions of 
В. S. 43:4-1 et seq. approves re- 
tirement pension in the amount of 
$35.16 per week for Robert J. Don- 
nelly, Chauffeur-Utilityman in the 
Motors Division, Bureau of Sanita- 
tion, cffective January 1, 1953. 


7155 - Directs that Deputy Chief 
Engineer John J. Wilkinson, be de- 
signated and assigned as Acting 
Chief Engineer of the Fire Division 
pending a Civil Service promotion 
exemination, at a salary of $7,400.00 
rer annum, effective January lst, 
1953. 


7756 - Approves re-appointment of 
Doctor Samuel L. Hamilton of 240 
Montclair Avenue, Newark, New 
Jersey, as a Member of the Board 
of Trustees of the Newark Public 
Library for a period of five years, 
effective as of December 7th, 1952. 


Mrs. Ira Y. Copen appeared be- 
fore the Board of Commissioners 
and spoke on the necessity for the 
consiruction of a new school in the 


Weequahic area. Mrs. Copen stressed 
the fact that the schools in that area 
were overcrowded and added that 
the Board cf Educaiion had promis- 
ed to alleviate the situation there 
by the erection of a new school. 
Mayor Villani assured Mrs. Copen 
that action would be taken on this 
matter shortly after the start of the 
New Year. 


The City Ciérk: There is nothing 
eise on the Cierk’s desk, Mr. Mayor. 
А motion to adjourn the meeting is 
in order. 


Commissioner ЕПепзјејп: Before 
we adjourn, І want to say to the 
members of the Board of Commis- 
sioners and to you Mr. Mayor, that 
the budgets ought to be gotten in 
as soon as possible, and into the 
Department of Revenue end Finance. 


Commissioner Moran: I move we 
adjourn. 


Mayor Villani: Motion to adjourn 
is in order, but before we adjourn 
I wish all of you а happy New Year 
and a successful future next year. 


The Clerk will сай the roll. 


Yeas: Commissioners Ellenstein 
Keenan, Moran, Mayor Villani. 


CUMULATIVE INDEX 
COMMISSIONERS' MINUTES, 
JANUARY THROUGH DECEMBER, 1953 


Key to index as follows:- 


January ーー 
February .. 


ла ОО с > 


Page 
AGREEMENTS-— 


With East Orange and other municipalities for relocation of joint 

trunk веугек MRREEMMMEMMMMMMM D 8 
Amends agreement on right of way over watershed property 

in West Milford sse et netter ree ertet eerte nene D 11 
With Town of Harrison and Borough of East Newark to par- 

ticipate in facilities of Newark Police Broadcasting station ................ D 11 
Provides for redevelopment program 2.22 ыты D 43 
With Port of New York Authority for extension of date for filing report D 52 
With the Central Railroad Co. of N. J. for permission to fill 


in Railroad propert ダ es F 11 
With A.D.T. Со. for watchman's service |... eere Е 11 
With Commonwealth Water Co. for auxiliary supply of water ................ I 16 
With Theodore and Jennie Fiore for use of their lands for pur- 

pose of disposing of City refuse and garbage ............................................ K 4 


Extends 1946 agreement with М. J. State Highway Department 
covering reimbursement for highway lighting maintained within City K 5 


AGREEMENT CANCELLED— 


With The Pennsylvania Railroad Co. for construction of water 
Tine at Port Street алии ныны нынан ннн ннн D 52 


AGREEMENT EXTENDED— 


With Associated Humane Societies of 全 可， А 4 
APPEALS— 
1953 Assessment on property at 729-737 Broad Street F 10 
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CUMULATIVE INDEX (Continued] 


APPLICATION AUTHORIZED— 


For assistance in financing publie assistance program 222222222222. 
By Housing Authority for financial assistance for redevelop- 
ment projects ............... ишемии или ineat ine instet tetas Ы. 


APPOINTMENTS— 


Edwin С. Axel and 2 others to constable .Ne 
Commissioner Stephen J. Moran and John E. Gunning to Local 
Assistance Board .Ne 
Anthony J. Cananna and 6 others to Constable ... eee 
Mrs. Margaret M. Reill to telephone operator, Director's 8 
Office, Department of Revenue and Finance ...........2" s 
Nicholas Gallichio, Jr. and 39 others to patrolmen ee 
Albert Comte to Constable 


Daniel W. Wenca and 13 others to firemen. es 


George W. Denny to patrolman 2.2... ыы 
Carmine Freda and 2 others to patrolmen 22... 
Rev. Clarence Bleakney to chaplain 2200әл..000ШШ 
Anthony R. DiBella to temporary meter reader . 


Domenic А. Sarageno to patrolman ........ essent teet 


Catherine Kocian to temporary Bookkeeping Machine Operator ............ 
Leroy Harrell to patrolman, Police Division " 
Peter S. Patuto to constable 2.2... иле 
Joseph A, D'Allessio to member of Municipal Board of Alcoholic 

Beverage Control 2202г2.2ММ02440М 400000 ыы ын инин нии нини н spia 
John J. Farley, Jr. to Police Dept. .................................... . 
Robert Millard and 2 others to patrolmen Ne 
Dr. Gerald I. Cetrulo to Assistant Medical Director and Dr. 

Philip J. Santora to Medical Director, City Hospital ................................ 
Horace S. Bellfatto as Corporation Counsel RN 
George B. Astley, Vincent P. Torppey and Richard MeDonough 

as Assistant Corporation Counsel -RN 
Gilbert W. Hewson to Deputy Director, Charles P. McCann 

to Secretary, Helen Williams to Clerk, Gerald Verniero to 

Executive Clerk, Department of Public Works es 
James T. Owens to Deputy Director, Nicholas Т, Fernicola to 

Secretary, Michael Е. Ryan to Confidential Clerk, Depart- 

ment of Publie Safety .. "e 
Jacob Lubetkin to Deputy Director, Dominick J. “Miceli to есте. 

tary, Harry Wheeler to Executive Clerk, Dept. of Public Affairs .... 
Herbert J. Heilmann to Deputy Director, Henry A. Kaplan to 

Secretary, Toussaint Ware to Executive Clerk, Dept. of Parks 

апа Public Property 2222222.2.2.2............22210201440000400000075ММ5У00000000000Ы 
Commissioners Salvatore A. Bontempo, Meyer C. Ellenstein and 

John B. Keenan to Insurance Fund Commissioner 
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CUMULATIVE INDEX (Continued]-— 


Michael Calimano and John P. Vogel as Special Investigator, 

Department of Public As 
Paul Policastro as member of Board of Adjustment ...................................... 
Arthur A. Weller to Acting Police Commissioner .... 
James J. Plunkett to Acting License Commissioner .. 
Avitus J. Dougherty to Acting Fire Commissioner ..... 
John J. Walsack to Acting Building Commissioner 
Harry Dudkin to Secretary of the Insurance Fund Commission ............ E 10 
Wiliam J. Griffin to Acting Auditor of Accounts 
Frederick DiPasquale to Constable ....................... 
Mayor Leo P. Carlin, Commissioners Bontempo and Ellenstein 

to Board of School Estimate ........ essen tenete retten itte 
Ernest Gianone to Housing Manager 
Michael Salandra to Deputy Director, Charles J, Farley to 

Clerk and William Tropp to Secretary, Department of Revenue 

and Fin E 18 
Frank Calabrese to Acting Receiver of Taxes, Charles Flicker 

to Acting Treasurer, and Herbert M. Gladstone to Acting 

Comptroller, Department of Revenue and Finance ................................... E 18 
William Tropp to Bond Registrar ..................... иа E 18 


Samuel P. Bernhaut to Assistant Corporation Counsel .............................. E 18 
Harry J. Aston to Director of Department of Central Purchase .......... E 18 
Anthony Grasso to Special Investigator, Department of Parks 

and Public Property sse eene erre terit rettet rete tatis Е 18 
Jacob Bauer to Constable Ne F 3 
Leonard Brazell to Confidential Clerk to the Director of the 

Department of Parks and Public Property .ee F5 
Peter O’Toole to Secretary and Coordinator of the Newark City 

Hospital Citizens Advisory Committee 0ә..о.2ә0г ыы F 5-6 
William Geltzeiler to Acting Deputy Purchasing Agent, Division 

of Central Purchase .....222.2..2.2...01.4.2С6-.200012.012100000000000 ыны ннн нын кыны F 6 


Harry Criscuolo, Albert Del Viscovo, Samuel H. Lohman, Charles 
T. Schaedel and Jack Slavitt to Member of the Board of 


Assessment and Revision of Taxes ................ аа Е 13 
Harry Spellman, Edward T. Ward and Larry Giordano to tempor- 

ary inspector Water Service ........................ eee а ИД F 13 
Robert James to temporary asistant cashier, Department of 

Revenue and Finance ола или мене ммм F 13 
Mrs. Gay P. Lee to temporary billing machine operator, De- 

partment of Revenue and Finance tr F 14 
Marian Kass to temporary aecount clerk, Department of Revenue 

ала Finance ....................... иена а 5 
George D. Schenkel to temporary assistant assessor, Board of 

Assessment and Revision of Taxes 22..222202000000м40050 шынын G 5 
Robert Cohen to Constable Nb G 16 


Herbert Dear and 4 oihers to temporary Inspector Water Services H 5 
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William A. Connelly, Jr. and 10 others to patrolman in the 
Police Division ..20.0.4м.....2.2...0 000010301 наннын нынын нышын ныны кы Н 5-6 
Robert F. O'Connor and Francis M. Lyons to patrolman in 
in the Police Division ....................... аА H 6 
Lewis T. DePaul, Kenneth W. Mattoon and John O. Cosman to 
fireman in the Fire Оп... ини H 12 
Joseph J. Conneely and James P. Donahue to patrolman in 
the Police Division ...... ленин лилии лазит лилии или H 13 
Dora Cinni and 41 others to temporary School Traffic Guards ................ I 6 
James А. Hamfeldt, Charles J. Parisi, Edward С. Dennis, Joseph 
D. Sokol, and Herbert Е. Foster to fireman eee 16 
William Н. Pinn to temporary inspector water Service ............................ l 6 
Emil Kopeck and 8 others to fireman ............................ ОНЕ I 20 
Robert J. Ontell as Member of Housing Authority ................... I 20 
Leon М. Edelman to Constable es I 26 
Walter Gill, Frank Tucker, and Joseph Е. Walsh as members of 
the Board of Assessments for Local Improvements ................................ I 28 
James Lee as member of the Central Planning Board . J 6 
James M. Murray, Jr. to Patrolman ............. es J 16 
Lilian Jackson and 29 others to temporary School Traffic Guards a. J 16 
Sylvester J. LoPotro and 2 others to firemen ................................................ J 16 
Albert С. Heid as Clerk-of-the-Works in connection with erec- 
tion of new City Hospital о... етеш K 6 
John P. Vogel as Assistant Clerk-of-the-Works in connection 
with erection of new City Hospital es K 6-7 
Harry Lerner to Member of the Municipal Board of Alcoholic 
Beverage Control ....... линии ente tenete tatnen или L 5 
Jacob Bauer and 11 others to Constable ........................... „117 
Chester J. Modeski to Assistant Surgeon, Fire Division ............................ L 93 
Daniel J. Moore as member of the Sinking Fund Commission .............. L 23-24 
Commissioners Meyer C. Ellenstein, Salvatore A. Bontempo and 
Mayor Carlin, as Members of the Board of School Estimate ............ L 24 
APPRAISAL AUTHORIZED— 
Land at 1048 Raymond Boulevard ..ооло2 шш L 20 
APPROPRIATIONS— 
Bills, Claims and Payrolls .......... А 1,6-7; B2,11; C3,12; D 2, 10, 42, 51; 


E16; F1-2,9-10; G2-3,15; H83,10; 1 83, 15, 25; 
J 4, 11-12; КЗ, 12-13; L2,17,26 
$250 to Carl Cordasco for expenses in taking special course 

on laboratory technique ............ esses нна 
$200 to John P. Weeks, Drillmaster, for convention expenses ... 
$3,000 to Postmaster for mailing primary sample ballots ... 
$4,076.92 for city's share for proposed survey by Passaic Valley 
Sewer Commission 
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$500 to Frank O'Neil for expenses in attendance at test of 
atomie bomb explosion ......... esee ынын ну tron немен ининен ннн. 
Appropriations for education purposes .....esesrsressssssersesrsseerrerserererrttnosesessreres 
$2,850 to Postmaster for mailing cost ............................... ee 
$280 to Dr. Julius Levy for convention expenses ................. 
$12,500 emergency appropriation for election expenses ...... vane 
$7,400 in back salary and $333.89 in interest to Charles A. Hellring ww. D 48 
$80.50 court costs . сем мм. D 48 
$5,000 emergency appropriation. for Municipal Election ‘Account . serere E 16 
$14,000 emergency appropriation for Charter Commission 
$125 to C. Howard Wright for convention expenses .................................... 


$159,400 emergency appropriation for Board of Education .................... G 15 
$850 for partial expenses for Marine Corps celebration ...... .... G 16-17 
$325 to Elmer T. Quinn for convention expenses .......................................... G 18 
$368,300 emergency appropriation for Board of Education КИА H 3 


$4,000 emergency appropriation for repairs to roof of City Hospital... H 4 
$300 to Chief Identification Officer Hobart A. Templeton for 


CONVENTION expenses ee Н 6 
$75 to Willard E. Reed, Superintendent of Weights and Meas- 

ures, for convention expenses 2.о.....а ы: ы H 6 
8350 to Walter S. Baver, Engineer in Charge and August E. 

Zentgraf, for convention expenses II H 6 
$6,500 emergency appropriation for Charter Commission ........................ H 10 
$250 to Arthur J. Moore, Superintendent of Fire Alarm tele- 

graph system, for convention expenses ........................................................ H 18 


$150 each to Corporation Counsel Horace S. Bellfatto, Assist- 
ant Corporation Counsel Vincent P. Torppey, Legal Assistant 
Joseph А. Ward and Administrative Clerk Samuel B. Finkle- 


Stein, for convention expenses 22..әо..л2ғ804ҙлатҮудчЛцТчЯ панапанымамымы H 13 
$350 to John S. Flockhart, Chief Engineer, for convention expenses ...... I 6 
$250 to Traffic Engineer Edward L. Cyr for convention expenses ........ 1 6-7 
$654 for expenses for Convention of the 312 Infantry Association ..... I 了 
$1,950 emergency appropriation for Millbrook Sewer and First 

Ward Low Cost Housing Project survey ...................................................... І 15 
$200 to Harrold Gascoyne, Superintendent of Ivy Haven, for 

refresher COUTSe aa T 20 


$150 to James E. Garratt, Designing Engineer, and Leonard S. 
Whippen, Assistant Designing Engineer, for convention expenses .. 1 20-21 


$600 for welcoming of returning Korean Prisoners of Мако. 4 5 
$450 to John S. Flockhart, Arthur J. Simpson and 6 others 
for convention expenses ............ әмме, d 6-7 


$250 each to Edward L. Cyr and Peter J. “Corbally. for c conven- 
tion EXPENSES ee 


J 
J 
$125 to Elmer T. Quinn for convention expenses K 
$250 to Harry J Aston for convention expenses K 
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$100 to Benedict Dispenziere for convention expenses 
$932.14 increase in cost of repaving Madison Avenue 
$1,000 to George LaParnes for claim for injuries ..................... " 
Temporary appropriations for city departments „ieres 


BIDS ACCEPTED— 


For 8 pieces of property .. ле D 44 
$8,500 from Arthur А. Ries for purchase of land jointly owned 
with other municipalities 2... 1 


BIDS AUTHORIZED— 


For improvement of Manor Drive .es 
For improvement of Morris Avenue ....о.....а лы не resres 
For improvement of Madison Avenue .Ne 
For improvement of Montclair Avenue 


For street pavings restoration over water facilities cuts .......................... D 43 
For annual flagging contract for 1958 ............... еее лиана D 52 
For improvement of Hennesy Street 

For construction of storm sewer in Cliff Street sss F34 
For plumbing work at Hayes Park East Pool ........... 2... see Е 4 


For improvements to Hennesy Street 
For Division of Water Contract 120 
For purchase of $506,000 School Bonds and $121,000 0 Equipment 

Bonds ............ n eene Ч 4 
For repair of elevator ‘at City Hospital . ОИНА эзен н 6 
For cleaning and lining water mains in Montclair Avenue 

and Bergen Street . Кен ПОНИНИН 
For repaving of Mount "Vernon Place | ОНИН | 
For blasting outlet channel in Echo Lake Reservoir .................а4..1.1.1.. 
For repairs to chain link fence at Cedar Grove Reservoir ... 
For elevator repairs at Newark City Hospital sees 


BIDS REJECTED— 


On 41 pieces of property .......уу инете шиншилл ини 
For construetion work for new City Hospital К 
Annual Flagging Contract for 1953 222222222222. атаны 

For construction of storm sewer in Cliff Street... G 4 


BILL OF SALE AUTHORIZED— 


To John Cronin for horse used as police mount ee F 3 


BOND ANTICIPATION NOTES— 
$100,000 for improvements to water supply system ............................ m" А 2 
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$130,650 for acquisition and installation of equipment and fur- 

nishings for Department of Public Safety о... A 2 
$50,000, $25,000, $25,000, and $25,000 for improvements of water 

supply system RM 
$16,150 for improvement of Monteith Avenue ............................................ 
$506,250 for city’s share of cost of additional water supply ................... 
$50,000 for improvements of water supply system ..................... 
$30,000 for reconstruction of various buildings ......... eere 
$33,250 for reconstruction of building used by Board of Health 
$39,900 for improvement of Manor Drive ыы. 
$12,350 for improvement of Morris Avenue .............. esee 
$200,000 for reconstruction and improvement of various buildings 
$121,000 for equipment and machinery for various bureaus of 


Department of Public Affairs ee € 8-4 
$303,750 for city's share of cost of additional water supply .................... C 4 
$40,000 for improvements to water supply system 2.2.2 а... C 4 
$57,000 for acquisition of additional equipment and machinery ................ C 4 
$303,750 for additional water supply ............. sees eM .. € 12-18 
$50,000 for improvements to water supply system ........................................ C 18 
$506,250 for city's share for additional water supply .............................. D 51 
$18,500 for construction of sanitary sewer in Delancey Street ................ D 51 

$25,000 for acquisition and installation of equipment and furnish- 

ings for Department of Public Safety ......... sss D 51-52 
$15,000, $55,000, $25,000, and $100,000 for improvements to 

water supply system es Е 2,5 
$50,000 for certain public improvements ....................,уу аа Е 2 
$67,000 and 886,000 for acquisition and installation of equipment 

and furnishings for the Department of Public Safety ......................... F 10 
$130,650 for acquisition and installation of equipment and furnish- 

ings for Department of Public Safety 22ә.2...00Ш аз 
$50,000, $25,000, $25,000, and $25,000 for improvement to water 

supply system of the Су... ннн. G 16 
$50.000 for certain public improvements ............... .. а 16 
$16,150 for improvement of Montieth Avenue 222222222... 2. G 16 
$506,250 for city’s share of cost of additional water supply ........................ G 16 
$50,000, $125,000, for improvements to water supply system .................... H 3 
$33,250 for reconstruction of existing building used by Board 

of Be І 3 
$12,350 for improvement of portion of Morris Avenue ................................ 13 
$57,000 for acquisition of additional equipment and machinery MEME I 3 
$40,000 for improvements to water supply system ...................................... I4 
$500.000 for reconstruction or other improvement of various buildings .. I 4 
$39,900 for improvements of Manor Drive .Ne I 4 
$808,750 for city’s share of cost of additional water supply ................ І 15-16 
$18,500 for construction of sanitary sewer іп Delancy Street К 3-4 
$506,250 for City's share of cost of additional water supply K 13 
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$25,000 for acquisition and installation of equipment and fur- 

nishings required for Department of Public Safety ........... 2 verserer K 18 
$50,000, $30,000, $25,000, $50,000, and $15,000 for improvements 

to water supply system ee 
$25,000 for school purposes ... 
$783,500 for school purposes Ne L 17 
$36,000 and $67,400 for equipment and furnishings for Depart. 

ment of Public Safety ee L 11-18 


BONDS APPROVED— 
Constable bonds of Solomon Laddy and 2 others ...........7 7 sss A 2 


Constable bonds of Irving Beck and 7 others 2.22... А 7 
Constable bond for Albert Comte ...2.222.......м22222.... ..В 2 
Constable bond for Joseph E. Glenn. .. B 11 
Constable bond of Peter S, Patuto 2.2... ие D 11 
Surety Corporation Bonds for Nesto Construction Company and 

American Paving Corporation .......... шшш ene nitens Е 17 
Surety Corporation Bonds for repaving of НоЏапа Street, 

Fifteenth Avenue, Madison Avenue and Montclair Avenue ................ G 4, 17 
Surety Corporation Bond for Gallo Asphalt Co. for repaving 

of South 20th Street ..............ллаал ааа J 5 
Constable bonds of Jacob Bauer and 8 others … L 17 
Constable bond of Joseph Vogt 20....2.м2м2.200м011 0 еее L 26 


BONDS AUTHORIZED— 


$121,000 for equipment and furnishings for Department of Health .…. Н 
$336,000 for school purposes senectt ttes 


Ri 
w со 


BUDGET APPROPRIATION TRANSFERS— 
Department of Parks and Public Property 


Department of Public Affairs sse 
Department of Publie Works, Publie Affairs, Parks and Publie 

Property, Public Safety ee K 4, 18 
Department of Public Affairs, Revenue and Finance, and Pub- 

Пе Safety AME L 3, 19, 26 

BUDGET MATTERS— 

Discussion on Municipal Budget ee C 20-21 
Sets publie hearing for Budget .se C 21 
$455,633.50 and $100,000 anticipated revenue items .................................... C21 
Approves appropriation of 25% of 1952 budget ...22.22.2222...24.24...2.24. рё 
Hearing on Municipal Budget ............22...2.4..... . D 15, 17 
Resolution adopting Budget ........7- eese D 15-16 
1953 Municipal Budget ee D 18-41 
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Page 
CANCELLATIONS— 

Delinquent taxes deemed not collectible ...... A2; C4; D2; Е 10; ЈА 
Taxes against property at 187 Wickliffe Street 55555555555... C 18 
Contract awarded to S. H. Grossman, Ine. 2..о2...ы C 14 
$38,000 assessment against property at 146-150 Clinton Avenue ........ D 3 
$168.50 repairs for water connection at 676 So. 16th Street ...................... J 13 
Assessment on property at 83-35 Scheerer Avenue .................................... J 18 
Delinquent taxes deemed not collectible ............................... .. К 13 
Unexpended balances in various budget appropriations L 19 
Delinquent taxes deemed not collectible .............. sss L 26 


CERTIFICATE OF RESULTS— 


te 


Elected Members of Board of Commissioners Ne Е 


CHANGE OF NAME— 


Helen 5. Pfeifer to Helen S. Mason 2... F 14 
COMMUNICATIONS— 
Notification of coverage by insurance by the Transcontinental 
Gas Pipe Line Corp ........ „лилии ааа J 9 
Result of vote on Charter Referendum RN K 1 
Result of vote on question of increase in salary for members 
of Fire and Police Division tt K 2 


CONDEMNATION PROCEEDINGS— 


Property at 1-7 Anthony Street seem tht nennen аз 
Property at 1-5 Ropes Place ....... ии лини линии tere teint tnn H 11 
CONTRACTS— - 

With Samuel Klein and Co. for audit of accounts sss 2 
With Johnson and Dellaman, Inc. for 1 suction pump 3 
With Mathieson Chemical Corp. and American Oil and Supply 

Co. for chlorine and ammonia ......... лианы, А 3 
With Clinton Square Auto Parts Corp. and Ajax Storage 

Battery Corp. for batteries ...... sse eene nenne A 3 
With S. Н. Grossman, Inc. for Plymouth and Dodge vehicles .................... А 8 
With І. Катап and Sons, Inc. for photographie supplies .................... A 8 
With Lackawana Press, Inc. for printing and binding minutes 

of Board of Commissioner meetings ........................................... 3 
With Foley Chevrolet Motor Sales Co. for 1 Chevrolet truck 3 
With Industrial Service and Supply Co. Colonial Sand and 

Stone Co, Inc for bulding materials А 3-4 
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With American Oil and Supply Co. and С. С. Winans Co. 
_ oo А 4 
With Troy Laundry Machinery Division-American Machine and 
Metals, Inc. for laundry equipment sse entrent A 4 
With Dave Stern Со., Inc., Hill Tire Co. and Chas. У. Krieg 
Co. for tires and tubes ............... ен А 4 
With Goldman's Drug Store, Jack ‘Braverman. and “со. "and 
Medical Service Co. for surgical supplies .pp A 4 
With Singac Auto Supply Co. for tractors, » snow-plow, trailer 
and mower .............. e. А 9 
With Kevah Kommer, ‘Ine. for tractor, mower, snow v blade and plow . А 9 


With Joseph Ricciardi, Felix Fox and Sons, Inc., Murray Paint 

and Wallpaper Supply, for paints and paint supplies ............................ A 9 
With Badger Meter Mf. Co., Hersey Mtg. Со. Neptune Meter 

Co., Worthington Gamon Division - Worthington Corp., and 

Rockwell Mfg. Co. for water meter parts 2.22.2222... А 9 
With Irving Electrical Supply Со. for supplies ................. . А 9 
With International Hoist and Machine Со., Inc. for 1 Air Compressor „А 9 
With McKesson and Robbins, Inc., Goldman’s Drug Store, James 

P. Smith and Bristol Labs, Inc. for drugs .......... sse ene B 4 
With Davis White Со. Gol Pak Corp, Lincoln Brisket Co., 

Martin Packing Co. and National Meat Supply Co. for meats 

and poultry 220400002000 а nennen trennt ннн ннн ыыы нана ныз, B 4 
With James P. Smith for X-Ray supplies ............... . B 4-5 
With Lackawanna Press, Inc. for printing 1952-53 Municipal Yearbook . В 5 
With Smith Tractor and Equipment Co. and North Jersey Equip- 


ment Co. for tractors 2ш... netten ttt setas нши tenni serere В 5 
With S. H. Grossman, Inc. for 1 Dodge Station Wagon ............. В 5 
With the М, 7, Bell Telephone Co. for auxiliary radio transmitter . ee С 6 
With Gallo Asphalt Co. for improvement of Manor Drive ........................ C 6 
With the Barrett Co. for re-roofing portion of City Hospital .... .. С 6 
With Adams Roofing for re-roofing Engine Со. Мо. 26 ... 20 6 
With West Side Printing House fot envelopes ............................................ C 6 
With Bayonne Plumbing Supply Co., Inc. for copper tubing .................... С 6 
With С. Wolber Co. for 50 House Journals … С 6 
With Eswell Kemp for plants ................ —————— —Q C 14 
With Davis White Co., Lair and Brydon, Martin Packing Co. and 

M. Reinfeld and Sons for meats and poultry oo. een О 14 
With Moore Business Forms, Inc. for forms 2222222... C 14 
With Associated Humane Societies of N. J. for maintenance 

of dog DO C 14 
With James McGrane for revision of T heating system in Bureau 

of Health building .. . әлемі. . D 8 
With Angelo Sammarco оға revision “of "plumbing "system i in 

Bureau of Health building .. ee 
With Frank A. Ball for cribs and beds NE ШО Ө 
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With Charles Momm and Sons for trees es D 8 
With Flagstaff Foods, Charles Levenstein Nut Co., Max Millinger 
and Weber Coffee Co., for groceries ...........аа ал ы D 3 
With Pontiac, Inc. for 1 Pontiac Station Wagon ој sess D 5 
With Vincent W. Rospond, Inc. for furnishing and installing 
service drains and water lines ли и D 11 
With Jack Braverman and Со. Medical Service Со. Inc, 
Goldman's Drug Store, McKesson Robbins, Inc., and Seidler 
Chemical] and Supply Co. for surgical supplies .........., 7 D 12 
With Barr Brothers, Fisher Cohn Co. and Simon Glove and 
Textile Co. for textiles |... esses neret иени nete ressent D 12 
With Hill Tire Со. Schwartz and Nagle, Inc, and David Stern 


Co., for tires and tubes Ne 
With A. P. Smith Mfg. Co. for valves 
With Kilpatrick and Clarkson, Inc. for printing traffic summons ........ 
With The Moore Bros. Co. for east iron pedestals ee 
With Dorsch King Co. for cement, P. Borden Co. for mineral 


filler, and Colonial Sand and Stone Co. for sand and broken stone ... D 12 
With Guardian Fence Co. for chain link fence wo sess D 43 
With Nesto Construction Co. for repaving Fairmount Avenue . . D 48 
With American Paving Corp. for repaving Harding Terrace ........... Р 48 
With Nesto Construction Co. for repaving Prince Street and 

Summer Avenue sse tenerte nnt tenete tht trece D 44 
With Natcha Machinery Со. for 1 tractor sess D 44 
With Industrial Service and Supply Co. for gravel .......... D 44 
With Flockhart Foundry Co. for manhole frames and covers ............... D 44 
With James P. Smith for X-Ray supplies oo... а D 44 
With The Warren Pipe and Foundry Corp. and U. S. Pipe and 

Foundry Co. for water pipe and fittings sss D 52 
With Picker X-Ray Corp. for medical equipment ле. D 52.58 
With The Blakiston Co., Inc, for First Aid Manuals and Civil 

Defense Manuals es D 53 
With McKesson and Robbins, Inc. and Charles Pfizer and Co., 

Ine. for drugs НИНА НИ D 53 
With Graubard's Ine. for officers caps and eovers ........................................ D 53 
With Тһе А. P. Smith Mfg. Co. for tapping sleeves, valves. 

and hydrants ...........222..2.мл00000 eth лилии D 53 


With National X-Ray Products Co. for 1 mobile X-Ray therapy unit... D 53 
With Davis White Со. Gol Pak Corp., and Martin Packing Co. 


for meats and poultry ..22222.......2...21...2.2.44224400000О0000000000000000000Р 0 Ғ D 53 
With Fisher-Cohen Company for towels SEIT 
With S. Н. Grossman, Inc, for one Dodge Truck ............2.2................ Е 17 
With Robert Bossert and Со, for repaving of Madison Avenue, 

Montclair Avenue, and Fifteenth Avenue es F 4 
With Nesto Construction Co. for repaving of Holland Street .................. F 4 
With Irving Electrical Supply Co. for electric fans F 4 
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With Flagstaff Foods, Charles Levenstein Nut Со. Max Mill- 
inger and Weber Coffee Co., for groceries ....... sess esee F 4-5 
' With Irving Electrical Supply Co. for cable .............. sse F5 
With Parking Meter Co. of М. J. for traffic control boxes and parts .... К 5 
With Couse and Bolter Co. for suction hose ....... esee Ғ 5 
With Industrial Service and Supply Со. for gravel and sand .................. Е 5 
With Colonial Sand and Stone Co., Inc. for cement topping .................... Е 5 
With William Young and Co. for repairs at Peddie Ditch ........................ F 10 

“With Samuel Klein and Co. for survey of Police and Firemens 
Pension Fund ин ылыан ннн нынын нинен ннн нынын нын. Е 12 
With Colyer-Roux Printing Co. for printing Public Welfare checks .... Е 12 
With Barton Press, Inc. for printing City Audit wc ш... F 12 

With Minnesota Mining and Manufacturing Co. for reflective 
sheeting ........sess eerte ertt НИ F 12 
With Н. С. Mooney Co. for paper products sss F 12 


With C. and І. Coal-Warren Ice and Trucking Со. Franklin 
International Coal Co. Wilbur Frederick’s and S. Smith 
Coal and Oil Co. for coal умылышым 
With Fisher Cohen Co. for mattresses and pillows ... 
With Fisher Baking Co. for bread, rolls and cake 
With Gol Pak Corp. Davis White Со. Lincoln Brisket and 


Lair and Brydon, for meats and poultry Ne F 18 
With Clinton Milk Co. for milk, cream and buttermilk ............................ Е 13 
With Robert McMahon Co. for painting pavement markings .................. G 4 
With Carracino and Zappulla for flagging contract .................................... G 4 
With Dietl and Kraft for refrigeration equipment .................................... G 4 


With Medical Service Co., Jack Braverman and Co., McKesson 
Robbins, Inc., and Seidler Chemical and Supply Co. for sur- 


gical supplies .......................а ааа G 4 
With The A. P. Smith Manufacturing Co. for valves .................................. G 4 
With НШ Tire Co, Dave Stern Co. Inc., and Royal Tire and 

Supply Co. for tires and tubes sse renes G 4 
With Dixie Uniform Co. and Fisher-Cohen Co. for textiles ...................... а 4 


With Е. Bowden Co., Colonial Sand and Stone Co., Dosch-King 
Co., Тпе., and Harrison Supply Co., for mineral filler, stone, 


sand and cement ...................„...... ы ыы а а наи G 4-5 
With City Tank Corp. for conveyor chains link belt assemblies .............. G 5 
With Industria] Service and Supply Co. and Colonial Sand and 

Stone Co., for building materials Le G 5 
With C. and Т, Coal-Warren Ice and Trucking Co. for kerosene oil ........ G 5 
With Burrough Adding Machine Co. for servicing all Bur- 

roughs Machines MM G 18 
With William Belott for street pavement restoration .................................. G 18 
With Nesto Construction Co. for paving Morris Avenue and 

Hennesy Street sess tete 2. G 18 
With Hannon Floor Covering Co. for linoleum floor covering .................. G 18 
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With the Interstate Lathing and Fireproofing Co. for furnishing 

and installing metal furring and lathing es G 18 
With S. Ackerman and Sons, Inc. for furnishing and installing 

fire escapes MEE 
With DeCozen Motor Co. for One 1953 Chrysler Sedan 2. 
With 5. Н. Grossman, Inc. for 2 Dodge sedans and 1 Dodge ‘truck … H 5 


With James P. Smith, McKesson-Robbins and General Medical 


Supply Company for drugs 2ә..........л2лаа 00 H 5 
With Gol-Pak Corp. Lair and Brydon, Martin Packing Co. 
and National Meat Supply Co. for meats and poultry ........................ H 5 


With National Dental Supply Co. for 1 X-Ray machine, 1 


exodentia chair and one surgical cuspidor ...... и sese H 5 
With Foley Chevrolet Motors Sales Co. for 1 Chevrolet sedan ........ H 5 
With Herdman Motor Co. for 2 Chevrolet sedans 2.2.22. Н 5 
With Graybar Electric Co., Inc. and Irving Electrical Supply 

Co. for cable and reels ............. sess eere nro entente netta thin H 5 
With S. Н. Grossman, Inc. for 1 Dodge sedan ....... sse H 11 


With Carl W. Bush Co, S. H. Grossman, Ine, Hagin and 

Koplin, Ine. and Smith Tractor and Equipment Со. for parts … Н 11-12 
With Jos. Rieciardi and Felix Fox and Sons for paints and 

paint supplies .................. ананан 
With Fischer Baking Co. for bread, rolls and cake .. 


With City Coal and Fuel Oil Co, C & I Coal Co. and 


Sterling Oil Terminal Corp. for fuel oil sse H 12 
With Manufacturers Specialties, Ine. and Esso Standard Oil 

Co. for anti-freeze and tire Chains essent H 12 
With Sanitation Control Service for rodent control ....2222.222.2.... H 12 
With Silvestri Contracting Company for construction of storm 

sewer in Cliff Street ............ анна ~ 12 
With Irving Electrical Supply "Co. dor "cable. И І 5 
With Mack International Motor Truck Corp. for Mack Truck parts ... І 5-6 
With Foley Chevrolet Motor Sales Co. for parts .................... esee. Г 6 
With Thomas ‘Edison, Inc. for 1 Edison Televoicewriter. ‘and 

1 Dise Secretarial Instrument о... ыы I 6 
With Borden's Farm Products of New Jersey for milk ee I 6 


With Joseph Hinkes for sale of ashes from Newark City Hospital ...... I 6 
With Pittsburg Pipe Cleaner Co. for survey and report on 

Millbrook Sewer .. ss. Г 18 
With Florence Pipe Foundry and "Machine. Co. “for | pipe e and fittings … l 20 
With Flagstaff Foods, Charles Levenstein Nut Co., Max Millinger 

and Weber Coffee Co. for groceries ............... sess. Г 20 
With Centriline Corporation for cleaning and lining "water 1 mains ........ I 20 
With’ Colonial Sand and Stone, Inc. for broken stone and ready 

mixed concrete ........................ I 
With Tidewater Associated Oil Co for gasoline I 
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With Dosch-King Co. Inc, Harrison Supply Co. and Colonial 
Sand and Stone Co. for cement, sand and stone . 


With Gol Pak Corporation, Lair and Brydon, Lincoln Brisket 

Co. and Martin Packing Co. for meats and poultry ..............2......1 
With Nesto Construction Co. for repaving of Mt. Vernon Place болы 
With Angelo Sammarco for installation of а new heating system .... 
With Gallo Asphalt Co. for repaving of South 20th Street ........................ 4 


With Hospital Equipment Co. and Central Scientific Company 
for laboratory equipment .. 


With Barr Вгоз., Fisher- Cohen Co. ‘for ‘miscellaneous textiles. " m 
With William D. Renner for З Resuscitators ......... eese 
With Universal Fire Equipment Co. for Gas Masks and equipment ... 


With American LaFrance Foamite Corp., Universal Fire Equip- 
ment Corp., Bi-Lateral Fire Hose Co., Eureka Fire Hose Div. 


of U. S, Rubber Co., and N. J. Fire Equipment Co., for fire hose ... 
With Hill Tire Co., Inc. and Dave Stern Co., Inc., for tires and tubes ... 
With American Sterilizer Co. for 2 sterilizers ............................................. 


With Wallace and Tiernan Co. for 1 Chlorine Residual Recorder, 


2 pumps, timer and valves .Nt 


With Jack Braverman and Co. Goldman's Drug Store, Medical 
Service Co., Ine, Livezey Surgical Co. and General Medical 


Supply Co., for surgical supplies о... ты 


With Lackawanna Press, Inc. for printing and binding minutes 
of Board of Commissioners for 1954 

With Parking Meter Co. of М. J. for Relay Switches and 
Service Cabinets ................ 


With General Baking Co. for bread, ‘rolls ‘and cake . 


With Quiet-Heet Manufacturing Corp. for 5 air conditioners 


With S. H. Grossman, Inc. for 1 1954 Dodge Sedan 
With Minnesota Mining and Manufacturing Co. for reflective 
sheeting .. 


With Typewriter and Office “Machine Co. “for printing payroll “checks ... 


With James McGrane for heating at Engine Co. Хо,9. 


With Vincent W. Rospond for installation of new cold water 
mains, pressure reducing station and water meter assembly 

With the woolsulate Corporation for accoustical treatment 
of ceiling areas in City Hall 

With Angelo Sammarco for installation of new cold water 
main in sub-basement of City Hall . 


With Newark Star Ledger for advertisement i in Industrial Review. 


With American Oil and Supply Co., C. С. Winans Со. for rock salt .. 


With R. R. Brant Co. for flashlights and whistles 
` With Gol-Pak Corp. Lair and Brydon, Lincoln Brisket Co., 

Martin Packing Co., National Meat and _ Supply Co» and 
V. and E. Market, for meats and poultry ... NN 


14B 


eg 6 


n 


& 


ik 


Y 


CUMULATIVE INDEX (Continued]—-— 


Page 
With Dosch-King Со. Harrison Supply Co. and Colonial Sand 
and Stone Co, for cement, stone and sand о... K 5 
With Vincent W. Rospond, Inc. for heating work in annex of 
Engine Co. №. 20 es K 5 
With Peter W. Kero, Inc., for blasting outlet channel in Echo 
Lake Reservoir инан neenr или линии K 5 


For new City Hospital Building, With Walter Kidde Cónstruc- 

tors, Inc., for general construction work; Schacht Steel Con- 

struction, Inc., for structural steel and miscellaneous iron and 

steel; James H. Merritt and Co. for plumbing and related 

work; August Arace and Sons, Inc. for heating, ventilating, 

air conditioning and refrigeration; Beach Electric Co., Inc. 

for electrical work; Watson Elevator Co., Ine. for elevators 

and dumbwaiters; S. Blickman, Inc. for kitchen equipment; 

Metalab Equipment Corp. for laboratory equipment; Ohio 

Chemieal and Surgical Equipment Co. for sterilizing equip- 

ment; the American Laundry Machine Co. for laundry equip- 

ment; Shampaine Co. for metal cases, cabinets and shelving; 

Keleket X-Ray Corp. for X-Ray equipment; General Electric 

Co. for X-Ray equipment; Walter Н. Hush for shades; Hos- | 

pital Equipment Co. for refrigerators sse K 5-6 
With American Oil and Supply Co., C. B. Winans Co. for rock salt .... К 14 
With General Electric Supply Co. for lighting fixtures and hangers . К 14 
With B. Katchen Iron Works, Inc. for furnishing and installing 


structural steel and miscellaneous iron work... sess K 14 
With National Marble Co. for marble and terrazzo work ........................ K 14 
With Clinton Milk Co. for dairy products 22... L 4 
With Industrial Service and Supply Co. and F. Bowden Co. | 

for building materials 2222220 eren ett LA 
With Universal Fire Equipment Corp. for 2 sirens .................................... Іі; 
With Hill Tire Co. for tes L 4 
With Flagstaff Foods, Max Millinger and Weber Coffee Co. 

for groceries esses tete rrt 4 
With Fisher-Cohen Co. for hospital furniture 4 
With Diamond T. of Newark, Elgin Sweeper Co., General Truck 

Service Corp. for parts sss reete end Less L4 
With American Hospital Supply Corp. for hospital equipment ................ L 4 
With New Jersey Fire Equipment Corp. for repair parts for fire truck.. L 4 
With Eureka Fire Hose Со. for fire hose ...................................................... L 4 
With A. Steiert and Son, Inc. for steel wire for sweeper ........................ L 4 
With Perdeco Displays, Inc. for rental and installation of 

Christmas decorations .......... ии линии ии лилии L4 
With Fisher Baking Co. for bread, rolls and cake ...................................... L 21 
With DeCozen Motor Co. for 1 1954 Chrysler .............................................. L 21 
With Halper Bros. апа Н. С. Mooney Co. for paper products L 21 
With Wilham D. Renner for 8 resuscitators Т, 21 


15В 


CUMULATIVE INDEX (Continued] —— 


With Dale and Rankin, Inc. for 1 spreader Ne L 21 
With North Jersey Equipment Co. for 1 American Vacuum 

Leaf Leader ee 
With Herbert L. Farkas for folding cots 
With Diehl and Sons, Inc. for 1 lift hoist, 3 containers, 1 Multi- 


Carry container, 6 special containers ee .. L 21-22 
With American-La-France-Foamite Corp. for ladders and parts ................ L 22 
With the Cumming Co. for refuse receptacles, can carriers and 

spare wheel L 22 
With Parking Meter Co. of М. J. for parts sse eee L 22 
With Lair and Brydon, Lincoln Brisket Co., Martin Packing Co., 

and National Meat Supply Co. for meats and poultry .......................... L 22 
With S. Н. Grossman, Inc. for 1 1954 Dodge Sedan .................................... L 22 


With Mathieson Chemical Corp. and American Oil and Supply 

Co. for chlorine или eene tentent tret retenta trie tete entrate 
With Standard X-Ray Sales Co. for X-Ray supplies 
With MeCabe Boiler Corp. for 2 new smokestacks at City As- 

phalt plant and repairs to drier and heating kettles ................................ 
With Barton Press, Inc. for printing 1954 Municipal Yearbook . serene 
With Sweeney Boiler Repairs, Inc., for boiler repairs at Ivy Haven ....... 
With Hannon Floor Covering Co. for linoleum floor covering .................... 
With Fechtner Plumbing and Heating Co., for new leader connection .... L 23 


With Peter Wendel and Sons, Inc. for repairs ee L 23 
With U. S. Steel Corp., American Steel and Wire Divi. for re- 

pairs to chain link fence sesenta triente teeth L 23 
With Newark Sunday News for advertisement in annual Business, 

Industrial and Financial Review ee L 24 


With Schtiller and Plevy for re-roofing Board of Health Building .... L 26-27 


CONTRACT - RESCINDED— 


With Civil Defense Products, Ine, for stretcher-n-eots ...................... pe А 9 

For 9 Bank Ribbon Checkwriter, awarded to the Todd Co., Ine. ............ F4 
CONVEYANCE— 

Tract of land known as bed of Hollyhock Lane, to Board of 

Education ои ныннан ныс плите K 4 

CORRECTION— 

Date of publication of annual budget 22... D 2 
DESIGNATIONS— 


National State Bank as depository for funds of City Clerk's Office .. B 3 
Pamrapo Savings and Loan Association as depository for pub- 
lie funds of City sse tenente terere ttes entente tt tentat D 
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CUMULATIVE INDEX (Continued] — 


Depositories of Public Funds ш... ын ынена E 13 
Several banks and trust companies as depositories for funds of City .… H 1 
Arrow Savings and Loan Association as depository for public funds .... I 4-5 
Hopewell Building and Loan Association as depository for pub- 

Пс MM I 26 
Vineland Savings and Loan Association as depository for public funds .. J 12 
Representative Savings and Loan Association as one of de- 


positories for public funds ....2.421......4..Һ..41.1.2.2..000000000:С00000000000000000000000000002 K 13 
DISCUSSION— 

Re sums of money in Capital Account ..22....л. eee С 18 

On contracts for new City Hospital ........ sss D 49-50 


By Board of Commissioners regarding retirement of 2 city employees .. Е 6 
By Commissioners and Corporation Counsel on zoning matter 
pertaining to Rain or Shine Box Lunch Со. .......,21 7 ] s G 11-12 


EXTENSIONS GRANTED-— 


On tax sale certificate No. 87818 ....... или инине. D 11 
On tax sale certificate No. 32108 .222әҘҙҙӛӚӛӚ......о0::7::0Шш D 44 
Tax sale certificate No. 4138 ....... 1. 7 ^ seem F 11 
On tax sale certificate Nos, 8278, 21499, 33866, and 23064 .. . а 3-4 
On tax sale certificate nos. 20080, 28943 and 33332 ................ . H 4 
On tax sale certificate No. 28088 .2.222...ә.о...0Ш 1 28 
On tax sale certificates No. 19975, 7528 _........... шыннан. J 12 
On tax sale certificate Nos 4138 and 23064 .................2.2.........4...01... L 20 
FORECLOSURES— 
Several properties as per In Rem Tax foreclosure act ............................ р 2 


LEASE EXTENDED— А 
With Michael Ј. and Mary C. McGovern for premises at 125- 


127 Morris Avenue 2....01мм......00.2.0 00000 entere tremere ЫЫ B 3-4 
With McMahan-McCann Stove Co. for premises at 549-551 Broadway . B 4 
With Selio Garber for premises at 224-226 Chadwick Avenue ..........a0esos0. B 4 
With William Н. and Margaret E. Reynolds for premises 276- 

282 Fabyan Расе ........ sse seen ennt нинин ннн ныны нын 4 
With Nary Zimcler for premises 13-17 Hanford Street : 4 
For premises at 9-11-13 Grant Avenue ли 2. 5 
For premises at 29-33 Rankin Street |... 5 
With Angelo Grande and Nicholas Grande for premises at 241- 

255 Berkeley Avenue Ne І 5 

. With Peter 7. Dodd for premises at 33-47 Tiffany Boulevard І 5 
For premises at 85 Ferry Street, 131-133 Watson Avenue J 16 
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Page 
LEAVE OF ABSENCE— 
Granted to Michael P. Ryan as Fireman te E 13 
Granted to John P. Vogel as Captain in Fire Division wo... E 13 
Granted to Henry А. Kaplan of Health Department ................................ E 13, 18 
Granted to Leonard Brazell Department of Public Affairs, 
Harry Dudkin as Deputy Court Clerk and Mariano J. Rinaldi 
as Deputy Court Clerk шашыннын нынын ны н нынын F 5 
LEGAL ACTION— 
Authorizes appeal from dismissal of complaint filed by City 
against Arthur Н. Padula and Garden Construction Company ............ B 3 
MEETINGS— 
January 7 A 1 
January 21st А 6 
February 4th B 1 
February 18th В 9 
March 4th C 1 
March 18th C 11 
March 23rd C 19 
April 1st ...... ӘӘ 1 
April 15% ..22..2..2....2...4.......02.0000 НИ D 10 
April 22nd ettet ttt лан D 15 
April 29th ... D 42 
May 6th .... D 49 
May 13th .. m . D 51 
May 19th UO E 1 
Мау 27th RR E 16 
June 10th ... F 1 
June 24th ee HERREN F9 
July St G 1 
Ja G 13 
August 5th cs H 1 
August 19th .... H 9 
September 2 I1 
September 16th oc cceccscsssssssssesssessesceusessceesesscceceecescssevesscacvstetavesenssitaticeusvecsnevees I 18 
September 30th .... I 24 
October 14 も 0 J 1 
October 28th НИНА J 9 
November 10th .. K 1 
November 25th K 12 
December 9th .... L1 
December 23rd L 16 
December 30th L 86 
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CUMULATIVE INDEX (Continued) 


NAME CHANGE AUTHORIZED— 


Tony Rubino to Antonio Rubinaccio .................212222... 
Patrolman Theodore Alfred Wojtach to Theodore Alfred Weathers ... 


NEGOTIATION AUTHORIZED— 
With М. J. Turnpike Authority for 44 acres of land .................................... 


NOTIFICATION AUTHORIZED— 


To John D. Beytiges and Victory Optical Mfg. Co. for hearing 
to be held on erroneous tax payment 22... əл 


OFFER ACCEPTED— 


$5,800 from Turnpike Authority for property at 2-50 Ruther- 

ford Street . гө. 
From The National State. Bank of Newark and “Associates 

for purchase of $625,000 Bonds of City sees H 
$2,900 from N. J. Highway Authority for purchase of land at 

30.32 South Devine Street .. ee 
From Church of Our Lady of Good "Counsel for purchase of 

land at 38-41 Carteret Street |... esee eene eee 
From the Church of Our Lady of God Counsel to purchase land 

at 38-41 Carteret Street sessi tente ene teret tti 


ORDINANCE - INTRODUCED FOR INFORMATION— 
Amends Zoning Ordinance of City 2... 0 


ORDINANCES - FIRST READING— 


Authorizes reconstruction of existing building used by Bureau 
of Health 
Supplements ordinance establishing street names, affecting 
Voorhees Street REM 
Grants permission to Devoe and Raynolds Co. to construct con- 
veyor bridge over Delaney Street . "m 
Provides for vacation of part of Lum Street . . 2. 
Amends ordinance creating positions in various | bureaus of De- 
partment of Public Safety 2... ыы 


Amends revised ordinances of City у... н. B 


Relates to increments in salaries of employees .............. 2 
Grants permission to Lehigh Valley Railroad Co. to construct 
and maintain freight siding ...о...... шаш 
Grants permission to P. Ballantine and Sons to construct and 
maintain a conveyor bridge 
Authorizes improvements on Hennesy Street 
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Page 
Authorizes improvements on Jabez Street RN 
Authorizes improvement on Hennesy Street ..................61 
Authorizes improvements on Avenue I ...................... ees GAL 
Amends ordinance including election day « on | which barber shops 
should be closed . ees D 1 
Appropriates $11, 350 as  Newark's. share. of cost of relocating 
Joint Trunk Sewer .............. wee D 1 
Amends ordinance fixing sizes S of soil, vent and waste pipe “stacks | nm D 1 
Appropriates $16,295 for chain link fence at Ivy Haven .............................. 1 


Amends ordinances affecting positions in various departments . 
Amends ordinance fixing traffic regulations 222220 
Amends ordinance regulating rooming houses ..22222222.2м4212.2...7 0401100) 
Authorizes construction of storm sewer in Cliff Street .. .. 
Appropriates $950 for Bureau of Sanitation 2.22.2222. 
Creates Medical Center and provides for designation and opera- 


tion thereof ....... sse enmt tte нинин но и ннн F1 
Authorizes improvements to water supply system ee F 9 
Establishes Bureau of Streets and Surveys 2.2220... F 9 


Provides for vacation, release and extinguishment of public 
rights of and in an alley shown on map of property of 


Thomas У, Johnson pp Ғ 9 
Grants permission to P. Ballantine and Sons to lay and main- 

tain transite ducts .......... ии ити тиши линии G 1 
Appropriates $7,000 for acquiring land for City Railway ОНИН G 1 
Provides for vacation of part of Warwick Street sss 1 
Coneerns compensation of members of Board " "Assessment 

for Local Improvements ................... 2 
Appropriates $8,000 for fire escape on n Nurses’ ‘Home НН G 2 
Appropriates $5,648.14 for reconstruction Peddie Diteh Culvert 

at Termina] Street .2.22Д.....0.0Л00М0001М000 Шаты теа а 2 
Appropriates $23,150 for new equipment and furnishings for 

Board of Health ...о.о...лл000ҙыемлташ шиши нышынын нынын G 2 
Amend Ordinances creating positions in various city departments .... С 13-14 
Appropriates $2,765,000 and $900,000 for school purposes .......................... G 14 
Amends Section 7.11 of Revised Ordinances ә... ы G 14 
Grants permission to Federal Electric Products Co., to install 

and maintain transite pipes ............... ee G 14 
Fixes salaries of certain officers and | members. of the Police | 

and Fire Divisions ............. ен. Г L 
Authorizes the acquisition and. installation. of à new ; equipment 

for City Buildings 2... ы I 1 
Amends ordinance creating Division of Dog Control леш I 1 
Appropriates $3,700 for improvement to Courtroom in Fifth Police 

Precinct Building ........ eese nee tetra ыы. I 1-2 
Appropriates $27,807.28 for improvements on Mount Vernon Place ........ I 2 
Amends Section 15.588 of Revised Ordinances 2... 22.2 I 2 
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CUMULATIVE INDEX (Continued) 


Page 
Authorizes reconstruction of first floor of City Hall ................................ I 13 
Establishes vacation leave for city employees .......... sese I 18 
Appropriates $4,000 for roof on main building of Board of Health ........ J 1 


Provides for vacation of part of Legal Street, Meeker Street, 

Avenue H, Halsey's Court, Hollyhock Street, parts of Morris 

Avenue, Lewis Street, Lillie Street and Livingston Street .................... J 1-2 
Amend ordinances creating positions various bureaus of the 

Departments of Public Affairs, Parks and Public Property, 

Public Works and Public Safety .. e sess. J 9-10 
Appropriates $2,500 for new boiler at Fire “House located at 

Court and Nevada Streets ................................ 
Amends section 22.70 of revised ordinances 
Appropriates $6,900 for the construction of lighting facilities in 

Tax Billing Department, City AL K 12 
Appropriates $2,505 for reconstruction of boiler of steam heat- 

ing plant at Ivy Haven ............ NEM 
Amends section 4.16 of Article n of revised “ordinances . 
Amends ordinance creating permanent positions in various 


bureaus of Department of Public Affairs ....... esses K 12 
Provides for vacation of part of Noble Street RN 
Appropriates $1,038.75 for new boiler at fire house ........................................ L1 
Amends ordinance creating permanent positions in various 

bureaus of the Department of Revenue and Finance .............................. L 1-2 
Amends ordinance creating permanent positions in various 

bureaus of the Department of Parks and Public Property .................... L2 


ORDINANCE - SECOND READING—- 


Provides for vacation of part of Noble Street 6 


ORDINANCES - FINAL READING— 


Authorizes reconstruction of existing building at 77 Arlington Street .. В 1 


Supplements ordinances establishing street names .................................... B 1 
Grants permission to Devoe and Raynolds Co., Inc. to construct 

and maintain conveyor bridge over Delancey Street .................................... B 1 
Provides for vacation of part of Lum Street ................................................ B 1-2 
Amends ordinance creating positions in various bureaus of 
Department of Public Safety 1222222222222.22440.1212.2014041.-.0 020702400000 ttti B 2 
Supplements ordinance establishing street names ........................................ Сз 
Amends revised ordinances of City лиле eet ttes Сз 
Grants permission to Lehigh Valley Railroad Co. to construct 

freight siding аа. ааа € 11 
Grants permission to P. Ballantine and Sons to construct and 

maintain a conveyor bridge C 11 
Frovides for improvements on Hennesy Street р 2 
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Page 
Amends ordinance providing for closing of barber shops on 
general election day eee 
Appropriates funds for Newark's share " relocating joint 
trunk sewer ................ PAREN D 10 
Amends revised ordinances of City .. D 10, 51 
Appropriates $16,295 for certain improvements .......... MEME .. D 19 
Amends ordinance relating to aleoholie beverage licenses ............................ D 42 
Supplements ordinance covering rooming houses .............. . D 42 
Authorizes construction of storm sewer in Cliff Street ............. . D 42 
Appropriates $950 for equipment for Bureau of Sanitation ........................ D 42 
Creates Medical Center and provides for official designation 
and operation thereof .ee F 9 
Authorizes issuance of $350,000 of bonds for improvements to 
water supply system .................... анна G 2 
Establishes а Bureau of Streets and surveys in the Department 
of Publie Works ou... еее. @ 2 
Grants permission to P. Ballantine and Sons to lay and 1 main- 
tain transit ducts Шиинин ынын tentent teta тет на G 14 
Authorizes appropriations for acquiring land for City Railway ........... G 14 
Concerns the compensation of members of the Board of Assess- 
ments for Local Improvements NG 14 
Authorizes appropriation for purchase of file e escapes on Nurses 
Home of Newark City Hospital ............ sess esset trees G 14 
Authorizes appropriation to pay the cost of reconstructing the 
Peddie Ditch Culvert at Terminal Street NG 15 
Authorizes appropriation for equipment and furnishings for 
Board of Health es G 15 
Appropriates $2,765,000 and $900,000 for school purposes .......................... H 2 
Amends Section 7.11 of the Revised Ordinances .............................................. Н 9 
Grants permission to Federal Electric Produets Co. to instal! 
and maintain transite pipes .............. eese H 2 
Fixes salaries of certain officers and members. “оғ “the Police 
and Fire Divisions д... ныл ныннан ана ннн нунан І 14 


Authorizes the acquisition and installation of new equipment 

for City Buildings 
Amends ordinance creating the Division of Dog Control 
Appropriates $3,700 for improvements to Courtroom in 5th 


Police Precinct Building .. se ee Г 14 
Makes appropriation to improve • portion of "Mount Vernon Place eene I 14 
Amends Section 15.588 of Revised Ordinances .RN I 14 


Provides for vacation of part of Warwick Street .... 
Establishes vacation leave for city employees 


Authorizes reconstruction of first floor of City Hall sss J 3 
Amending ordinances creating permanent position in various 
City departments ie 
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CUMULATIVE INDEX (Continued]—— 


Authorizes appropriation for new roof on main building of De- 

partment of Health ............. ossi rentre tnter tenete etait ga J 10 
Provides for vacation of part of Legal St., Meeker St., Avenue 

H, Halsey's Court, Hollyhock St., parts of Morris Ave., Lewis 

St., Lillie St., Livingston St., and property on map of property 

of Thomas V. Johnson ss J 10-11 
Amend ordinances creating permanent positions in various 

bureaus of Department of Public Affairs, Parks and Public - 

Property, Public Works and Publie Safety .. ee пе K 9-2 
Makes appropriation for purchase and installation of new ; boiler 


at Fire House located at Court and Nevada Streets .. 8 
Amends Section 22.70 of Revised Ordinances .................................................... 3 
Appropriates $6,900 for construction of lighting facilities in Tax 

Billing Department 2.2220... Ды или L23 
Appropriates $2,505 for reconstruction of boiler at Ivy Haven ................ 工 2 
Amends revised ordinances of Oi L 2 
Amends ordinance creating positions in Various bureaus of 

Department of Public Affairs 2... L2 
Approves appropriation for new boiler at Fire House at Court | 

and Nevada Streets sess retener reete tert ы L 16 


Amends ordinances creating permanent positions in various 
bureaus of Departments of Revenue and Finance and Parks 
and Public Property ........... ини 

Provides for vacation of part of Noble Street 


ORDINANCES - DEFERRED— 


Limits number of club liquor licenses .............. esset D 1, 10 
Provides for paving of I Street .....ә.әəәл м. D 2, 10 
Amends ordinances affecting salaries and positions of em- 

ployees in various departments ..................................... А .. D 10, 42, 49 
Amends ordinance relating to traffic regulations 22222022. р 42 
Provides for vacation, release and extinguishment of publie 

rights of and in an alley on map of property of Thomas V. Johnson.. G 2, 15 


Provides for vacation of part of Warwick Street ............................................ G 14 
Affecting permanent positions in various city departments esee H 1-2, 9-10 
Provides for vacation of part of Warwick Street ........................................ H 2.3 
Provides for vacation, release and extinguishment of public 

rights of and in an alley shown on map of property of 

Thomas V. Johnson ш... иу нии ын нн к ны снн унн ынын H 10 
Affecting permanent positions in various city departments I 2-8, 13-14, 24-25 
Provides for vacation of part of Warwick Street .................................... I3, 14-15 
Provides for vacation of alley on map of property cf 

Thomas V. Johnson шишин ынын енын нанынан к ны н І 15 
Authorizes reconstruction of first floor of City Hall 124 
Provides for vacation of property on map of property of 

Thomas V Johnson J 2-3 
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Page 
ORDINANCES - STRICKEN— 

Relating to salary increments for employees ............. ssec ‚ 11 
Authorizing improvements on Hennesy Street ........... sess C 11 
Authorizing improvements of Avenue 1 ....... 2^... Я C 11 
Provides for improvements to Avenue 1.............. D 42 
Amending ordinances affecting salaries and positions of em- 

ployees in various departments ee D 51 

PAYMENT AUTHORIZED— 

$318.32 to Victory Optical Manufacturing Co. for erroneous 

tax payment ssec teret tenent tentent nette ttti tente ternas В 2 
$50,311.20 to М. J. State Division of Civil Defense for medical order ... В 3 
$605.71 to S. Arthur Stern, Trustee for Cords, Ltd. .....22....2.....2........ C 4 
$95,000 to Albert and Violet S. Kleme for property ee C 4-5 
$106 to Federated Metals Division .ee D 2 
$1,543.80 to Grover Investment Corp. for tax certificate ......... грип 
$15,000 to Mary Sweeney for property at 112 Cabinet Street .. ... D 52 
$105.86 to Lawyer-Clinton Title Ins. Co for search fees ....................... D 52 
$120 cost to Adams Theatre Company әҙә. ә E 18 
$1,577.95 to Samuel Weitzman for salary due Arthur Viscide ................ E 18 
$282 for 2 fellowships in Rutgers Workshop in Human Relations ............ F 11 
$1,282.50 to the Essex County American Legion for expenses 

of publie parade ee H 4 
$29,484 for relocation of water mains ................. тии ниче I 16 
To Charter Commission for printing and mailing summary of 

final report sessi eere еаеатиетчиҡҡжм tte ы 
$176 to Ivan Holding Co. for judgment ............... esent 
$611 to the Indemnity Insurance Co. of North America 
$551.75 increased contract cost to Silvestri Contracting Co. .................... L 28 


PENSIONS GRANTED— 


To Fred Wallace, laborer in Division of Water ...2222...........2221. А 4 
To Raffaele Sibilia, laborer, Division of Sewerg .............................. В 6 
То Margaret Bardsley, cleaner in Bureau of Public Buildings ст 
То James Shefter, laborer, Bureau of Sanitation ......................... C 7 
To Frank Speziale, foreman, Bureau of Sanitation ee с 7 
To John С, Elliott, laborer, Bureau of Sanitation сене С 14 
Dr. William R. Ferguson, Medical Director, City Hospital ........................ D 3 
Магу V. Bronson, Department of Health лане .. D 12 
Alice Heffron, Bureau of Public Buildings .Re D 12 
To Thomas Galante, laborer in Bureau of Sanitation; George 

І. Little, laborer in Division of Water; Walter Card, laborer 

in Division of Water .ee G 5 
To Rose McNamara, cleaner in Bureau of Public Buildings .............. H 18 
То Dr. Harold А. Tarbel, Chief Bacteriologist, Bureau of Health ............ I ё 
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To Charles L. Bird, laborer-driver, Bureau of Sanitation I 20 
To Margaret McNally, cleaner in Bureau of Public Buildings .................... I 20 
To John Williams, laborer in Bureau of Sanitation ee 1 28 
To Paul Rucker, former laborer for City " 
To Frank Goff, Chauffeur, Division of Water sess J 16 
To Guiseppe Albanese, maintenance worker, Department of Parks 

and Public Property ......... ил esses tta tentent tritt teri teneo tenti L 6 


PERMISSION GRANTED— 


To Committee of St. Sebastian Society of St. Lucy’s Church 

to conduct fireworks display eee A 2 
To Society of Maria S. S. Del Carmine of St. Lucy's Church, 

Society of St. Anthony of St. Joseph's Church, and to Civie 


Clubs Council, to conduct fireworks displays ......... sss F 8 

To Society of Mount Vergine of Our Lady of Mount Carmel 
Church to conduct fireworks display ee G 3 

To Society of Maria S. S. Della Neve and S. Gusseppe of St. 
Lucy’s Church to conduct fireworks display сиинин. G 3 

То Committee of Society of St. Rocco of St. Lucy's Church to 
Conduct fireworks display 20... ыы G 17 

: То Feast Committee of St. Filippo D'Agira of St. Rocco's Church 
‘to conduct fireworks display occ esses H 11 


To Society Maria S. S. Addolorata of St. Rocco's Church, Feast 

Committee of St. Michael of St. Lucy’s Church, Feast Com- 

mittee of San Cataldo of St. Roceo's Church, and Society of 

Pennese of St. Roceo's Church, to conduct fireworks displays ............ I 5 
To the Feast Committee of St. Gerard of St. Lucy's Church and 

Society Maria S. S. Addolorata of St. Rocco's Church to con- 

duet fireworks display te I 26 


PETTY CASH FUND— `’ 


Established for Law Department ee А 2 
Established for the Director's Office, Department of Parks 

and Public Property 2..әәӛӚ700ғ. ы ылы е G 8 
For Folice Division, Department of Public Safety oo... eee L 18-19 


PLANS AND SPECIFICATIONS APPROVED— 


For improvement of Summer Avenue, Harding Terrace, Fair- 


mount Avenue and Prince Street |... enne C 5-6 
For improvement of Holland Street se C 13 
For improvement of Fifteenth Avenue sess eren C 18-14 
For the improvement of South Twentieth Street .......... esses H 4-5 


PROMISSORY NOTES— 


$35,000, $5,000, $431,000 and $40,000 for school purposes C 4, 12, 13 
$4,735,855 for school purposes D 11 
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: Page 
$25,000, $994,000, $783,000 and $325,000 for school purposes ........... .. F 2-8, 10 
$600,000, $835,000 for school purposes .RN І3-4 
$5,000, $40,000 and $756,000 for school purposes .......... . I 25.26 
$302,085, $150,000, and $10,000 for school purposes ........................................ J 12 
$994,000 and $325,000 for school purposes ............ eem L 17, 18 
PROMOTIONS— 
20 sergeants to lieutenants, Department of Public Safety ............................ D 3 
21 patrolmen to sergeants, Department of Public Safety ............................ D 3 
Lts. Patrick J. Grady, Charles E. Kelly and Bernard J. Mulvaney 
to Captain in the Police Division 2.2... ыш Е 6 
Matthew A. Farley and 7 others from fireman to Captain in 
the Fire Division .. а. senes Е 6 
Frederick C. Pickel, Jr. and. 15 “others ‘to "Lieutenant. in "ihe. 
Police Division ............. . H 12 


Charles H. Eagan and Frank Conville to Captain ir in i the Fire Division . I 28 


PURCHASE AUTHORIZED— 


Property required for construction of loop and station for city railway B 13 
Material for repairs at Hayes Park East Pool .............. 2 ^... 

Electric Fans in the amount of $12,000 .................. 
Tract of land from Santa and Joseph Mostaccio | 
Tract of land from Julius and Antia Kielb oo esses 


REFUNDS— 

$247.50 to Perdeco, Inc. for deposit left on bid occ sss А ? 
$412.75 to Harry Thall for deposit on house sewer connection ................ B 3 
$13.00 to Anallone and DeFelippis for fee on building permit ................ B 3 
$80.55 to Guyton Callahan Post No. 152 American Legion for 

fee on club liquor license . " eese В 3 
$86.30 to Calabrese, LaMonica, ‘Daidone Amvet Post Мо. 56, Ine. 

for fee on club liquor license . e 3 
$500 to Yeager and Elman for deposit left q on n bid . NER B 13 
$585 to Jack Kuper and $650 to I. Alper Co., Inc. for deposit 

left оп bd С 5 
$700 to Lake Tamarack for deposit left on bid ...............................1.......... C 13 
Deposits left on bids for property .......2...... ыш D 4 
$343 to Adams Roofing and $425 to Atlas Roofing for deposits 

left on bd D 11 
$2.50 to Anthony Sandola for building permit ............... sess D 11 
$40 to Cities Service Oil CO D 48 
$400 to Elizabeth I. Pulverman for fines „р 48 
$391.78 to Michael Manfro, Jr. on liquor license ............. esee E 17 
$2,370 to MacMaster Co., Inc. for deposit left on bid ................................... F 4 
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$185 to John Salvato Ass’n., Inc. for deposit on liquor license ................ F 10 
$450 to Jerome Pokras and Arthur E. Arens for deposit on 
Jiquor license ...................24..4.41.0200.444.(.)(.4.4.4 4. өл ы а кə нен мə əке м əн кенені ees F 10 
$10.00 to Patsy Turiello for fuel oil tank fee ....... LH 5 
$5.00 to Paul Goldstein for building permit fee ee H 11 
$545 to Е. & W. V. Engelberger Со. for deposit ........1.. ])/)B see ни 
$50 to Felipe Navalta for deposit .. 1 
$400 to Keystone Sanitation Control for deposit left on bid .................... H i1 


On liquor license fees to the following: $2.74 to Matteo Gesumaria; 

$2.74 to Elmer В. Swann; $2.74 to Carmen LaFalce and Jerry 

Delane; $12.33 to New Romanian, Inc.; $2.74 to Ludwig D. 

Barth; $1.37 to Ernest W. Jones; $2.74 to Marion M. and Ray- 

mond C. Stirrat; $2.74 to Norwood Inn, Inc., $12.33 to Parkway 

Inn; $12.33 to Bill and Shirley’s Bar; $12.33 to Famous Door, 

Inc.; $4.93 to John A. Paolercio Ass’n., Inc.; $6.85 to Pal Moe 

Bar and Grill; $6.85 to 59 Club, Inc.; $6.85 to New Club 53; 

$3.29 to St. Lucy’s Holy Name Society; $6.85 to Philip Perilli; 

$12.33 to Lou Carlo’s, Inc.; $6.85 to Century Round Bar and 

Restaurant, ne I 17-19 
$20.14 to Megaro Welfare Association on liquor license fee .. 
For deposits left on liquor license fees to several licensees 
$5.00 to Julius Finkelstein on unused building permit 
$2,000 to Culmae Salvage Co. for deposit left on bid 
$20 to Jacob А. Cecere for deposit left on tap fee ............ 


REMARKS— 


By Commissioner Moran on Board of Local Assistance seee А 4-5 
By Commissioners on appointment of Ass’t, Corporation Counsels 
By Commissioners Ellenstein and Franklin on appointment of 
Director of Public Affairs |... eere eene nns E 4 
By Commissioner Franklin on allocation of Bureaus in Depart- 
ment of Public Works .................. нини кыныннан 
By Commissioner Franklin on construction of new City Hospital ......... 
By Commissioners on appointments to Board of Adjustment ................ 
By Commissioners on Tax Board appointments 


REPORTS— 


Statement of Cash Receipts for November, 1952 
City Officers for December, 1952 ................................ 
Receipts and Disbursements for December, 1952 
Receipts and Disbursements for January, 1958 ..:. . 
Cash Receipts for December, 1952 ee 
City Officers for January, 1958 |... enne nnne ttn 
City Officers for February, 1958 .......................... 

Кесеірів and Disbursements for February, 1953 
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Cash Receipts for January, 1953 ..................... 
Receipts and Disbursements for March, 1953 
City Officers reports for March, 1953 ..2.....2.222...2......... 
Cash Receipts for February, 1958 ............ еее ннн 


City Officers for April, 1953 
Receipts and Disbursements for April, 1953 
Cash Receipts for March, 1958 ................л.. ааа 
Cash Receipts for April, 1953 . 
Receipts and Disbursements for May, 1953 . 
City Officers reports for Мау, 1953 ................. 
Cash Receipts for May, 1988 .es 
City Officers for June, 1953 .. 
Receipts and Disbursements for June, 1958 . 
City Officers for July, 1953 ........................... 
Receipts and Disbursements for July, 1953 .. 
Cash Receipts for June, 1958 . NR 
City Officers reports for August, 1958. ИИ 
1952 Audit of City ーー 
Cash Receipts for July, 1953 .. RF 
Receipts and Disbursements for August, 1953. REN 
Receipts and Disbursements for September, 1953 .. А 
City Officers for September, October, 1958 ....................2....... 


E 18 


Cash Receipts for August, 1958 .ee 
Cash Receipts for September, 1953 ....................... 
Receipts and Disbursements for October, 1953 ... ^ 
Report of Ward Commission 2.ол...а т” enne teens ее. 
RESIGNATIONS— 
Toussaint Ware, Executive Clerk, Department of Parks and 
Public Property .....о.л..л.аы eterni thea tisse tette nates cete eene ins 
RESOLUTIONS— 
Authorizes Law Department to take steps to acquire prop- 
erties for new City Hospital .............. sess eene eee 
Requests Housing Authority to grant preference to families 
now residing in structures about to be condemned ............................... 
Extends time for payment by ABR Corporation for premises 
on Broad Street ........... ғы 


Authorizes Dr. Abraham б. Chmelnik to sign narcotics requisi- 
tions and to execute applications for permits and other docu- 
ments required by the Internal Revenue Bureau and the 
Alcohol Tax Unit .. 


Board of School Estimate "appropriations. for 1958. 1954 and for 


period January to June, 1953, and estimate on amount to 
be raised іп 1953 tax 1eY ダ ee 
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Protests anti-semitic policy of the Soviet and its satellites ................ B 11-12 
Disapproves plans proposed for throughways and highways in City ... B 12 
Recommends amendments to Committee of the М. J. State 

League of Municipalities ............................. а 
Opposes passage of Senate No. 97 and Assembly No. 162 
States that City does not object to institution of suit by 2 city 


employees RENE C 5 
Requests time to study Assembly Bill Ко. 448. ........................н C 12 
Requests Housing Authority to relocate low-income veterans families .. C 14 
States approval of Senate Bill No. 295 sse C 19-20 
Approves Municipal Budget Ne С 21 
Objects to proposed action of Federal Government in limiting 

construction of low rent housing .......... .. D 42 
Opposes Senate bills No. 817-818-810..22222.......2000Ш D 42 
Authorizes reimbursement of $108,871.05 to general operating 

account of the City |... sss teneret entente tenentes D 42-42 
Requests Housing Authority to lift limits fixed by regulations ................ D 48 
Approves redevelopment plan of the Newark Housing Authority ............ D 43 
Approves estimate of redevelopment expenditures for Branch 

Brook Park Redevelopment Project Ne D 43 
Requests Housing Authority to provide accommodations in Otto 

E. Kretchmer Homes DO D 44 
Appoints Civic Clubs Council of Newark to conduct 4th of July 

celebration Минин ныны нне ttti tnnt rente trt tette pest лилии D 52 
Designates Commissioner Leo P. Carlin as Mayor оне. E 1 
Designates Commissioner Meyer C. Ellenstein Director of the 

Department of Revenue and Finance ........ essere E 1 


Designates Salvatore A. Bontempo Director of the Department 
of Public Affairs 
Designates Leo P. Carlin Director of the Department of Public Мотка. Е 4 
Designates Pearce R. Franklin Director of the Department of 
Farks and Public Property ..022Лл2л22.0002000100000 Утлы E 
Designates John B. Keenan Director of Department of Public Safety .… E 
Designates bureaus allocated to Department of Publie Works ................ E 
E 
E 


Designates bureaus allocated to Department of Public Affairs 
Designates bureaus allocated to Department of Public Safety 
Designates bureaus allocated to Department of Parks and 

Public Property ....................... ланын н иин ннн. Е 
Designates bureaus allocated to Department of Revenue and Finance .. E 


Designates Gilbert W. Hewson Deputy Director of Department 
of Publie Works, Herbert Heilmann Deputy Director of the 
Department of Parks and Publie Property, James T. Owens 
Deputy Director of the Department of Public Safety, Jacob 
Lubetkin Deputy Director of the Department of Public Affairs Е 8 
Sets salary to be paid Board of Commussioners E 8-9 
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Page 
Provides for additional compensation to be paid the Director 
of Revenue and Finance ee E 9 
Appointing S. H. Lohman as member of Board of Assess- 
ments and Revision of Taxes 2... ы E 13 
Provides that new medical Center be named for Dr. Harrison 
S. Martland RR Е 15 
Designates Michael Salandra Deputy Director of the Depart- 
ment of Revenue and Finance .............. ен В 18 
Felieitates Bishop Stark on his consecration : as s Bishop Coadjutor еее Е 2 
Congratulates Frank Fischetta upon his designation as Worker 
Father of the Тел. ы № Я 
Opposes Assembly Bill A- 455 . Е 2 


Expresses objection to curtailment. of Federal aid for low “cost 
housing and slum clearance redevelopment .es F 6 
Authorizes Dr. Philip J. Santora to sign narcotic requisitions 


and to execute alcohol tax unit applications for permits ....................... F 11 
Authorizes advertising of Rent Control resolution лишен @ 5 
Extends rent control in City of Newark ee G 1B 


Gives consent to Trustees of the First Presbyterian Church 
to make tax appeal .. 

Authorizes Jack Slavitt to make tax appeals o on | behalf of City . 

Sets forth form of bond for School Bonds and Equipment Bonds ... 


Designates “Атајо A. Daniele Memorial Park" at Hunterdon 


Street, Springfield Avenue and Sixteenth Avenue лиле I 4 
Engages Samuel Klein and Co. to make audit and survey at 

Newark City Hospital .. КЕНЕН eee 14 
Appeals to Westinghouse ‘Corp. to continue. operation. of its 

Newark Plant . m ERE V 
Approves relocation of certain water n 8 I 16 
Requests the State Civil Defense Director to accept offer of 

the Administrator for rescue and training equipment ............................ I 16-17 
Proclaims Columbus Day a legal holiday ..............:. see I21 
Approves action of Newark Civil Defense Council in ordering 

training equipment ......222204.......1...0000.НҺ1(10(0180000М0000000448 :  350еӘƏƏы I 27-28 
Pledges Commission's support to Newark Community Playhouse ........ J 4 
Authorizes sale of police horse to Lambert Van Kirk 本 


Requests the State Civil Defense Director and the State Comp- 

troller to accept the offer of the Federal Administrator with 

respect to the purchase of Publie Information supplies, Com- 

munications Equipment and Fire Equipment ............ "eee J 5 
Sets retirement date of Dr. Harold A. Tarbell at October 4th, 1953 ...J 6 
States that City will cooperate to continue supply of water to 

City of Elizabeth .. ‚з ан d 18 
Petitions North Jersey District "Water “Supply “Commission | to 

prepare estimate of cost to City of new permanent water 

supply from proposed Round Valley Project .......22..2.............. J 13 
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Creates Newark Civil Defense Council .Ne J 18 
Requests the State Civil Defense Director and the State Comp- 

troller to accept the offer of the Federal Administrator with 

respect to purchase of educational films, warning signals, 

Health and Special Weapons equipment 22 ыə J 15-16 
Approves titles, salary ranges and salaries set forth for em- 

ployees in various bureaus of the Department of Public Af- 

fairs, Parks and Publie Property, Revenue and Finance, Public 

Safety, and Public Wo J 16-18 
States position and opinion that the commission form of govern- 

ment and amendments recommended by the League of Muni- 

cipalities is one of the best forms of government in this 

country and appropriate for the government of the City of 

Ne J 18 
Designates week of November 15th, 1958 as Happiness Week .................... K 3 
Authorizes the Law Department to take necessary steps toward 

collection of taxes due on property at 481-543 and 378-544 

Delancy Street, owned by Port of New York Authority ................... K 18 
Authorizes the Administrator of the Public Housing and Develop- 

ment Authority to зе! lands and premises at 24 Boyden Street .... K 14-15 
Congratulates the Anti Defamation League of B'nai Brith on 


its 40th Anniversary sese rne tenete tti hee tiennent ten K 15 
Directs cooperation with Newark Committee on Neighborhood 

Conservation and Rehabilitation ee L 3 
Requests Housing Authority to relocate 6 famliies st L 4 
Refer reports re improvement of several city streets to Board 

of Assessments for Local Improvements ................... = О 18 
Authorizes Superintendent of Ivy Haven to execute applications 

for permits required by Alcohol Tax Unit 1202..22.м..мғ2202211. L-20-21 


RESOLUTIONS AMENDED— 


No. 11, adopted May 19th, 1953 . ee пи № 17 
Appointing Harry Wheeler, Clerk to the Director of the Depart- 

ment of Public Affairs fr 
No. 98, adopted May 27th, 1953 .....2........22221і 
No. 8590, adopted April 29th, 1953 
No. 125 adopted May 27th, 1953 .......... 
No. 7198 adopted October 1st, 1952 
Nos. 1128, 1130, 1131, 1127, adopted October 28th, 1953, relating 

to titles, salary ranges and salaries in Departments of 

Revenue and Finance, Public Affairs, Public Works and 

Parks and Public Property 2... 07 № 6 
No. 851 adopted September 16th, 1953; No. 8120, adopted March 

4th, 1953; No. 8501 adopted April 15th, 1953; No. 1021, adopt- 

ed October 14th, 1953; No 666 adopted August 19th, 1953 K 7 
Nos. 1126, 1130, 1131, 1127, adopted October 28th, 1953 K 14 
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Salary resolutions, numbers 1126 and 1127 ..........4.........1.......... L 5-6 


RESOLUTIONS CORRECTED— 


Мо. 8571 and 8572 adopted April 29th, 1953 .... А 
No. 1217, adopted November 10th, 1958 ................................. та нвнннмз ее себен 


RESOLUTIONS - DEFERRED— 
Awarding contracts for new City Hospital ........ sees D 49-50 


RESOLUTIONS - RESCINDED-— 


No. 7869, adopted January 21st, 1958 ...... sse eene B 4 
No. 8218, adopted March 18th, 1958 .ee С 20 
No. 479 adopted July 22nd, 1953 ............ ses esent H 4 
No. 368 adopted July Sth, 1953 ...... ели nennen rentre retener ente H 11 
No. 8090 adopted March 4th, 1953 ...... 1 4 
No. 759 adopted September 2 2nd, 1953, “pertaining to ‘retirement _ 
of Dr. Harold A. Tarbell . 昌和 
SALARY ESTABLISHED— 
For Anthony Grasso, Special Investigator, Department cf Parks 
and Public Property .. ee 
SALE APPROVED— 
Several tax sale certificates о 4 
Various pieces of property D 4 


Property at 384-43 Montieth Avenue to Morris ҒаПасоға and 
Salvatore DeBlasio 22...2220000000Д0 или nisal ыы 
Property in Union owned by Joint Meeting 


SEARCH AUTHORIZED— 
Abstract of title for property at 7 Marion Place ...............1......... Е 17 


SETTLEMENTS— 


$38 to Gerard L. Bakelaar for damages to ear sss 
$5,753.84 to Garret E. St. John for salary claim ee 
$500 from judgment obtained by Vito Palmisano .. 
$250 to Hattie Grace and Erwin I. Meyer, for claim for injuries ............ H 4 


STATE AID REQUESTED— 


$212,293 for repaving several city streets ... m 3 
$12,600 for improvement of Cliff Street LO 4 
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STATEMENTS— 
By City Clerk on Charter Commission Question ...........1. C 1-2, 18 


SUB-DIVISION OF LAND APPROVED— 


At 475-483 Raymond Boulevard ........2222..м24ШММ eene nennen A 2 
At 1163 and 1165 Broad Street, 615 High Street, 18-36 Malvern 
Street, 308-312 No. 12th Street, 663-691 Doremus Avenue and 
770-78 Delaney Street, and 114-118 Midland Place . 
At 308-312 South 12th Street линка 2. 
At 378-396 Adams Street .ee 
At 187 Weequahie Avenue ........ лилиями 
Property at 157-197 Haynes Avenue and 484.519 State High- 
way Rt. No. 25. ees NER C 
Property at 46-48 Austin Street . .. C 
Property fronting on N. J. Turnpike .. n C 
Property of Nathan Kessler and others .. . С 
Property at 722-726 Hunterdon Street ....... . D 11 
D 
D 
D 


Property at 294-300 Schley Street ........ sse tenent 
Property at 56-58 Smith Street sess eerte nates 
Property with frontage on New Jersey Turnpike .............. менене 
Property at 102-110 Telford Street, 22 High Street, Sanford. 


Avenue and Varsity Court 1... тишина E 17 
Property at 98-104 Madison Street, 102-108 Monroe Street, 481- 
495 №. J. Railroad Avenue, 102-108 Smith Street ........................................ F 6 


Property at 144.122 Tuexdo Parkway, Hayes Avenue and Route 
No. 25, 302-312 Highland Avenue, and property on Foundry Street .. G 17 


Property having a frontage of 452.20 feet on Foundry Street ................ H 4 
Premises on Wilson Avenue, Allegheny Avenue, 564 Orange Street ........ I 
Premises known as Block 5030 lot 102 and 106, 445-503 Lake 

Street, 43-45 South 6th Street, 35 Houston Street .................................... 121 


Property at 702 High Street, 48-52 Mt. Prospect Place, 369-75 
Roseville Avenue, and 974-992 McCarter Highway .. 
At 209 Fabyan Place, 136-138 West Kinney Street ....... ... 
At Sussex Avenue and Norfolk Street ................... аин 
Property at 617-623 and 625-629 Frelinghuysen Avenue; prop- 


erty at 505-511 Lake Street .. . ee К 4 
Property at 105-115 Martins Avenue, 10- 14 Cabinet Street, ‘and 

70-72 First Street ee K 15 
Premises at 327-349 Goldsmith Avenue ....... eese БА 


Premises at 168/;-170 Parker Street, 91 Tuxedo Parkway, 256. 


269 Smith Street .. L 20 
SURVEY AUTHORIZED— 
Property at 203 Clinton Avenue ec р 3 
By Samuel Klein and Co. for system of internal control in 
City Clerk's Office G 3 
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In connection with form to be used for recording complete in- 
formation regarding sale of foreclosed property and for re- 
cords to be installed in Bureau of Shade Trees ......2222.......... K 4 


TAX EXEMPTIONS— 
Granted to honorably discharged servicemen ... В 3; C4; 74-5; К 13; 1,26 


TAX SALE CERTIFICATES— 


Assignments to 4 successful bidders 22200... D 4 


Sold to highest bidders ...........шо лы лы ра 


TAX SALE CERTIFICATE ASSIGNMENT— 
No. 83208 to Е. and E. Realty Со. 2... əм C 13 


TRANSFER OF FUNDS REQUESTED— 


$16,627.17 from State Aid Funds for repaving of South 20th 
Street ли летишь линии н инен нини ижин к ккан на пина С 11-18 


ZONING MATTERS— 


А 5, 10-13; B6,13-15; С 7-9, 14-16, 20; D 4-5, 12-14, 44-46, 53; 
Е 19-22; Е 6-8, 14-15; G5-6,18-19; Н 6-8, 13-14; 

I 7, 21-22, 28-29; J 7.8,18-19; К 7-9, 10-11, 15-17; 

L 6-8, 24-25 
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